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CHAPTEE   XXXIV. 

THE  TTPE-PRINTING  TELEGRAPH. 

The  type-printing  telegraph  system  may  be  said  to  be,  both 
in  its^  inception,  and  in  its  practical  development,  a  distinctively 
American  one.  The  earliest  suggestion  of  the  possibility  of 
-constructing  an  instrument  of  this  kind  originated  with  Alfred 
Vail,  an  associate  of  Morse,  as  early  as  the  year  1837.  Vail  at 
that  time  made  elaborate  and  detailed  working  drawings  of  his 
instrument,  but,  so  far  as  known,  never  actually  constructed  it, 
he  being  at  that  time  of  the  opinion  that  it  could  never  success- 
fully compete  with  the  simple,  economical  and  rapid  system  of 
Morse. 

Wheatstone  was  the  next  to  attempt  a  type-printing  apparatua 
A  working  model  of  his  first  instrument  was  exhibited  by  him 
before  the  Koyal  Polytechnic  Institution  of  London  in  1841. 
This  was  based  upon  his  first  dial  telegraph,  described  in  a 
preceding  chapter.  In  his  first  printing  instrument  two  line 
wires  were  made  use  of,  the  second  wire  serving  to  operate  the 
printing  mechanism.  In  place  of  the  index  hand  of  the  dial  in- 
strument a  thin  brass  wheel  was  employed,  cut  into  a  number  of 
radial  strips,  each  one  of  which  carried  a  type.  A  hammer, 
actuated  by  mechanism  under  control  of  an  electro-magnet  in 
the  second  circuit,  when  released,  struck  the  type  against  a 
cylinder^  upon  which  was  rolled  a  sheet  of  white  paper,  overlaid 
by  a  sheet  of  carbonized  paper,  and  thus  produced  an  impression 
of  whatever  letter  had  previously  been  brought  into  position  by 
the  escapement  He  immediately  afterwards  invented  a  method 
of  working  this  apparatus  on  one  wire.  This  consisted  of  a 
commutator,  driven  by  a  train  of  clockwork,  which  was  released 
whenever  the  type  wheel  movement  was  operated,  and  was  so 
arranged  as  to  mal^e  one  revolution  while  the  type  wheel  was 
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being  brought  into  position.  Just  at  the  completion  of  the  rev- 
olution of  the  commutator  it  momentarily  switched  the  circuit 
through  the  electro-magnet,  which  released  the  printing  mechan- 
ism, and  was  then  stopped  by  a  detent,  in  readiness  for  a  repeti- 
tion of  the  process.  This  method  was -necessarily  slow,  because 
a  letter  could  only  be  printed  after  a  complete  revolution  of  the 
commutator,  which  Te^if ed  as  much  time  for  one  letter  as  for 
anotlitir*    This  instrui^ent  never  came  into  practical  usq. 

The  various  kinds  of  type-printing  telegraph  instruments  differ 
widely  from  each  other  in  naany  respects,  but  the  following 
essential  characteristic?  are  common  to  all  of  them : 

1.  Mechanism  by  means  of  which  the  type  or  character  which 
is  to  be  printed  is  brought  into  a  suitable  position  for  transferring 
its  impression  to  the  paper,  termed  the  type  pukeel  movement 

2.  A  device  for  furnishing  the  type  with  a  constant  supply  of 
ink,  turned  the  inJcing  apparatus, 

8.  Mechanism  by  means  of  which  the  type  or  character,  after 
having  been  placed  in  position,  is  forcibly  brought  in  contact 
with  the  paper,  and  an  impression  taken,  termed  the  printing 
movement  . 

4.  Mechanism  by  means  of  which  the  paper  is  moved  forward 
a  certain  distance  after  each  letter  or  character  has  been  printed^ 
in  order  to  provide  a  fresh  surface  for  the  succeeding  impression, 
termed  the  paper  feed 

'  6,  A  device  by  which  the  type  wheel  of  the  receiving  instru- 
ment may  be  brought  into  correspondence  with  the  transmitting 
machinery  of  the  sending  instrument,  termed  the  unison  ap- 
paratus. 

Type-printing  instruments  may  be  divided  into  two  distinct 
classes,  one  having  a  step-by-step  movement  and  the  other  a 
synchronous  movement  of  the  type  wheel.  There  are  also  a 
small  number  of  instruments  which  combine  these  two  charac- 
teristics arid  which  may  be  said  to  constitute  a  third  class. 

In  the  instruments  having  a  step-by-step  movement  the 
revolution  of  the  type  wheel  is  effected  either  by  a  clockwork 
under  control  of  an  electro-magnetic  escapement,   or  by  the 
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direct  action  of  the  vibrating  armature  witbotit  the  aid  of  clock- 
work. The  printing  of  the  characters  is  effected  in  various 
ways :  sometimes  by  clockwork  mechanism  and  sometimes  by 
the  direct  action  of  an  electro-magnet  The  instruments  of 
Wheatstone,  House,  Breguet,  Dujardin  and  many  others,  in- 
cluding those  used  in  the  United  States  for  stock  and  market 
reporting  ^iid  private  telegraphs,  are  of  this  class. 

In  the  instruments  having  a  synchronous  movement,  the 
motion  of  the  type  wheel  at  one  station  and  of  the  transmitting 
mechanism  at  the  other  station  is  regulated  by  two  separate  sets 
of  mechanism,  keeping  exact  time  with  each  other.  The  instru- 
ments of  Hughes,  Farmer  arid  Phelps  are  of  this  class. 

house's  TELEaRAPH, 

The  first  printing  telegraph  which  was  brought  to  such  per- 
fection as  to  be  available  for  extensive  practical  use  was  that  of 
Royal  E.  House,  of  Vermont  His  invention  formed  the  subject 
of  an  application  for  a  patent  in  April,  1846,  although  the  in- 
vention was  at  that  time  in  a  crude  state  in  comparison  with  the 
high  d^ree  of  perfection  to  which  it  was  afterwards  brought 
The  first  despatch  transmitted  over  a  line  by  this  instrument 
was  sent  from  Cincinriati  to  Jeffei  sonville,  a  distance  of  150 
miles,  in  the  fall  of  1847.  The  first  regular  commercial  use  of 
the  apparatus  was  upon  a  c^ompeting  line  between  New  York 
and  Philadelphia,  which  went  into  operation  in  March,  1849. 
During  the  following  ten  years  the  system  was  rapidly  and 
successfully  extended  to  other  parts  of  the  country. 

House's  telegraph  is  constructed  upon  the  step-by-step  prin- 
ciple, the  mechanism  being  operated  by  manual  power,  which 
is  simply  controlled  by  the  electric  current.  It  consists  of  two 
entirely  distinct  parts :  the  transmitter  or  commutator,  and  the 
receiver  or  printing  apparatus.  The  transmitter  consists  of  a 
toothed  contact  wheel,  similar  to  that  of  Wheatstone  s  dial  ap- 
paratus, illustrated  in  fig.  325,  which,  in  turning,  sends  a  series 
of  pulsations  or  currents  from  the  battery  at  the  transmitting 
station-     There  are  fourteen  teeth  and  fourteen  spaces  upon  the 
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wheel,  and  consequently,  when  the  wheel  is  made  to  re?olve,  the 
■circuit  is  broken  and  closed  twenty-eight  times  in  each  revolu* 
ticm.  In  order  to  stop  the  contact  wheel  at  its  proper  place  to 
indicate  each  of  the  letters,  a  keyboard  like  that  of  a  piano  is 
-employed,  having  twenty-eight  keys,  representing  the  twenty- 
six  letters  of  the  alphabet,  a  period,  apd  a  space  or  blank,  tech- 
nically termed  the  dash.  Underneath  the  keys  and  extending 
across  the  keyboard  is  a  cylinder,  fixed  upon  the  axis  of  the 
contact  wheel  and  turning  with  it  Twenty-eight  pins  are  in- 
serted in  the  cylinder,  each  pin  revolving  underneath  its  corres- 
ponding key.  The  keys  iare  held  up  by  springs,  and  are  fur- 
nished with  cams  or  detents.  When  any  key  is  depressed  its 
<ietent  is  struck  by  the  corresponding  pin  upon  the  cylinder  in 
its  revolution,  and  the  motion  of  the  latter,  together  with  that 
of  the  contact  wheel,  is  thereby  arrested.  The  pins  correspond- 
ing to  the  successive  letters  follow  each  other  around  the 
cylinder  in  a  spiral,  and  are  distant  from  each  other  one  twenty- 
eighth  part  of  its  circumference,  and  therefore,  when  the  cylinder 
is  turned  from  one  letter  to  another,  exactly  such  a  number  of 
contacts  and  interruptions  are  given  as  will  bring  the  type  wheel 
of  the  receiving  apparatus  round  to  the  same  point  The  ar- 
rangement of  the  keyboard,  cylinder,  and  spirally  arranged  pins 
in  House's  transmitter,  are  similar  to  those  of  Froment's  dial 
apparatus  (fig.  335),  the  only  difference  being  in  the  apparatus 
for  closing  and  breaking  the  circuit 

The  receiving  apparatus  of  the  House  instrument  is  some- 
what complicated.  The  electro-magnet  by  which  its  move- 
ments are  controlled  is  of  a  very  peculiar  construction.  It 
consists  of  a  large,  upright,  hollow  helix  or  coil  of  fine  insulated 
wire,  within  which  is  placed  a  series  of  six  or  eight  soft  iron 
tubes,  each  of  which  becomes  magnetic  upon  the  passage  of  a 
current  through  the  helix.  A  series  of  bell  shaped  armatures 
are  fixed  upon  a  brass  rod,  which  passes  through  the  series  of 
hollow  magnets,  and  is  suspended  from  a  spring  above.  The 
whole  arrangement  acts  together  as  a  powerful  compound  mag- 
net, but  as  each  separate  section  of  it  is  very  shoit,  its  magnetic 
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inertia  is  Bmall,  and  it  admits  of  being  suooessively  charged  and 
discharged  wil^  much  greater  rapidity  than  an  electro-magnet  of 
the  ordinary  form.  The  great  speed  of  transmission  of  which 
this  instrument  is  capable  dq)end3  almost  entirely  upon  the 
rapidity  of  vibration  which  this  electro-magnet  is  capable  of 
communicating  to  the  escapement 

Above  the  compound  armature,  but  fixed  upon  the  same  rod,. 
is  a  hollow  cylindrical  siide  valve,  which  controls  the  passage  of 
the  compresased  air  from  an  air  chamber  supplied  by  a  pump. 
The  escape  wheel,  upon  the  shaft  of  the  type  wheel,  is  controlled 
by  an  anchor  escapement,  operated  by  a  piston  which  moves  to 
and  fro  within  an  air  tight  cylinder,  and  is  controlled  by  the 
slide  valve  before  referred  to,  the  principal  of  the  whole  arrange- 
ment being  similar  to  that  of  a  steam  engine.  When  the  circuit 
is  closed  the  compound  armature  is  drawn  down  and  the  slide 
valve  attached  thereto  admits  the  compressed  air  into  one  end 
of  the  cylinder  and  forces  the  piston  to  the  opposite  end,  thus 
releasing  a  tooth  of  the  escape  wheel;  when  the  circuit  is  broken 
the  armature  rises  by  the  action  of  a  spring,  the  valve  admits 
the  air  to  the  opposite  end  of  the  cylinder  and  the  motion  of  the 
piston  is  reversed,  which  releases  another  tooth  of  the  escape 
wheel 

The  escape  wheel  has  fourteen  teeth,  and  requires  therefore 
twenty  eight  movements  of  the  piston  to  complete  a  revolution. 
The  steel  type  wheel  is  fixed  upon  the  axis  of  the  escape  wheel, 
its  circumference  being  furnished  with  twenty-eight  equidistant 
projections,  upon  which  are  engraved  the  twenty-six  letters  of 
the  alphabet,  a  period  and  a  blank  space.  The  same  shaft  also 
carries  a  little  drum  with  letters  painted  on  it  in  the  same  order 
as  they  are  placed  upon  the  type  wheel,  by  which  the  operator 
may  read  off  the  message  as  in  a  dial  instrument,  without  print- 
ing a  record  of  it 

The  means  by  which  the  printing  of  a  letter  is  effected  when- 
ever the  type  wheel  is  arrested  is  as  follows :  Upon  the  upper 
surface  of  the  type  wheel,  and  at  its  extreme  edge,  are  twenty- 
eight  angular  pins  or  teeth.    A  small  steel  arm,  rigidly  attached 
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to  a  metal  oap,;^umed  by  friction  uppu  a  $haft  revolving  in  a 
direction  opposite,  to  that  of  the  type  wheel,  plays  over  the  pins 
upon  the  type  wheel  while  the  latter  is  in  motion.  When,  how- 
ever, the  type  wheel  stops,  the  arm  falls  in  between  two  of  the 
angular  pins,  which  it  has  not  time  to  do  while  they  are  in 
motion ;  in  doing  this  it  allows  the  cap  to  revolve  a  short 
distance  with  its  shafts  and  by  meana  of  two  pins  to  release  a 
detent  fixed  upon  the  same  shaft  ynth  an  eccentric.  When  the 
detent  is  released  this  shaft  makes  CMie  revolution,  and  the  eccen- 
tric, by  means  of  a  connecting  rod,  forces  the  paper  against  ^ 
blackened  silk  ribbon  or  ink  band,  pressing  it  against  the  type 
wheel  with  suflScient  force  to  make  a  legible  impression  of  the 
letter  which  happens  to  be  in  position. 

The  paper  feed  consists  of  a  notched  drum,  over  which  the 
paper  passes  from  a  roll,  and  this  ig  turned  by  means  of  a 
ratchet  wheel  and  click  during  the  latter  part  of  the  movement 
of  the  eccentric. 

In  order  to  bring  the  type  wheel  into  correspondence  with 
the  transmitting  cylinder  at  the  beginning  of  a  communication, 
a  detent  lever  is  provided,  which  may  be  thrown  by  the  receiv- 
ing operator  into  the  path  of  a  pin  or  stop  placed  in  the  rim  of 
the  type  wheel,  and  thus  arrest  the  motion  of  the  latter.  This 
unison  stop  is  so  placed  that  it  arrests  the  type  wheel  with  the 
blank  space  or  dash  opposite  the  printing  press,  and  it  being 
understood  that  the  transmitting  operator  is  always  to  com- 
mence with  the  blank  or  dash  key,  it  follows  that  the  instru- 
ments must  always  start  together. 

The  speed  of  transmission  which  has  been  attained  with  this 
apparatus  in  the  hands  of  some  of  the  more  skilful  employes, 
under  favorable  circumstances,  is  very  remarkable.  Upon  cir- 
cuits of  150  to  200  miles  messages  have  frequently  been  trans- 
mitted and  printed  in  full  at  the  rate  of  2,600  words  per  hour. 
On  one  occasion  the  annual  message  of  the  Oovemor  of  New 
York,  containing  5,000  words,  was  transmitted  by  this  instru- 
ment and  published  entire  in  New  York  two  hours  after  its 
delivery  in  Albany. 
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The  Housie  instrument,  after  having  b6en  quite  ext^psively 
used  o^  some  of  the  hnes  of  the  United  States  from  1849  to 
1860,  was  gradually  superseded  by  the  improved  instruments  of 
Mr.  Phelps,  which  will  hereafter  be  described. 

Hughes's  telegraph. 

In  1856  Mr.  David  E.  Hughes,  of  Keutucky,  patented  a. type- 
printing  instrument,  the  essential  principle  of  which  consists  in 
the  synchronous  movement  of  the  transmitting  and  receiving 
apparatus  at  two  or  more  stations,  so  that. each  letter  may  be 
printed  by  a  sidgle  electric  pulsation,  and  without  arresting  the 
continiLOUs  revolutiqn  of  the  type  wheel..  .The  accomplishment 
of  such  a  result,  with  sufficient  accuracy  for .  practical  pur- 
poses,  pres^ite  a  problem  of  considerable  mechanical  difficulty. 
Hughes's  original  apparatus  was  provided  with  two  separate  and 
independent  trains  of  wheel  work,  each  driven  by  a.  w.^ight. 
The  first  train  caused  the  type  wheel. and  transmitting  cylinder 
to  revolve  .at  a  uniform  rate  of  speed,  this  bj^ing  governed  by  tixx 
escapement  and.  a  rapidly  vibrating,  steel  spring,  the  length  of 
which  was  capable  of  adjustment,-  thus* enabling  its  rate  of  vibra- 
tion to  be  controlled  with  great  accuracy.  The  second  train 
actuated  the  printing  mechanism^  and  was  released  by  a  pecu- 
liarly sensitive  combination  of  permanent  and  electro-piagnets, 
which  will  hereafter  be  more  particularly  described,.  By  means 
of  the  spring  governor,  the  transmitting  cylinder  of  one  instru- 
ment and  the  type  wheel  of  the  other  were  caused  to  revolve  in 
unison.  The  revolving  cylinder  connected  with  the  keyboard 
was  provided  with  spirally  arranged  pins,  each  of  which  closed 
the  circuit  for  an  instant  upon  arriving  at,  ot. rather  passing  l^y 
a  fixed  point,  if  the  corresponding  Icey'was  depressed  This 
being  the  case,  it  is  obvious  that  two  machines  might  be  so 
adjusted  that  when  in  its  revolution  the  pin  upon  the  trans- 
mitting cylinder  corresponding  to  the. letter  A,  for  instance, 
passed  by  the  depressed  key  A  and  closed  thp  circuit,  the 
corresponding  letter  A  upon  the  type  wheel  of  the  receiving 
instrument  would  at  the  same,  instant  be  passing  the  platen. 
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The  printing  meclianism  being  at  that  moment  released  by  the 
action  of  the  electro-magnet,  an  impression  of  the  letter  would 
be  taken  as  it  was  passing,  and  so  of  any  other  letter  when  its 
corresponding  key  was  depressed. 

During  the  greater  portion  of  the  years  1856-56  Mr.  Hughes, 
in  conjunction  with  Mr.  George  M.  Phelps,  an  accomplished 
mechanician,  at  that  time  residing  in  Troy,  N.  Y.,  was  engaged 
in  perfecting  the  instrument,  with  a  view  to  its  practical  intro- 
duction upon  the  lines  of  the  American  Telegraph  Company, 
which  were  at  that  time  equipped  principally  with  the  House 
apparatus.  During  this  time  two  important  and  in  fact  essential 
improvements  were  made  in  the  invention.  The  first  of  these 
is  a  device  for  readjusting  the  synchronism  of  the  type  wheel 
at  the  printing  of  each  letter,  by  means  of  which  any  slight 
irregularity  in  the  correspondence  of  the  sending  and  receiving 
instruments,  arising  from  the  mechanical  inaccuracies  of  the 
goveniors,  or  from  their  imperfect  adjustment,  is  corrected. 
The  second  improvement  consists  in  gearing  the  type  wheel 
shaft  and  printing  mechanism  together,  so  as  to  be  driven  and 
controlled  by  the  same  prime  motor  and  governor,  but  in  so 
arranging  the  parts  that  four  or  five  letters  in  succession  upon 
the  type  wheel  will  pass  the  platen  during  the  shortest  interval 
that  can  elapse  between  two  successive  impressions,  by  which 
means,  as  will  be  hereafter  explained,  the  effective  speed  of 
transmission  is  very  greatly  increased.  This  important  im- 
provement is  entirely  due  to  the  ingenuity  of  Mr.  Phelps. 

The  Hughes  invention,  thus  improved,  was  first  put  in  practi- 
cal operation  upon  the  line  between  Worcester  and  Springfield, 
Mass.,  in  1856,  and  in  the  autumn  of  that  year  was  also  em- 
ployed to  work  a  new  line  between  New  York  and  Boston.  In 
1858  Mr.  Hughes  went  to  Europe,  taking  with  him  two  of  his 
instruments,  accompanied  by  an  experienced  American  operator. 
His  negotiations  with  the  French  administration  of  telegraphs, 
in  relation  to  the  introduction  of  his  system,  were  successful, 
and  the  patents  were  conditionally  purchased  by  the  French 
Government  in  October,  1860.      Arrangements  were  entered 
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into  with  M.  Froment,  an  expert  French  mechanician,  for  the 
construction  of  additional  instruments,  which  were  introduced 
upon  the  government  lines  at  Paris,  Lyons,  Marseilles,  Bordeaux, 
Havre  and  Lille,  in  1862.  The  United  Kingdom  Telegraph 
Company  of  Great  Britain  also  adopted  the  Hughes  apparatus  in 
1868.  At  the  present  time  they  are  employed  to  a  greater  or 
less  extent  in  almost  every  country  in  Europe. 

The  principal  parts  of  the  Hughes  apparatus  as  now  con- 
structed are  as  follows : 

1.  The  keys  and  sledge  or  circuit-closer. 

2.  The  wheel  work  and  type  wheel  shaft 

3.  The  printing  axis  and  the  printing  mechanisuL 

4.  The  electro  magnet  and  escapement  for  releasing  the  print- 
ing mechanism. 

5.  The  governor  for  maintaining  the  synchronism. 

6.  The  course  of  .the  current  and  the  mutual  action  of  the 
electrical  and  mechanical  power. 

The  transmission  is  eflEected  by  means  of  twenty-eight  keys, 
(fig.  864),  twenty-six  of  which  are  for  the  letters  of  the  alphabet, 
and  one  each  for  a  stop  or  period  and  a  blank  to  separate  the 
worda  Each  key  K  (fig.  365)  presses  upon  a  lever  K',  which 
has  its  centre  of  motion  at  K'^  and  supports  a  vertical  pin  i, 
which  is  drawn  downwards  and  somewhat  sidewise  by  a  spiral 
spring  (fig.  866)  c«mnected  with  it  by  means  of  a  link.  These 
twenty-eight  pins  k  are  placed  in  a  circle  around  a  vertical  axis 
Q,  within  a  round  box  A  ;  the  levers  K',  consequently,  are  so  con- 
structed that  each  of  them  may  operate  on  the  corresponding 
pin  k  when  its  own  key  is  depressed.  In  their  ordinary  position 
these  pins  are  kept  down  by  means  of  the  spiral  springs  (fig.  366) ; 
their  rounded  tops  are  then  lying  flush  with  the  top  j)]ate  of 
the  box  A  within  corresponding  openings,  as  seen  in  fig.  367. 
When,  however,  a  key  is  depressed,  the  opposite  end  of  the 
lever  K  K'  is  raised,  and  the  corresponding  pin  k  is  caused  to 
project  a  little  from  its  opening  in  the  top  plate  of  the  box. 
A  shoulder  O  (fig.  366),  to  which  the  spiral  spring  is  attached, 
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prevents  it  from  projecting  beyond  a  certain  distance.  In  the 
centre  of  tlie  circular  box  A  A  is  a  vertical  axis  P  Q,  which  is 
rotated  rapidly  by  means  of  a  beveled  gear/  This  axis  consists 
of  two  metallic  parts  P  and  Q,  insulated  from  each  other  by  an 
ivory  plate  q.  'I'he  lower  part  P,  which  enters  the  centre  of 
the  box  A  A,  revolves  in  a  hollow  bearing  Qj. 
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Fig.  364. 

At  the  lower  end  of  the  upper  part  of  the  axis,  directly  over 
the  top  plate  of  the  box  A  A,  is  placed  the  sledge.  The  details 
of  this  sledge  are  represented  in  section  in  fig.  366,  in  a  plan 
view  from  above  in  fig.  367,  and  in  perspective  in  fig.  368.  It 
consists  of  two  parts.  The  lower  part  e  e  is  rigidly  attached  to 
the  lower  part  of  the  axis  P.  The  upper  part  r  S  5  is  connected 
to  the  upper  part  Q  of  the  axis  by  a  hinge.     The  lower  part  e  e 
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(the  pusher)  slides  closely  over  the  upper  plate  of  the  box  A 
when  the  axis  Q  revolvea  Both  of  its  ends  are  rounded  off  and 
channelled,  in  order  to  operate  on  the  pin  h  when  raised  by  the 
depression  of  a  key.  As  the  axis  revolves  in  the  direction  shown  by 
the  arrow,  the  end  c  of  the  pusher  is  in  front,  and  when  no  key 
is  depressed  it  passes  lightly  over  the  pins,  as  shown  in  fig.  367. 
When  a  key  is  depressed  the  corresponding  pin  k  is  raised  a  little 
out  of  its  slot  and  is  pushed  sideways  toward  the  outer  edge  and 
in  front  of  the  steel  rider  S.     The  pusher,  in  its  revolution,. 
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Fig,  365. 

always  covers  five  pins ;  when  the  first,  i,  is  struck,  the  four  fol- 
lowing pins  cannot  come  in  contact  with  the  rider  S,  even  if 
their  keys  were  depressed,  owing  to  their  coming  in  contact  with 
the  under  side  of  the  pusher  e  e  and  thus  being  arrested.  The 
pusher  also  serves  to  force  back,  by  means  of  its  curve  e\  the 
pin  to  its  first  position,  after  the  rider  S  has  passed  over  it  In 
this  way  the  sledge  is  enabled  to  revolve  continuously,  without 
interruption,  even  if  the  operator  should  neglect  to  release  the 
key  which  has  been  depressed. 
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The  upper  part  of  the  sledge  consists  of  the  rider  S,  a  flat 
spring  r,  which  presses  the  rider  constantly  downward,  and  a  con- 
tact screw  V  which  passes  through  the  top  of  the  rider  (fig.  866). 
These  parts^  as  represented  in  fig.  867,  are  fixed  to  an  axis  turn- 
ing between  two  screw  points  and  attached  to  the  upper  axis  Q. 

When  no  key  is  depressed,  and  the  pin  k  is  in  its  normal  posi- 
tion, screw  V  is  in  contact  with  the  spring  r  j,  which  is  on  the 


Fig.  366. 


lower  part  P  of  the  axis.  In  this  case  P  and  Q  are  connected, 
and  any  current  arriving  at  Q  will  pass  over  r  v  and  r^  'lo  P  Q', 
and  so  on.  Such  is  always  tlie  case  when  the  apparatus  is  re- 
ceiving. 

When,  by  the  depression  of  a  key,  the  pin  k  is  raised,  the  lat- 
ter, by  the  rotation  of  the  sledge,  is  pushed  outward  by  the 
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curved  end  of  the  pusher  e  into  the  centre  of  the  slot,  and  into 
the  path  of  the  rider  S,  which  immediately  comes  in  contact 
with  it  This  contact  raises  the  rider  into  the  position  occupied 
by  S  in  fig,  366.  Screw  v  is  withdrawn  from  the  contact  spring  r, 
and  the  connection  between  Q  and  P  is  broken.  At  the  same 
time  a  new  circuit  is  established  by  way  of  Q  r^  S  and  pin  i 
with  axis  K''  (fig.  364  and  365).  A  current  arriving  at  K" 
passes  over  K"  A;  S  S  ?•  Q,  and  so  on.  To  accomplish  this,  all 
of  the  twenty-eight  key  fulcrums  K"  are  constructed  so  as  to 
be  in  metallic  connection  with  each  other. 


Fig.  367.  Fig.  368. 

Transmission  is  effected  in  the  following  manner : 
A  key  is  depressed  by  the  operator,  who,  with  his  fingers,  feels 
the  push  occasioned  by  the  slide  e  e'  coming  in  contact  with  the 
pin  Z:,  as  well  as  by  the  pressure  of  the  rider  S,  which  slides 
over  the  raised  pin.  The  key  is  then  released,  even  though  it 
should  be  desired  to  repeat  the  same  letter.  If  the  key  remains 
depressed,  then  the  sledge  passes  by  the  pin  A:,  which  has  been 
brought  beyond  the  range  of  S,  which  consequently  \\  ould  not 
be  raised,  nor  would  the  connection  between  P  and  Q  be  broken. 
As  will  presently  be  seen,  the  upper  part  S  of  the  sledge  or 
the  axis  Q  is  connected  with  the  wire  L ;  each  axis  K''  is  con- 
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nected  to  the  positive  pole  of  the  line  battery,  its  negative  pole 
being  connected  to  the  earth. 

At  the  receiving  instrument  the  current  arriving  from  the  line 
passes  through  the  electro-magnet,  which  releases  the  printing 
mechanism,  and  over  Qv  r^  and  P  to  the  earth. 

In  transmission,  when  a  key  is  depressed,  the  current  is  from 
the  -|-  pole,  by  way  of  K"  and  k.     When  the  steel  rider  S  of 


Fig.  369. 


the  rotating  sledge  comes  in  contact  with  k,  the  course  of  the 
current  is  changed  and  is  from  +,  through  K''  k  S  {as  v  is 
separated  from  r)  Q  and  L,  to  the  other  station.  This  current 
is  of  very  short  duration,  l^he  steel  rider  S  always  covera  three 
pins  at  the  same  time ;  the  circuit  of  box  A  has  twenty -eight 
pins,  and  if  the  sledge  revolves  twice  in  one  second  the  duration 
of  the  contact  between  S  S  and  k  is  /j^.|  =  ^^j-  ="  ^-^36  seconds, 
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or  about  the  one  nineteenth  part  of  a  second  This  short  dura* 
tion  of  current  is  sufficient  for  circuits  of  ordijiary  length,  but 
not  for  very  long  a€lrial  or  for  submarine  lines.  In  working  the 
latter,  the  speed  of  rotation  of  the  sledge  should  be  reduced,  or 
the  length  of  the  rider  S  8  increased.  When,  for  instance,  the 
latter  covers  six  pins,  the  speed  of  rotation  being  as  before,  the 
duration  of  the  current  would  be  0.1072  seconds. 

Figures  863  and  869  ai'e  views,  in  perspective,  of  the  Hughes 
apparatus  complete.     Fig.  870  is  a  plan  view  of  the  same. 

In  front  is  the  keyboard  of  twenty-eight  keys ;  at  the  back 
of  this  the  covering  plate  of  the  box  A,  with  the  twenty-eight 
pins,  in  the  centre  of  which  is  the  vertical  axis  Q  and  the  rider 
S,  which  is  rotated  by  means  of  a  beveled  gear  (fig.  866),  and 
which  revolves  twice  in  one  second.  Behind  the  box  A  is  a 
strong  iron  frame,  which  supports  the  machinery.  4'he  first 
wheel  T  is  actuated  by  a  weight  of  120  pounds.  This  weight 
hangs  on  an  endless  chain,  in  such  a  manner  that,  when  it  is 
wound  up,  the  revolving  wheelwork  is  not  interrupted  or  re- 
tarded. The  re-winding  is  usually  done  by  means  of  a  pedal, 
every  five  or  ten  minutes,  on  account  of  the  exceedingly  rapid 
motion  of  the  wheelwork.  The  wheel  M  turns  with  the  wheel 
T,  and  this  motion,  multiplied,  is  communicated  to  wheel  N. 
The  latter  puts  a  fly  wheel  V  in  motion,  upon  which,  by  means 
of  a  handle  m\  a  brake  is  operated  for  the  purpose  of  stopping 
the  instrument  The  wheel  N  also  actuates  a  pinion  6  (behind 
gy  fig.  370),  and  so  conveys  its  movements  to  the  printing  axis 
6j,  the  operation  of  which  will  be^described  hereafter.  In  front, 
on  the  axis  of  the  wheel  N  (a'  a',  fig.  365),  which  passes  through 
the  front  plate  of  the  frame,  a  hollow  axis  is  placed,  which 
unites  wheels  a  and  R  This  axis  is  carried  by  a  small  friction. 
a  is  the  type  wheel  (figs.  867  and  869),  on  the  circumference  of 
which  are  twenty -seven  projections  of  hard  steel,  and  one  blank 
spaca  Twenty-six  of  these  have  engraved  upon  them  the 
different  letters  of  the  alphabet,  and  one  is  a  point  for  a  stop  or 
period.  B  is  the  ink  roller,  pressing  against  the  face  of  the 
types,  and  revolving  with  the  wheel     R  is  the  correcting  wheel, 
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^hose  conn3ctioii  with  the  type  wheel  a  and  the  rest  of  the 
apparatus  is  clearly  represented  in  fig.  871.  Upon  the  axis  which 
connectB  wheels  B  and  a  a  steel  disc  F  is  placed,  which  is  pro- 


Fig.  370. 

vided  with  a  notch,  in  order  to  catch  the  hook  of  a  lever  K, 
when  the  latter  is  pressed  against  the  steel  disc  by  the  depression 
of  the  button  or  key  n\     When  this  takes  place,  and  the  hook 
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of  the  lever  K  catches  in  the  notch  F,  the  blank  space  of  the 
type  wheel  stands  exactly  over  the  impression  roller  or  platen  c, 
which  carries  the  slip  of  paper.  Thus,  when  the  apparatus  is  in 
motion,  and  the  key  n'  is  depressed,  the  lever  K  falls  into  the 
notch  F  and  stops  wheels  R  and  a.  This  places  the  blank  upon 
the  type  wheel  opposite  the  impression  roller  c.  In  order  to 
prevent  axis  a'  a'  and  the  remainder  of  the  work  from  stopping 
when  the  motion  of  R  and  a  is  arrested,  these  parts  are  connected 
together  in  the  following  manner :  Upon  the  axis  a  a\  behind 
the  correcting  wheel  R  (fig.  370),  is  another  wheel  x,  with  very 
fine  teeth.  On  the  back  of  the  correcting  wheel  is  a  ratchet 
with  three  teeth,  which,  under  the  action  of  a  detent,  catches  in 


Fig,  371. 

the  teeth  of  the  wheel  x.  In  this  position,  by  means  of  the 
wheel  X  and  the  catching  teeth,  axis  a  a'  must  communicate  its 
motion  to  the  correcting  wheel  R,  and  by  that  to  the  type  wheel 
Upon  the  tri-dental  catch  of  the  correcting  wheel  is  also  a  small 
pin,  which  ordinarily  passes  tlie  coupling  witli  tooth  wheel  x^  on 
plate  S  (fig.  371).  Should  the  key  ii  be  depressed,  the  arm  I 
pushes  the  plate  S  forward  so  that  the  pin  strikes  against  it, 
and,  in  so  doing,  lifts  the  cateh  out  of  the  teeth  of  wheel  x.  So 
long  as  the  key  n'  remains  depressed  there  is  no  connection  be- 
tween the  wheel  x  or  the  axis  a'  a  and  the  wheels  R  and  a.  As 
soon  as  the  UK)th  of  the  lever  K  catches  the  notch  F,  R  and  a 
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Stop,  ^ikt  the  remainder  of  the  apparatus  continues  in  motion 
without  interruption. 

In  order  to  correctly  understand  what  now  follows,  it  must  be 
borne  in  mind  that  (see  figs.  865  and  370)  axis  a!  a!  not  only 
turns  the  type  wheel  and  the  correcting  wheel,  but  by  means  of 
a  beveled  gear  G,  also  the  wheel  /  its  axis  Q  (fig.  366).  The 
sledge  S  and  the  tjrpe  wheel  a  cannot  move  independently  of 
each  other,  but  being  geared  together  revolve  with  equal 
velocity,  thus  always  remaining  in  harmony  with  each  other 
and  in  the  same  relative  position.  Their  normal  position,  how- 
ever, is  such,  that  at  the  same  time  that  the  rider  S  (fig.  367) 
of  the  sledge  comes  into  contact  with  the  pin  A  of  a  depressed 
key,  the  letter  upon  the  type  wheel  which  is  represented  by  this 
key  is  exactly  opposite  the  impression  roller  or  platea  c  (fig. 
371). 

When,  for  instance,  the  key  for  the  letter  H  is  depressed,  tlie 
rotating  sledge  brings  the  rider  S  to  the  pin  which  corre- 
sponds with  this  key,  and  as  the  type  wheel  and  pins  correspond 
and  the  type  wheel  and  the  sledge  revolve  together,  the  letter 
H  upon  the  tjrpe  wheel  will  be  found  immediately  over  the  im- 
pression roller  c  The  corresponding  position  of  both  should  be 
kept  up  as  long  as  the  apparatus  is  in  action.  The  harmonious 
action  of  these  parts  may  be  brought  about  at  any  time  by  the 
key  n'  and  the  blank  or  space  key  of  the  keyboard,  because  the 
result  of  the  depression  of  the  key  n'  is  to  arrest  the  space  on 
the  type  wheel  immediately  over  the  impression  roller  c. 

The  inking  roller  B  is  always  in  contact  with  the  circum- 
ference of  the  type  wheel  when  the  apparatus  is  at  work.  It 
consists  of  a  heavy  woollen  cloth,  which  from  time  to  time  is 
moistened  with  an  inking  fluid. 

The  printing  axis  h^  V  (figs.  869  and  370),  which  receives  its 
motion  from  the  wheel  N,  is  the  most  important  [^art  of  the  Hughes 
apparatus.  It  has  a  number  of  duties  to  perform.  First,  it 
throws  the  impression  roller  c,  at  the  right  moment,  against  the 
type  wheel  a;  second,  after  a  letter  has  been  printed  upon  the 
paper  it  feeds  the  latter  forward  to  make  room  for  the  next 
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letter ;  third,  it  acts  upon  the  correcting  wheel ;  and,  fourth,  it 
returns  the  key  n'  to  its  normal  position  after  it  has  set  and 
locked  the  type  wheel  and  connects  the  arrested  wheels  R  and  a 
-with  the  rest  of  the  wheelwork  at  the  proper  time.  To  effect 
these  different  results  the  axis  is  provided  with  four  cams  (fig. 
571).  The  front  cam  m  (fig.  872)  effects  the  printing.  At  each 
revolution  of  the  axis  it  raises  a  forked  arm  1 1'  (fig.  374),  which 
has  its  centre  of  motion  at  ^.  This  arm  supports  the  impression 
roller  c,  which  carries  the  slip  of  paper  to  receive  the  printed 
letters.  As  the  cam  m  raises  the  arm,  the  impression  roller  with 
the  slip  of  paper  is  thrown  against  the  letter  upon  the  type 
wheel,  which  is  immediately  over  it  This  operation  is  repeated 
at  each  revolution  of  the  axis  h\  which  revolves  in  a  less  space 
of  time  than  the  j^  part  of  a  second.     After  each  impression 


Fig.  372.  Fig,  373. 

the  paper  is  fed  forward  by  the  eccentric  i  Behind  the  forked 
arm  1 1'  is  an  angular  shaped  lever  h  h'  h"  (fig.  374),  which  has 
its  axis  at  h"  (right  hand  side)  and  to  the  lower  part  of  which  is 
attached  a  flexible  steel  spring  y,  the  head  of  the  spring  carry- 
ing a  hook  or  catch.  To  the  impression  roller  c  is  attached  a 
ratchet  wheel  with  very  fine  teeth.  Whenever  the  roller  is 
raised  the  tooth  y  engages  the  teeth  of  the  ratchet  wheel,  and  is 
raised  at  the  same  time  with  the  lever  h  h'  h'\  As  the  axis  re- 
volves the  cam  or  eccentric  i  operates  upon  the  lever,  depressing 
it,  and  during  its  downward  motion  the  catch  of  the  spring  y 
turns  the  ratchet  wheel,  and  thus  moves  the  paper  the  distance 
required. 
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The  third  cam  q  (figs.  372  and  378)  operates  on  the  correcting 
wheel  R  in  such  a  way  as  to  maintain  the  unison  of  the  type 
wheels  of  the  receiving  and  the  sending  instruments,  ^lo  ac- 
complish this,  at  every  revolution  of  the  axis  the  cam  q  gear& 
into  the  teeth  of  the  correcting  wheel  R  and  accelerates  or  re- 
tards the  motion  of  the  correcting  and  type  wheels,  as  may  be 
necessary  from  their  position.  These  wheels,  being  carried  by  a 
friction,  yield  readily  to  the  operation  of  the  cam. 

The  fourth  cam  p  (figs.  371,  872  and  878)  has  a  pin  o  inserted 
parallel  to  the  axis  J',  which  strikes  against  the  lever  Z  (fig.  371) 
at  each  revolution  of  the  axis,  forcing  it  to  the  right  at  the 
moment  that  the  key  n!  in  front  is  pressed  down.  As  we 
have  seen  heretofore,  at  the  pressing  down  of  key  n',  not  only 
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Fig.  374. 

the  coupling  between  the  wheel  R  and  type  wheel  a,  and  the  cog 
wheel  X  (fig.  870)  and  the  axis  a'  is  disengaged,  but  also,  in 
consequence  of  the  catching  of  the  lever  K  in  the  notch  F,  both 
the  correcting  wheel  and  type  wheel  come  to  a  stand  with  the 
blank  space  of  the  type  wheel  over  the  impression  roller.  When 
the  key  n!  is  released,  the  next  revolution  of  the  axis  h^  V  brings 
the  pin  o  against  the  arm  Z,  and  thus  w'  I,  Z,  K,  all  of  which 
form  part  of  a  single  lever  with  a  common  centre  of  motion,  are 
brought  back  to  a  position  of  rest  This  movement  of  the  pin  o 
lifts  the  lever  K  out  of  the  notch  F,  the  detent  S  moves  back, 
the  tri-dental  catch,  which  is  fixed  on  R,  engages  with  the  teeth 
of  the  wheel  a:,  and  the  wheel  R  and  type  wheel  a  are  released 
and  resume  their  rotation  from  axis  a'  a'  in  harmony  with  the 
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rest  of  the  wheelwork.  Thus,  it  will  be  seen  that  when  the  Vey 
n'  is  depressed  the  type  wheel  is  locked,  with  its  blank  space 
opposite  the  impression  roller  c,  while  the  remainder  of  the  wheel- 
work  continues  to  revolve  without  interruption.  At  the  first  re- 
volution of  the  printing  axis  V  the  pin  o,  upon  the  cam  j9,  raises 
the  key  n',  and  in  so  doing  couples  the  wheel  R  and  type  wheel 
a  to  the  wheel  work,  which  continues  its  revolution. 

The  four  cams  upon  axis  h^  b\  just  described,  are  all  upon  the 
front  part  V  of  the  axis,  which  is  connected  with  the  printing 
mechanism.  The  other  part  of  the  axis  h^  is  not  continuous 
with  the  front  part,  but  is  coupled  on  to  it  at  the  moment  that 
an  impression  is  taken  upon  the  paper  from  one  of  the  letters  of 
the  type  wheel.  The  rotation  of  the  rear  portion  of  the  axis  is 
continuous,  owing  to  the  permanent  gearing  of  the  wheel  N  to 
the  pinion  5  (fig.  370),  but  the  front  part,  with  the  cams,  remains 
inactive  until,  by  means  of  a  catch,  both  parts  are  united  and  re- 
volve together.  This  connection  is  effected  by  the  lever  d  6!  of 
the  electro-magnet  E  E.  Upon  the  depression  of  one  of  the  keys 
of  tlie  keyboard  a  pin  k  (fig.  867)  is  raised,  and  the  rider  S  of 
the  sledge,  in  sliding  over  it,  is  raised,  and  thus  causes  a  current 
to  pass  through  the  coils  of  the  electro-magnet  E  E,  which  con- 
trols the  movements  of  the  lever  d  d\  and,  consequently,  the  ac- 
tion of  that  part  of  the  axis  carrying  the  cams. 

Figure  375  represents  the  action  of  the  electro-magnet  E  upon 
the  printing  mechanism  of  the  apparatus,  and  also  the  device  for 
coupling  together  the  two  parts  h^  and  It  of  the  printing  axis. 

The  cores  of  the  electro-magnet  are  not  connected  together  at 
the  back  by  a  yoke,  as  in  the  case  of  an  ordinary  electro-magnet, 
but,  as  shown  in  fig.  376,  they  are  attached  to  the  Nand  S  poles 
of  a  powerful  steel  magnet  The  action  of  this  magnet  upon 
the  cores  is  regulated  by  means  of  an  armature  of  soft  iron 
placed  on  the  legs  N  and  S,  which  can  be  moved  up  or  down. 
The  nearer  it  is  placed  to  the  end  of  the  poles  the  less  will  be 
the  magnetic  effect  upon  the  cores  of  the  electro-magnet 

By  this  arrangement  the  cores  are  constantly  magnetic,  and 
attract  the  armature  n  (fig.  375)  as  long  as  no  current  passes 
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through  the  coils.  A  strong  steel  spring  r  operating  on  the  arm  F 
serves,  by  its  attractive  power,  to  withdraw  the  armature,  when 
by  the  passage  of  a  current  through  the  coils,  the  magnetic 
power  derived  from  the  steel  magnet  is  neutralized.  In  order 
to  avoid  too  strong  an  attraction,  the  armature  does  not  touch 
the  surface  of  the  poles,  but  is  separated  by  a  space  equal  to 
about  the  thickness  of  an  ordinary  sheet  of  paper. 

When  a  current  whose  polarity  is  opposite  to  the  polarity  of 
the  steel  magnet  is  passed  through  the  coils  E  E  the  magnetism 
is  weakened  or  neutralized,  and  it  no  longer  holds  the  armature 
against  the  retractile  force  of  the  spring  r,  which  immediately 
•draws  the  armature   upward   with   considerable  power.      This 


Fig.  376. 


Fig.  376. 


movement  is  communicated  to  the  lever  d  d\  which  has  its 
centre  of  motion  at  the  axis  H.  One  end  of  the  lever  rests, 
with  an  adjusting  screw,  on  the  top  of  the  armature ;  therefore, 
when  under  the  action  of  the  current,  the  armature  is  released 
and  flies  upward,  one  extremity  d  is  raised  with  it,  while  the 
other  goes  downward,  and  it  is  by  this  movement  that  the 
tjoupling  of  the  two  portions  of  the  printing  axis  b^  h'  (figs.  369 
and  870)  is  eflEected,  and  the  motion  of  the  wheel  work  trans- 
mitted from  the  pinion  5  to  the  front  part  of  the  printing  axis 
i'  and  its  four  cams. 
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The  transmission  of  this  motion  is  effected  in  the  following- 
manner.  On  the  back  part  of  the  printing  axis  J^  a  wheel  g 
(fig.  375),  with  very  fine  and  strong  teeth,  is  fixed.  On  the 
front  part  of  the  axis  6'  is  a  circular  sector  1 1\  on  one  side  of 
which  is  a  flyer  c\  to  which  is  attached  a  detent  c'\  This  detent 
has  three  teeth  which  gear  into  the  teeth  of  wheel  g.  On  the 
other  side  of  the  sector  is  a  spring  v  which  presses  down  the 
toothed  detent,  which,  with  its  flyer  c',  is  allowed  to  rise  and 
fall  a  littla  When  it  is  free,  as  represented  in  fig.  375,  the 
spring  V  presses  the  detent  c"  into  the  teeth  of  wheel  g^  and  it 
revolves  with  the  wheel  in  the  direction  indicated  by  the  arrow, 
and  thus  the  rotation  of  printing  axis  h^  at  once  effects  the 
revolution  of  the  sector  I  V  and  the  axis  V,  When,  however, 
c'  c"  is  raised,  its  teeth  leave  the  wheel  g  ;  the  latter  continues  to 
turn  while  the  motion  of  the  sector  and  the  axis  V  is  arrested. 

The  sector  I V  also  carries  an  eccentric  cam  w,  which  raises  the 
end  d'  of  the  lever,  when  by  the  action  of  the  armature  n  it  has 
fallen.  This  movement  presses  the  armature  against  the  poles 
of  the  magnet,  where  it  remains  attracted  by  the  permanent 
magnetism  of  the  cores  so  long  as  no  current  passes  through  the 
coils.  When  in  the  position  shown  in  the  engraving,  the  sector 
I  V  turns  in  the  direction  of  the  arrow,  and  after  making  half  of 
a  revolution  the  front  part  (in  fig.  375  the  lowest  part)  of  the 
cam  u  slides  under  the  extreme  end  of  lever  d'.  As  the  follow- 
ing end  of  the  cam  is  more  distant  from  the  axis  b'  than  the 
front  end,  the  extreme  end .  of  lever  d'  is  raised  by  the  cam, 
the  other  end  d  consequently  falls,  and  the  adjusting  screw  re- 
turns the  armature  to  the  poles  of  the  electro-magnet 

In  the  figure  the  front  end  of  the  cam  u  has  not  reached 
the  end  of  the  levef  d\  therefore  this  end  is  depressed,  and  the 
toothed  detent  is  still  engaged  with  the  teeth  of  wheel  g.  When 
the  axis  b'  is  turned  a  little  farther  d'  will  have  reached  its 
highest  position,  and  d  will  be  resting  against  the  armature  of 
the  magnet  The  axis  6',  sector  I  V  and  flyer  c'  continue  to 
revolve ;  but  when  the  revolution  of  the  axis  U  is  nearly  com- 
pleted the  flyer  c\  to  which  c"  is  attached,  reaches  the  inclined 


Digitized  by  CjOOQIC 


HUGHES*S  TELEGRAPH.  627 

end  of  the  arm  d\  which  is  now  firmly  held,  and  moves  upward  ^ 
lifting  c"  out  of  the  teeth  of  wheel  g.  By  this  the  printing  axi& 
V  is  disconnected  from  h^  and  the  revolving  wheel  work,  anii  its 
motion  arrested,  in  which  position  of  rest  it  remains  until  the 
arm  d!  again  falls,  owing  to  the  release  of  the  armature  by  a 
current  passing  through  the  coils,  when  the  flyer  c'  is  set  free  ; 
c"  again  catches  into  the  wheel  ^,  and  thus  both  V  and  h^  are 
again  coupled  together.  It  will  be  seen  that  the  printing  axis  V 
makes  a  complete  revolution  at  each  action  of  the  electro-magnet, 
and  that  the  movement  of  armature  n  and  the  release  and  action 
of  the  printing  mechanism  is  eflEected  exclusively  by  mechanical 
power,  and  not  by  the  power  of  an  electric  current  The  current, 
during  its  very  short  duration,  merely  weakens  or  destroys  the 
permanent  magnetism  of  the  cores  of  the  magnet,  at  which  the 
spring  r  raises  the  armature  n  and  through  the  lever  d  d'  regulates 
the  motions  of  the  printing  mechanism. 

The  apparatus  is  arranged  in  the  same  manner  at  both  the 
sending  and  the  receiving  stations,  and  as  the  speed  of  rotation 
of  both  instruments,  while  in  action,  is  exactly  the  same,  con- 
sequently the  same  letter  on  each  of  the  type  wheels  is  at  the 
same  time  immediately  over  the  impression  roller,  and  can  be 
printed  upon  either  or  both  instruments  by  the  depression  of  a 
key  at  the  sending  instrument.  In  order  to  secure  perfect  syn- 
chronism between  the  two  corresponding  instruments,  Hughes, 
at  diflEerent  times,  has  employed  several  arrangements.  The 
following  is,  probably,  one  of  the  best 

As  will  be  seen  in  fig.  369,  a  very  elastic  tongue  z  is  fixed  in 
an  upright  position  in  front  of  the  back  wheel  plate.  To  the 
lower  end  of  this  tongue  a  lever  is  attached  by  means  of  a  spiral 
spring.  The  teeth  of  a  wheel  which  lies  behind  and  is  connected 
with  the  wheel  N,  are  arranged  to  operate  upon  one  of  the  arms 
of  this  lever.  During  the  revolution  of  the  wheel  its  teeth  move 
the  lever  to  and  fro,  and,  through  the  spiral  spring,  causes  the 
Bteel  tongue  z  to  vibrate  rapidly.  As  this  tongue  vibrates  faster 
or  slower,  it  operates  on  the  toothed  wheel  lying  under  the  wheel 
N,  and  through  that  accelerates  or  retards  the  motion  of  the 
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entire  system  of  wheelwork.  The  vibrations  of  this  steel  spring 
can  be  regulated  by  lengthening  or  shortening,  the  same  as  in 
the  case  of  a  pendulum.  For  this  purpose  a  sliding  weight  w 
(fig.  369)  is  placed  upon  the  steel  tongue  z,  and  can  be  raised  or 
lowered  by  means  of  a  crank  G,  the  upper  end  of  which  is  at- 
tached to  the  weight  and  the  lower  end  to  a  lever  q.  When  the 
weight  ti;  is  raised  the  vibrations  become  less  rapid  and  the  speed 
of  the  instrument  is  retarded.  When  it  is  lowered  the  vibraticms 
are  shortened  and  the  rigidity  of  the  wheelwork  is  accelerated 

In  a  later  form  of  the  instrument,  Mr.  Hughes  makes  use  of 
a  fiy  wheel  Y  (fig.  868)  fixed  on  the  printing  axis  i^,  to  which 
is  connected  a  horizontal  conical  pendulum  P  (fig;  870)u  The 
speed  of  this  fly  wheel  depends  upon  the  size  of  the  circle  de- 
scribed by  the  ball  P,  which  can  be  regulated  at  the  will  of  the 
operator. 

To  effect  this,  the  ball  P  is  a^toched  to  a  steel  rod  1 1,  which 
can  be  moved  up  and  down  by  means  of  the  spring  v  and  the 
axle  K  U,  ^along  the  actual  pendulum  rod  which  is  fixed  at  N, 
and  which  is  caught  at  j  by  the  crank  mj.  The  cranky  is  re- 
volved by  the  crank  m  m,  which  is  on  the  axis  of  the  fly  wheel 
V.  The  pendulum  P  consequently  describes  a  larger  or  smaller 
circle  around  the  axis  h^  m,  according  to  the  speed  of  rotation. 
When  the  speed  increases  the  ball  P  is  thrown  out  farther  from 
the  axis,  but  then,  however,  through  the  lever  system  y  m  it  ex- 
ercises a  stronger  pressure  against  a  brake  ring,  and  by  the  in- 
creased friction  the  circle  described  by  the  ball  is  lessened  and 
the  speed  of  the  wheelwork  retarded.  The  position  of  ball  P 
on  the  pendulum  rod  is  regulated  by  the  operation  of  the  tooth 
spring  V  K  U  on  the  rod  t  L  When  the  speed  of  the  wheelwork 
increases  the  increased  friction  of  the  brake  ring  at  w  u  acts  as  a 
check,  and  vice  versa^  so  that  the  apparatus  is  self-regulating,  and 
its  motion  is  continued  for  any  length  of  time  with  unvarying 
regularity.  Should  one  of  the  instruments,  however,  run  faster 
or  slower  than  the  other,  it  can  at  once  be  brought  into  harmony 
by  turning  the  regulating  screw  v,  which  will  bring  the  ball  P 
to  its  proper  position. 
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In  another  form  of  this  arrangement  the  pressure  of  the  brake 
against  the  brake  ring  uuia  made  to  take  place  from  the  inside. 
ITie  arrangement  then  is  as  follows  (fig.  877) : 

The  ball  P,  rod  1 1^  the  attachment  of  the  pendulum  rods  at 
N,  and  the  regulating  arrangement  v  K  U  are  the  same  as  above 
described.  The  rod  t  i  stands  almost  horizontally  (not  visible  in 
the  drawing),  the  brake  ring  u  u  vertically,  and,  in  its  centre, 
upon  the  axis  Jj  of  the  fly  wheel,  is  placed  a  lever  Jj  m  which 
turns  with  the  fly  wheel.  On  the  pivot  m  of  this  lever  a  strong 
steel  wire  is  fixed,  forming  a  powerful  spring.  The  extreme 
end  of  this  spring  j  forms  a  small  ring,  in  which  is  placed  the 
end  of  the  pendulum  rod,  so  that  it  can  move  freely.     On  this 


Fig.  371 

apring  mj  is  fixed  an  eccentric  E,  which  operates  upon  another 
powerful  spring  R,  which  is  attached  to  the  axis  h^  and  upon 
which  is  placed  a  friction  pad  F.  The  entire  system  h^  m  j 
ERF  turns  with  axis  h^  of  the  fly  wheel  V  (fig.  870)  within 
the  ring  u  u. 

When  the  apparatus  is  in  action  the  axis  6^,  which  revolves 
continuously,  sets  the  conical  pendulum  in  motion  through 
lever  h^  mj.  When  the  proper  speed  is  attained,  the  rod  mj 
remains  a  certain  distance  from  b^  m,  not  so  far,  however,  as 
represented  in  the  drawing.  Should  the  speed  increase  the  rub- 
bing friction  F  is  pressed  against  w  w  by  the  eccentric  E,  and 
the  speed  is  at  once  decreased 
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In  the  latest  construction  Mr.  Hughes  has  somewhat  simplified 
and  improved  the  brake  arrangements,  as  shown  in  fig.  378. 
Instead  of  the  pivot  m  with  the  eccentric,  a  cylinder  of  bone  is 
used,  which  is  fixed  eccentrically  on  the  axis  of  the  brake  lever 
ij  and  presses  immediately  on  the  brake  spring  R  This  brake 
spring,  upon  the  efficiency  of  which  the  action  of  the  entire 
brake  depends,  reaches  to  the  point  of  fastening  feg,  by  being 
attached  to  a  rigid  arm  at  63.  In  this  manner  the  proper  forln 
of  the  spring  is  more  easily  established  and  maintained. 

In  place  of  the  friction  F  (fig.  877),  a  piece  of  hempen  cord, 
the  end  of  which  somewhat  resembles  a  brush,  is  used.  This 
friction  is  much  more  uniform  and  very  seldom  needs  renewal. 


Fig  378. 


In  order  to  prevent  wear  on  the  thin  end  of  the  vibrating 
pendulum  rod  1 1,  a  small  steel  collar  e  (fig.  379)  is  placed  over 
the  rod  at  that  point  and  firmly  held  by  means  of  a  screw. 

Upon  the  instrument  table  (fig.  869)  are  two  binding  screws 
P  L,  of  which  P  is  connected  with  one  of  the  poles  of  the  send- 
ing battery  and  with  the  pins  k  under  the  sledge.  L  is  connected 
with  one  end  of  the  coils  of  the  electro-magnet  E  and  the  line. 
Also  upon  the  table  are  metallic  studs  1  and  2,  and  a  switch 
arm  which  is  connected  with  a  metal  strip  I.  The  strip  I  is 
connected  to  the  metal  parts  of  the  entire  apparatus,  and  the 
plate  1  is  in  connection  with  the  other  end  of  the  coil  of  the 
electro-magnet     When  the  arm  is  placed  on  the  stud  1  the  in- 
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strument  is  in  position  for  receiving,  and  for  sending  when  the 
arm  is  on  stud  2.  In  receiving,  when  the  arm  is  upon  the  stud 
1,  a  current  arriving  from  the  other  station  proceeds  through  L, 
magnet  E,  switch  and  stud  1,  to  the  metallic  parts  of  the  instru- 
ment, thence  to  the  rotating  axis  Q  (fig.  366)  of  the  sledge,  and 
then,  as  tfone  of  the  pins  k  are  raised,  from  the  contact  screw  v 
to  the  spring  r^  and  over  P  and  Q^  to  the  ground. 

The  unison  of  the  sending  and  the  receiving  instruments  is 
effected  in  the  following  manner : 

The  sending  operator  depresses  one  of  the  keys — for  example, 
the  letter  B — several  times  in  succession.  If,  at  the  receiving 
station  the  same  letter  is  printed  at  each  impulse,  the  synchro- 
nism is  perfect  and  needs  no  adjustment  If,  on  the  contrary, 
different  letters  are  printed  in  succession,  the  synchronism  is  not 
perfect  and  needs  regulating.  It  can  easily  be  seen  by  the  order 
of  the  succession  of  letters  whether  the  instrument  is  running 
too  fast  or  too  slow. 

If  the  letters  printed  upon  the  paper  at  the  receiving  instru- 
ment run  ahead,  as  B  C  D,  eta,  then  the  receiving  instrument 
is  running  faster  than  the  sending.  If  the  letters  run  back,  as 
C  B  A,  then  it  is  running  too  slow.  In  either  case  the  adjust- 
ment of  the  sliding  weight  w  (fig.  369),  higher  or  lower  upon  the 
vibrating  tongue  z,  by  means  of  the  crank  G,  will  bring  both  in- 
struments in  unison.  With  the  pendulum  governor  the  same 
result  is  attained  by  moving  the  ball  P  by  the  adjusting  screw  v 
(fig.  368> 

When  the  instruments  are  brought  to  a  corresponding  speed, 
the  message  is  transmitted  letter  by  letter  by  depressing  the 
keys  at  the  sending  station.  As  we  have  seen  before,  at  the 
moment  a  contact  pin  is  brought  forward  by  the  depression  of  a 
key,  it  is  struck  by  the  steel  rider  upon  the  sledge,  thus  closing 
the  circuit  of  the  line  at  exactly  the  same  time  that  the  letter  on 
the  type  wheel,  corresponding  to  the  key  depressed,  is  over  the 
impres.sion  roller.  After  each  word  the  blank  key  is  depressed 
and  the  paper  is  moved  forward  the  space  of  a  letter  without  re- 
ceiving an  impression. 
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In  fig.  880  is  represented  the  usual  oircoit  arrrangement  of 
the  Hughes  syBtem.  K  rqiresents  a  key,  E'^  the  connecting 
point  of  batteiy  L  B,  ib  the  pin  appertuning  to  the  key,  Q  the 
upper  and  P  the  lower  part  of  the  sledge  axis,  S  the  rider  of  the 
sledge,  V  its  contact  screw,  which  is  in  contact  with  r^  as  long  as 
S  is  not  raised,  connecting  Q  with  P,  E  the  electro-magnet,  L  the 
line,  T  'F  the  ground  plates,  and  L  B  the  battery. 

Now,  when  at  station  I  a  key  is  depressed,  for  example,  the 
letter  M,  the  circuit  is  closed  as  soon  as  the  rotating  sledge 
comes  in  contact  with  the  pin  h  The  current  from  L  B  then 
flows  from  +  to  K"  A  S  (v  being  separated  from  r^  and  there- 


Fig,  380. 

fore  S  from  P)  Q/  E  and  line  L  to  station  II.  At  station  II> 
through  E/Q  V  rj  (as  S  is  not  raised,  and  consequently  v  is  in 
contact  with  r^)  P  T'  to  the  ground. 

To  insure  a  better  connection  of  the  sledge  axis  Q  with  the 
metallic  body  of  the  apparatus  than  that  afforded  by  the  bev- 
elled wheel  and  the  spring  which  presses  on  the  upper  end  oi 
the  sledge  axis,  Hughes  places  on  the  upper  bed  plate  of  axis 
Q  a  powerful  spring  which  presses  laterally  upon  the  axis.  The 
closing  of  the  circuit  consequent  upon  the  depression  of  the  key 
sets  the  printing  mechanism  in  action,  the  operation  of  which  has 
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heretofore  been  fully  described.  Precisely  the  same  effect  is 
prodnoed  by  the  depression  of  any  other  key,  as  the  letters 
upon  the  type  wheel  correspond  in  position  with  the  pins  of  the 
keys.  When  both  instruments  revolve  at  the  same  rate  of  speed 
and  start  from  the  same  point,  the  instant  that  the  sledge  comes 
in  contact  with  a  pin,  that  instant  the  corresponding  letter  upon 
the  type  wheel  is  over  the  impression  roller  and  is  taken  off 
upon  the  paper. 

As  we  have  seen,  only  one  impulse  of  the  current,  and  that  of 
very  short  duration,  is  required  to  effect  the  transmission  of 
each  letter.  This  is  a  very  great  advantage,  but  it  should  not 
be  overlooked  that,  as  shown  in  fig.  880,  the  strength  of  the 


Fig,  381. 

current  upon  its  an-ival  at  the  distant  station  can  never  be  as 
great  as  at  the  starting  point,  owing  to  the  fact  that  during  trans- 
nussion  only  the  battery  at  the  sending  station  is  in  action.  The 
adjustment  of  the  magnet  has  therefore  to  be  changed  whenever 
the  instrument  is  changed  from  sending  to  receiving. 

In  order  to  overcome  this  inconvenience,  Mr.  Hughes  has  pro- 
posed an  alteration  in  the  circuit  arrangements,  which  is  very 
ingenious,  and  seems  to  be  well  adapted  to  its  purpose.  Fig. 
881  shows  this  arrangement  d  d!  is  the  lever,  which,  through 
the  armature  n,  at  each  action  of  the  current,  couples  axis  h^  to 
printing  axis  V,  As  shown  heretofore,  axis  V  carries  a  number 
of  cams.  One  of  these  cams  q^  (figs.  872  and  878),  at  every  re- 
volution of  the  axis,  is  brought  in  contact  with  a  spring  R'  (figs. 
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881  and  373),  which  is  in  a  shunt  circuit  from  the  line  thrcMigh 
the  magnet  This  contact  is  maintained  during  the  time  the 
axis  is  stationary.  The  cam  is  brought  into  coimectiou  with  the 
battery  upon  the  depression  of  a  key,  through  contact  pin  i  und 
the  sledge.  The  duration  of  this  contact  during  the  time  of  the 
revolution  of  the  cam  is  so  calculated  that  the  current  has  the 
power  only  to  cause  a  movement  of  the  armature  at  the  sending 
station,  but  almost  at  the  same  moment  the  current  in  full  force 
flows  upon  the  line  by  another  route,  and  with  equal  power 
operates  the  magnet  of  the  receiving  station. 

Suppose  now  that  at  the  sending  station  a  key  K  is  depressed. 
The  current,  in  the  first  place,  will  take  this  course:  From  -j- 


Mg.  382. 

pole  to  K"  k  S  (when  the  rider  comes  in  contact  with  pin  k)  Q/ 
6'  R',  magnet  E  and  line  L  to  the  distant  instrument  and  to  the 
ground.  This  current,  however,  is  too  weak  to  release  the  arma- 
ture of  the  receivnng  instrument,  as  it  has  to  pass  through  the 
coils  of  both  magnets  and  the  shunts.  At  the  sending  instru- 
ment, where  at  this  time  it  has  a  direct  course,  it  releases  the 
armature,  but  as  soon  as  the  armature  comes  in  contact  with  the 
contact  screw  of  lever  d  d\  the  cam  q  having  left  its  contact  with 
R',  the  circuit  is  made  through  d  d'  and  n,  cutting  out  the  mag- 
net of  the  sending  station ;  the  current  by  this  route  has  sufficient 
power  to  release  the  armature  of  the  receiving  instrument,  and 
thus  to  set  the  printing  mechanism  in  action. 
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In  the  operation  of  the  Hughes  system  it  is  necessary  that  the 
poles  of  the  battery  should  be  in  opposition  to  the  poles  of  the 
natural  magnets.  Where  this  cannot  be  so  arranged  in  a  per- 
manent manner,  a  commutator  or  pole  changer  is  provided,  as 
shown  in  fig.  382.  The  wire  L  is  fastened  in  the  binding  screw 
L,  the  ground  wire  in  T ;  Z  and  K  are  the  poles  of  the  battery. 
The  binding  screws  L  and  T  are  connected  with  both  lower 
metallic  bars  of  the  commutator  U;  one  of  the  two  upper  me- 
tallic bars  connects  through  the  wire  5  to  the  lower  axis  P  of 
the  sledge,  the  other  through  wire  6  to  one  of  the  ends  of  the 
coil  E  of  the  electro-magnet  and  also  to  the  metallic  axis  of  the 
armature  n.  The  other  end  of  the  wire  of  the  coil  is  connected 
through  7  with  a  switch  X,  whose  contact  stud  O,  through  wire 
8,  is  in  connection  with  spring  E',  against  which  the  cam  q  of 
the  printing  axis  lies  in  a  position  of  rest  The  zinc  pole  Z  of 
the  battery  is  connected  with  the  lower  ^xis  P  of  the  sledge  and 
also  with  wire  5.  The  copper  pole  is  connected  to  the  axis  K" 
of  the  twenty-eight  keys. 

At  the  sending  station,  when  both  the  holes  2  and  8  of  the 
commutator  are  stopped,  the  zinc  pole  of  the  battery  is  to  the 
ground,  and  the  instrument  is  ready  for  the  transmission  of  a 
message.  If  a  key  is  now  depressed  a  +  current  will  flow  from 
K  to  the  axis  K''  and  to  the  protruding  key  pin,  to  the  rider  S 
of  the  sledge,  thence  to  its  upper  axis  Q  (fig.  381),  which  is  con- 
nected to  the  metallic  parts  of  the  work  Y  Y,  and  also  to  the 
printing  axis  b'.  From  V  the  current  proceeds  to  cam  5,  which 
is  against  spring  E' ;  from  E'  over  8  O  and  the  switch  X,  over  7 
to  the  coil  of  electro-magnet  E,  thence  over  6  to  the  lower  hori- 
zontal bar  at  U,  and  thence  by  the  plug  in  hole  3  to  the  bind- 
ing screw  L,  from  whence  it  flows  to  the  line  and  the  distant 
station.  As  this  current  passes  through  the  electro-magnet  the 
armature  is  released,  the  printing  axis  revolves,  and  the  current 
takes  another  course,  a  circuit  being  established  between  n  and 
d  d\  Its  route  is  now  from  the  metallic  parts  Y  Y  of  the  works, 
the  axis  H  of  the  lever  d  d\  over  n  to  the  axis  bed  M,  and 
through  U  and  3  as  formerly,  but  the  coils  are  cut  out,  and  the 
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current  flows  with  full  power  to  the  line.  At  the  receiving 
station  the  arrangements  are  the  same,  except  that  the  com- 
mutator plugs  are  in  holes  1  and  4.  The  arriving  current  takes 
its  way  over  L  U  1  5  S  P  to  the  metallic  parts  of  the  machinery, 
and  further  through  J'grR'80X7E6U4andTto  earth 
atP'. 

It  will  now  be  easily  comprehended  that  a  current  which  is 
transmitted  during  the  revolution  of  the  printing  axis,  can  have 
no  influence  on  the  impression,  and  thus  a  regular  interval  of 
time  must  ensue  between  the  depression  of  one  key  and  that  of 
another.  While  in  action  the  printing  axis  revolves  seven  times 
during  one  revolution  of  the  type  wheel  and  sledge ;  hence  the 
type  wheel  and  sledge  have  made  only  one-seventh  of  a  i*evolu- 
tion,  passing  over  but  four  key  pins,  when  the  revolution  of  the 
printing  axis  is  completed. 

It  follows  from  this  that  the  operator,  in  depressing  keys  suc- 
cessively, must  always  allow  a  space  of  four  keys  between  a  de- 
pressed key  and  the  key  to  follow.  For  example,  the  letter  A 
is  sent,  and  it  is  desired  to  send  either  of  the  letters  B  C  D  or  E 
in  immediate  succession ;  it  would  not  be  possible  to  do  so  in 
the  same  revolution  of  the  sledge,  for  the  printing  axis  would 
not  have  completed  its  revolution  after  printing  A  in  time  for 
any  letter  between  A  and  R  Each  letter  within  the  range  of 
four  following  the  last  letter  transmitted  requires  a  full  revolu- 
tion of  the  sledge.  Thus  it  will  be  seen  that  the  time  required 
to  transmit  a  word  is  not  wholly  governed  by  the  number  of 
letters  it  contains,  but  to  a  greater  extent  by  the  peculiar  position 
of  the  letters  as  they  follow  each  other  down  the  alphabet  from 
A  to  Z.  For  instance,  the  word  "  Hotel "  would  require  two 
revolutions,  thus: 

First  revolution blank HOT 

Second      "         EL 

Paris  would  require  three  revolutions : 

First blank P 

Second A  R 

Third IS 
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Berlin  requires  five  revolutions,  and  the  w<»rd  Telegraph  siK> 
viz: 

First blank T 

Second EL 

Third E 

Fourth G  B 

Fifth AP 

Sixth H 

A  skilful  operator  will  send  one  or  more  letters  during  every 
revolution  of  the  sledge.     Should  this  not  be  done,  not  only 
would  loss  of  time  ensue,  but  the  synchronism  of  the  instrument 
j  would  be  imperiled,  as  it  is  never  absolutely  correct     The  per- 

[  faction  is  given  by  the  correcting  wheel,  which  can  act  only  at 

the  sending  of  a  letter. 
In  ordinary  practice  the  number  of  revolutions  of  the  sledge 
r  and  type  wheel  range  from  110  to  120  per  minuta    Occasionally 

\  it  is  run  at  a  greater  speed.     In  this  respect  much  depends  upon 

[  the  length  of  line  operated,  and  the  degree  of  insulation,  and 

I  also  to  the  skill  of  the  operator.    For  land  lines  of  250  to  800 

[  miles  in  length  the  speed  is  usually  maintained  at  about  120 

I  revolutiona     At  this  rate  the  number  of  words  transmitted  per 

minute  will  average  81.    A  greater  speed  would  allow  of  a 
greater  number  of  words,  and  vice  vena. 

Experience  has  shown  that  while  a  speed  of  120  revolutions 
per  minute  can  advantageously  be  maintained  upon  lines  of  250 
or  300  miles,  yet  upon  circuits  of  much  greater  length,  say  from 
400  to  500  miles,  the  number  of  revolutions  should  not  exceed 
100,  and  upon  submarine  lines  of  very  great  length  not  more 
than  from  18  to  20.  In  the  latter  case  a  slight  alteration  is 
necessary  in  the  construction  of  those  parts  which  couple  the 
printing  axis  with  the  wheel  work,  as  a  speed  from  40  to  60  rev- 
olutions per  minute  is  required  in  order  to  procure  the  proper 
action  of  the  printing  axis  under  the  present  arrangement. 

Although  by  the  Hughes  system  it  is  possible  to  operate 
direct  over  circuits  of  considerable  length,  the  range  can  be 
greatly  increased  by  the  use  of  automatic  repeaters.    In  one 
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way  this  can  be  accomplished  by  the  use  of  two  polarized  relays, 
but  this  has  the  disadvantage  of  leaving  no  record  of  the  work 
done  by  the  relay  at  the  office  in  which  it  is  placed. 

Another  way,  which  allows  the  message  to  be  recorded  at  the 
repeating  station  at  the  same  time  it  is  repeated  to  a  point  be- 
yond, consists  in  allowing  the  apparatus  used  as  a  repeater  to 
send  an  auxiliary  current  after  the  arriving  current,  by  which 
the  latter  becomes  strengthened  and  better  enabled  to  perform 
its  work  at  the  distant  apparatus.  This  contrivance  is  similar 
to  that  of  the  repeating  relay,  and  is  arranged  in  the  following 


manner : 


'J 

Fig.  383. 

Upon  the  armature  n  (fig.  383)  an  insulated  spring  A  is  fixed, 
which  is  connected  to  the  line.  This  spring  oscillates  between 
the  contact  screws  1  and  2,  the  former  being  connected  to  the 
armature  n,  2  is  connected  with  battery  pole  K.  When  the 
armature  is  drawn  to  the  poles  of  the  magnet  the  spring  A  rests 
against  screw  1,  and  when  the  armature  is  released  the  spring 
comes  in  contact  with  screw  2,  so  that  while  the  armature  is 
in  a  position  of  rest  the  arriving  current  passes  through  the 
spring  A  to  the  screw  1,  and  thence  through  the  electro-magnet 
E  (fig.  384)  and  the  sledge  axis  Q  into  the  line.     Wlieu  the 
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armature  is  released  and  the  spring  A  comes  in  contact  with 
screw  2,  another  and  more  powerful  current,  as  shown  in  the 
following  drawings,  passes  from  the  battery  at  the  repeating 
station  through  screw  2  and  the  spring  A  to  the  line  and  distant 
station. 

In  applying  this  auxiliary  current,  the  battery  poles  are  not 
changed,  and  merely  by  moving  an  "alteration"  screw  it  is 
possible  to  change  from  one  system  to  the  other,  whilst  in  apply- 
"ig  the  repeater  in  the  usual  form,  the  arrangement  of  the  poles 
would  be  different 

It  will  readily  be  seen  that  by  the  arrangement  a  real,  trans- 
lation by  means  of  two  apparatus  can  easily  be  effected.     Two 


Fig,  384. 

binding  screws  only  are  required  to  be  fixed  on  the  instrument 
table  with  which  to  connect  the  ends  of  the  coil  to  the  resting 
contact  points  of  the  springs  A  of  each  apparatus.  In  repeat- 
ing, the  new  current  should  not  pass  through  the  receiving  mag- 
net, therefore  the  contact  point  should  not  be  connected  to  the 
coil  of  its  own  apparatus. 

For  an  easy  comparison  with  what  follows  we  have  in  fig.  385 
again  illustrated  the  connections  of  the  apparatus  at  a  tei-minal 
station  (fig.  881),  though  somewhat  differently  arranged.  In 
this  and  also  in  fig.  886  similar  parts  of  the  apparatus  are  repre- 
sented by  similar  characters.  Fig.  887  represents  the  connec- 
tions at  an  intermediate  station,  with  the  repeating  arrangement 
for  sending  an  auxiliary  current 
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Fig.  886  illustrates  the  complete  circuit  arrangement  of  an 
intermediate  station  adapted  to  the  system  of  current  strengthen- 
ing, which  is  in  operation  when  the  switch  a  of  the  inserter  is 


I%g.  386. 

placed  on  b,  while,  if  placed  on  c,  the  ii^paratus  would  operate 
in  its  usual  manner.  When  the  wire  is  in  good  condition  the 
terminal  stations  can  work  together  without  auxiliary  aid,  but 
when  in  consequence  o£  kakq^cr  odrer  trouble  the  main  cur- 


Fig.  386. 


rent  becomes  feeble,  the  intermediate  station  can  act  as  a  re- 
peater in  delivering  the  auxiliary  current 
Fig.  887  shows  the  connections  in  an  intermediate  station 


Digitized  by  CjOOQ IC 


HUGHES  S  TELEGRAPH. 


641 


Digitized  by  CjOOQ IC 


642  THE  TYPE-PRINTING  TELEGRAPH 

whicii  is  provided  with  two  instruments.  This  arrangement 
allows  the  intermediate  station  to  hold  communication  with 
both  terminal  stations  at  the  same  time,  as  well  as  to  throw  a 
strengthening  current  upon  the  line. 

THE   AMEHJCAN   COMBINATIOX   PRINTING  TELEGRAPH. 

After  the  patents  of  Mr.  Hughes  were  purchased  by  the 
American  Telegraph  Company  in  1856,  the  apparatus  under- 
went a  number  of  successive  modifications  by  Mr.  Phelps,  with 
a  view  of  adapting  it  more  perfectly  to  the  requirements  of  the 
American  telegraphic  service.  The  changes  thus  introduced 
were  of  such  a  radical  nature  that  they  eventually  resulted  in  the 
development  of  a  virtually  new  invention,  having  but  few  fea- 
tures in  common  with  the  original  Hughes  apparatus.  These 
improvements  were  substantially  completed  in  1859,  and  the 
instruments  were  at  once  extensively  introduced  into  service  on 
the  more  important  circuits  between  Boston,  Albany,  New 
York,  Philadelphia  and  Washington. 

Most  of  the  instruments  then  placed  upon  the  lines  have  been 
in  constant  use  up  to  the  present  year  (1876),  without  requiring 
any  considerable  repairs. 

The  combination  instrument,  as  it  is  familiarly  termed  by  the 
employes,  for  the  reason  that  it  combines  certain  features  of  each 
of  its  predecessors,  the  House  and  the  Hughes  apparatus,  is  rep- 
resented in  perspective  in  fig.  388.  The  only  element  of  the 
Hughes  apparatus  which  is  preserved  in  this  is  the  principle  of 
printing  from  a  continuously  revolving  type- wheel,  which  moves 
synchronously  with  the  transmitting  mechanism  at  the  sending 
station. 

Each  of  the  twenty-eight  keys  has  attached  to  it  a  metallic 
lever  extending  back  underneath  the  horizontal  transmitting 
cylinder  directly  in  tlie  rear  of  the  key-board.  These  levers  are 
flexible  to  a  certain  extent  in  a  lateral  direction,  but  are  rigid 
vertically,  and  the  upper  surface  at  the  end  of  each  lever  is 
formed  into  an  angular  stud.     The  transmitting  cylinder  is  kept. 
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in  rapid  revolution  by  means  of  the  friction  pulley  and  band 
seen  at  its  left  end,  which  is  driven  by  a  fly-wheel  and  crank  or 
treadle,  or  by  steam  power.  A  series  of  curved  slots  are 
spirally  ranged  around  the  cylinder  in  succession,  there  being 
one  slot  for  each  key,  and  these  slots  being  placed  at  a  distance 
apart  of  one  twenty-eighth  part  of  the  circumference  of  the 
cylinder.  Directly  back  of  the  transmitting  cylinder  is  the 
circuit-closer  B,  which  is  connected  with  all  the  key  levers  by  a 
mechanical  device  which  operates  as  follows :  If  any  particular 
key  is  depressed,  the  corresponding  lever  is  pressed  upwards 
against  the  revolving  cylinder,  and  when  the  corresponding  slot 
comes  round  to  it,  the  stud  on  the  end  of  the  lever  enters  the 
slot,  and  is  forced  sidewise  by  the  curved  form  of  the  latter,  this 
movement  being  permitted  by  the  flexibility  of  the  levers. 
This  lateral  movement  on  the  part  of  any  one  of  the  key-levers 
acts  upon  a  slide-bar  connected  with  the  whole  series,  and  closes 
the  circuit  at  B  by  pressing  two  platinum  contact  points  together. 
The  circuit  remains  closed  while  the  straight  portion  of  the  slot 
is  passing  the  stud  of  the  key-lever.  The  effect  produced  is 
therefore  precisely  the  same  as  in  the  case  of  the  revolving 
sledge  and  chariot  of  the  Hughes  apparatus,  but  the  mechanism 
is  considerably  less  complicated. 

The  right  hand  end  of  the  transmitting  cylinder  is  connected 
by  a  bevel-gear  to  an  upright  shaft,  which  is  in  turn  geared  to 
the  type-wheel  shaft  at  C.  The  electro-magnetic  governor  is 
geared  to  the  same  shaft,  and  is  controlled  by  a  local  battery 
acting  upon  the  electro-magnet  0.  This  governor  consists  of  a 
heavy  iron  cylinder,  which  is  caused  to  revolve  rapidly  by  means 
of  a  geared  connection  with  the  ti-ansmitting  cylinder  as  before 
stated.  A  segment  of  the  iron  cylinder  is  cut  out,  and  mounted 
upon  a  strong  spring.  When  in  rapid  revolution  this  segment 
is  thrown  outward  by  the  centrifugal  force,  which  overcomes  the 
spring,  and  acting  upon  a  series  of  compound  levers,  raises  a 
vertical  pin  within  the  hollow  axis  of  the  governor,  and  presses 
it  against  the  lower  end  of  the  upright  spindle  S.  This  con- 
tact closes  the  circuit  of  the  electro-magnet  0,  which  instantly 
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attracts  its  armature,  and  in  so  doing  presses  a  friction  brake 
against  the  revolving  cylinder,  reducing  its  speed.  But  on  the 
other  hand  the  slightest  diminution  of  the  speed  breaks  the  local 
circuit  again,  releasing  the  brake,  and  thus  a  uniform  motion  is 
obtained  which  may  be  regulated  within  any  required  limits  by 
raising  and  lowering  the  adjustable  spindle  S,  for  which  purpose 
the  latter  is  fitted  with  a  screw  movement 

The  receiving  apparatus  is  controlled  by  the  electro-magnet  E, 
which  was  formerly  placed  directly  in  the  main  circuit,  but  is 
now  more  commonly  operated  by  a  local  circuit  and  ordinary 
Morse  relay.  The  armature  of  this  magnet  is  connected  with  a 
cyUndrical    slide-valve   within    the    chamber  G,    hung    upon 


a  steel  wire  spring,  adjustable  by  the  screw  F.  This  valve  is 
exactly  similar  in  principle  to  that  of  the  House  apparatus,  and 
by  means  of  compressed  air  acting  upon  a  piston,  controls  the 
escapement  lever.  The  manner  in  which  the  printing  is  eflEected 
will  be  understood  by  reference  to  fig.  889,  which  is  a  plan  view 
of  the  printing  mechanism. 

The  printing-wheel  I  is  carried  by  a  friction  connection  upon 
the  upright  main  shaft  of  the  instrument,  which  receives  its 
motion  from  the  transmitting  cylinder.  Upon  its  upper  surface, 
near  its  periphery,  are  fixed  six  equidistant  angular  pins  h  h.  A 
detent  on  the  end  of  the  escape-lever  H  takes  hold  of  one  of  these 
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pins,  whenever  the  circuit  of  the  electro-magnet  E  is  broken, 
but  instantly  releases  it  when  the  circuit  is  closed.  Therefore 
the  effect  of  each  electrical  pulsation  sent  through  the  electro- 
magnet of  the  receiving  instrument  by  the  transmitting  apparatus 
at  the  other  station,  is  to  release  one  of  the  pins  h  A,  allowing 
the  printing- wheel  I  to  perfoi*m  one-sixth  of  a  revolution,  when  it 
is  again  arrested  by  the  detent  of  the  escapement  lever  catching 
the  next  pin.  Meanwhile  the  type- wheel  J  is  constantly  revolv- 
ing, being  carried  by  friction  from  a  second  axis,  which  is 
geared  to  the  upright  main  shaft,  as  shown  at  C,  in  fig.  888. 
Thus  it  will  be  understood  that  when  revolving  freely,  the  print- 
ing-wheel I  and  type-wheel  J  of  the  receiving  instrument,  and 
the  transmitting  cylinder  of  the  sending  instrument  perform  the 
same  number  of  revolutions  in  the  same  time,  or,  in  other  words, 
move  synchronously.  The  type-wheel  J  has  twenty-eight  characters 
upon  its  circumference,  and  underneath  these  are  two  circles  of 
teeth y  and  h,  these  teeth  being  equal  in  number  to  the  characters 
upon  the  type-wheel.  The  operation  of  printing  a  letter  is  as 
follows  :  When  the  printing-wheel  I  is  released  by  the  action  of 
the  electro-magnet,  it  performs  one-sixth  of  a  revolution,  as  before 
explained.  Two  distinct  operations  are  effected  by  this  movement 
of  the  printing-wheel ;  first,  one  of  the  six  angular  teeth  i  i  upon 
its  periphery  enters  between  two  of  the  teeth  j  upon  the  type- 
wheel,  and  eltectsany  necessary  correction  of  the  error  in  its  posi- 
tion arising  from  slight  inaccuracies  in  the  action  of  the  governor, 
by  moving  it  a  little  forward  or  backward  upon  its  axis  ;  second, 
one  of  the  angular  pins  h  forces  back  the  tail  of  the  lever  y,  and 
thus  brings  the  paper  strip  r,  which  is  carried  by  the  cylindrical 
platen  T  into  contact  vv'ith  the  type  which  is  at  that  instant 
passing  upon  the  type-wheel.  A  circle  of  t^  etii  upon  the  platen 
below  the  paper  interlock  with  the  corresponding  teeth  k  upou 
the  type-wheel,  and  thus  the  two  revolve  together  as  long  as  the 
contact  lasts  between  the  paper  and  the  type.  By  this  means 
the  feeding  of  the  paper  is  in  reahty  accomplished  while  the 
impression  is  taking  place.  This  method  of  effecting  the  im- 
pression is  far  superior  to  that  employed  upon  the  Hughes  instru* 
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ment,  as  the  letters  are  never  blurred  or  rendered  imperfect  in 
consequence  of  a  want  of  exact  cx)rrespondence  between  the 
movements  of  the  type  wheel  and  the  platen  while  the  impres- 
sion is  being  taken.  'ITie  type  are  inked  by  a  felt  roller  E, 
which  revolves  in  contact  with  them.  The  unison  stop-lever  p 
is  employed  by  the  receiving  operator  to  arrest  the  type- wheel 
at  the  zero  or  dash,  when  starting.  It  is  thrown  oflf,  and  the 
type-wheel  released  at  the  first  movement  of  the  printing-wheel, 
by  one  of  the  pins  h  h  striking  against  a  projection  on  the  upper 
surface  of  the  lever.  The  lever  L  supports  the  platen  and  its 
appurtenances,  and  is  pushed  back  so  as  to  throw  the  impression 
lever  out  of  gear  with  the  printing  wheel,  when  sending. 

The  mechanism  of  this  instrument  is  not  at  all  complicated, 
and  it  hiis  proved  itself  remarkably  well  adapted  to  long  and 
hard  service.  The  manipulation  of  the  key -board  is  essentially 
the  same  as  that  of  the  Hughes  instrument,  but  owing  to  the 
greater  Sf)eed  at  which  the  type-wheel  may  be  made  to  revolve 
without  mjury  to  the  mechanism,  its  working  capacity  is  much 
greater.  The  Hughes  instrument  is  seldom  if  ever  run  at  a 
speed  of  over  180  revolutions  of  the  type  wheel  per  minute, 
while  the  combination  instrument  has  been  operated  for  a  num- 
ber of  years  on  the  Western  Union  lines  at  the  rate  of  190  revolu- 
tions per  minute,  the  transmitting  capacity  being  of  course  aug- 
mented in  the  same  proportion.  In  order  to  give  an  idea  of  the 
efficiency  of  the  combination  instrument,  it  may  be  mentioned 
that  on  one  occasion  670  ordinary  commercial  messages  of  aver- 
age length,  printed  in  full,  were  transmitted  from  New  York  to 
Philadelphia  between  9  o'clock  A.  M.  and  5.30  P.  M.,  and  even 
with  this  vast  amount  of  work  the  capacity  of  the  instrument 
was  not  fully  tested,  as  the  circuit  was  unoccupied  for  a  portion 
of  the  time. 

PHELPS'S  ELECTROMOTOR   PRINTING   TELEGRAPH. 

In  the  summer  of  the  year  1875,  a  new  type-printing  instru- 
ment was  introduced  upon  the  lines  of  the  Western  Union 
Telegraph  Company  between  New  York  and  Washington.    This 
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instrument,  like  the  combination,  was  the  invention  of  Mr. 
Phelps,  and  was  the  successful  consummation  of  nearly  ten 
years  of  thought  and  experiment,  in  which  the  inventor  was 
materially  aided  by  the  cordial  co-operation  of  the  President  and 
Electrician  of  the  "Western  Union  Telegraph  Company.  The 
practical  results  of  a  years  continuous  operation  in  actual  service 
on  the  most  important  telegraphic  route  in  the  United  States, 
have  shown  beyond  a  doubt  that  this  invention  is  far  in  advance 
of  any  of  its  predecessors,  in  respect  to  speed  of  transmission, 
ability  to  work  over  long  lines,  and  freedom  from  derangement, 
to  say  nothing  of  its  superior  convenience  and  economy. 

The  type-wheel  and  printing  mechanism  of  Mr.  Phelps's  in- 
strument is  operated  by  a  rotary  electro-magnetic  engine,  or 
electro-motor,  which  is  set  in  action  by  a  local  battery.  This 
improvement  at  once  does  away  with  a  number  of  the  principal 
obstacles  which  have  prevented  the  more  general  use  of  type- 
printing  instruments.  Thus  in  the  Hughes  instrument,  which, 
as  we  have  seen,  is  driven  by  a  heavy  weight  acting  upon  a  train 
of  wheel-work,  the  moving  parts  of  the  apparatus  must  neces- 
sarily be  made  very  light,  and  this  in  turn  gives  rise  to  frequent 
breakages  and  derangements,  while,  on  the  other  hand  in  tho 
combination  instrument,  in  which  the  working  parts  are  very 
strong  and  durable,  the  power  required  to  propel  the  machinery 
is  considerable,  and  if  the  work  is  at  all  continuous,  renders  it 
necessary  to  make  use  of  a  steam-engine  or  other  power,  which 
is  in  most  cases  exceedingly  inconvenient 

The  Phelps  apparatus  as  now  constructed  consists  of  the  fol- 
lowing principal  parts : 

1.  The  transmitting  apparatus,  consisting  of  the  key-board  and 
circuit- closing  devices. 

2.  The  receiving  or  printing  n,echanism. 

3.  The  automatic  unison  mechanism. 

4.  The  electro  motor  and  speed  governor. 

The  j>rinuiple  upon  which  this  instrument  acts  may  perhaps 
be  best  described  as  a  combination  of  the  synchronous  and  step- 
by-stej)  movements.     Like  the  Hughes  apparatus,  the  transmit- 
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ting  apparatus  and  the  type-wheel  of  the  receiving  instmmenl 
are  caused  to  revolve  synchronously  under  control  of  a  governor, 
and  each  separate  letter  is  printed  by  a  single  pulsation  of  the 
electric  current  of  a  determinate  and  uniform  length,  trans- 
mitted at  a  determinate  time,  but  unlike  the  Hughes  apparatus, 
the  motion  of  the  type- wheel  is  arrested  while  each  letter  is  being 
printed,  and  is  automatically  released  the  instant  the  impression 
has  been  eflfected.  Thus  a  speed  of  revolution  may  be  given  to 
the  type-wheel  in  this  instrument  far  greater  than  it  would  be 
possible  to  attain  by  means  of  a  step-by- step  movement,  while 
at  the  same  time  letters  which  happen  to  come  in  direct 
sequence  upon  the  key-board  may  be  printed  from  during  the 
same  revolution.  Owing  to  these  features,  it  has  been  found  possi- 
ble for  a  skilful  manipulator  to  attain  a  speed  of  transmission 
upon  this  instrument  exceeding  anything  which  has  hitherto 
been  regarded  as  possible.  The  various  parts  of  the  apparatus 
are  mounted  upon  a  heavy  iron  bed-plate,  which  is  secured  to  a 
hard  wood  base  about  18  inches  by  23,  as  shown  in  fig.  390^ 
which  is  a  perspective  view  of  the  instrument  The  key-board 
is  seen  in  front,  and  consists  of  twenty-eight  keys,  marked  with 
the  different  letters  of  the  English  alphabet,  together  with  a  period 
and  space,  or  as  it  is  technically  termed,  a  "  dash"  key.  The  right- 
hand  white  key  is  a  blank  key,  and  is  not  used.  In  the  middle 
of  the  instrument,  directly  in  the  rear  of  the  key-board,  rises  a 
hollow  cylindrical  column  A,  within  which  is  a  circular  range  of 
twenty-eight  vertical  slide-rojs,  one  of  which  corresponds  to 
each  key  of  the  key-board.  The  column  A  also  contains  the 
mechanism  by  which  the  circuit-closer  is  actuated.  A  transverse 
vertical  section  of  the  column  A  is  shown  in  fig.  391;  which  is 
exactly  half  the  actual  size  of  the  parts.  The  vertical  slide  rods 
are  arranged  as  shown  at  a  a,  passing  through  guide  apertures  in 
the  plate  Aj  and  a  similar  corresponding  plate  at  the  foot  of 
the  column.  The  connection  of  the  keys  with  their  respective 
slide-rods  is  effected  in  the  same  manner  as  in  the  Hughes  ap- 
paratus, and  will  be  readily  understood  by  reference  to  fig.  364 
(page   613).      The   slide-rods  a   a   are  provided   with  angular 


Digitized  by  CjOOQ IC 


PHELPS'S   ELECTRO-MOTOR  TELEGRAPH. 


651 


heads 


which  project  towards  the  centre  of  the  hollow 


column ;  their  inner  ends  rest  in  slots  formed  in  a  guide  ringag, 
which  projects  from  the  upper  surface  of  the  plate  A^.  The 
inner  ends  of  the  heads  a^  a^  form  a  compact  circle  about  au 
inch  and  a  half  in  diameter,  as  best  seen  by  reference  to  fig.  892, 
which  is  a  horizontal  section  of  the  column  A  taken  through  the 
hollow  spur  wheel  E,  some  of  the  parts  beneath  being  broken 


Fig.  391. 
away  in  order  to  exhibit  their  relative  arrangement  more  clearly. 
There  are  of  course  28  of  these  slide-rods,  and  when  any  key 
is  depressed,  the  corresponding  slide-rod  and  its  angular  head  is 
elevated.  The  manner  in  which  the  pulsations  of  the  current 
are  transmitted  upon  the  depression  of  the  keys  is  as  follows : 
In  the  centre  of  the  hollow  column  A  is  a  vertical  shaft  C,. 
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which  is  caused  to  revolve  continuously  at  the  rate  of  240  re- 
volutions per  minute,  by  means  of  a  hollow  spur  wheel  E, 
which  receives  its  motion  from  the  electro-motor  by  means  of 
gearing,  as  will  be  hereafter  explained.  The  speed  with  which 
this  shaft  revolves  is  controlled  by  a  governor  attached  to  the 
motor,  and  is  almost  absolutely  uniform.  Upon  the  shaft  C  is 
a  hollow  flanged  collar  B;  this  is  not  fixed  rigidly  to  the 
shaft,  but  is  loose  upon  it  As  the  collar  and  its  attachments 
perform  a  very  important  function  in  the  operation  of  the  trans- 
mitting apparatus,  it  will  be  described  in  detail.  It  is  shown  in 
side  elevation  in  fig.  891 ;  in  inverted  plan,  or  as  it  would  appear 


Fig.  392.  Fig.  393. 

viewed  from  beneath,  in  fig.  898  ;  in  transverse  vertical  section 
in  fig  894 ;  and  in  plan  or  top  view  separately  in  fig.  395. 
When  none  of  the  keys  are  depressed,  the  collar  B  revolves 
with  the  shaft  C  and  wheel  E,  being  coupled  to  them  by  the 
catch  Bg  (figs.  893  and  894),  which  is  pressed  by  the  spring 
Bj  (fig.  892),  into  one  of  four  shallow  vertical  grooves  cut  in 
the  outer  periphery  of  the  collar  B.  A  dog  B^  is  pivoted  to 
the  flange  of  the  collar,  and  carries  a  sharp  projection  Jj, 
which  revolves  almost  in  contact  with  a  circle  of  28  ratchet 
shaped  teeth  rf,  formed  on  the  inner  edge  of  a  stationary  annular 
plate  D  (see  figs.  891  and  393).  The  tail  J,  of  the  dog  B^ 
extends  through  an  opening  into  the  interior  of  the  drum,  where 
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it  rests  against  a  roller/ mounted  upon  a  spring /^  (figs.  893  and 
395).  The  bottom  of  the  collar  B  is  formed  into  a  flange  or  rim 
i,  as  seen  in  fig.  893  (in  which,  however,  a  small  portion  of  the 
flange  is  represented  as  being  broken  away  in  order  to  show  the 
position  of  the  catch  Bg).  The  under  surface  of  this  flange  is 
not  exactly  at  right  angles  to  the  axis  of  the  collar,  but  consists 
of  two  inclines,  as  best  seen  in  figs.  891  and  393,  where  ij  repre- 
sents one  incline,  which  is  short  and  sudden,  while  the  other  one 
is  very  gradual  and  in  the  reverse  direction,  extending  entire- 
ly around  the  remaining  portion  of  the  circle.  The  flange 
revolves  with  the  collar  of  which  it  forms  a  part,  in  the  direction 
indicated  by  the  arrow  in  fig.  393,  being  immediately  above  the 
inner  ends  of  the  angular  heads  of  the  slide  rods  a  a.    Upon  the 


Fig,  394. 


Fig.  396. 


top  of  the  collar  are  four  projections  with  bevelled  comers,  e^  e^ 
^1  ^1  (figs.  391  and  395),  each  of  which  occupies  one-eighth  of 
its  circumference.  A  horizontal  pusher  e  mounted  upon  an 
arbor  within  the  hollow  wheel  E,  and  which  is  shown  in  figs. 
391,  392  and  394,  carries  a  short  bevelled  arm  which  extends 
downward  and  alongside  of  one  of  the  projections  e^  The 
foot  of  a  slender  vertical  rod  c  rests  upon  this  lever,  and 
extends  upward  through  the  hollow  part  c^  of  the  shaft  C,  to 
the  screw  g.  This  rod  c,  when  pushed  upward,  serves  to  actuate 
the  circuit-closer,  as  will  be  hereafter  explained. 

With  the  aid  of  the  above  description  of  the  transmitting 
mechanism,  it  will  now  be  possible  to  understand  what  takes 
place  when  one  of  the  keys,  for  instance  the  dash,  is  depressed, 
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the  corresponding  slide  a  is  raised,  and  its  angularly  shaped 
head  a^  is  pressed  against  the  under  surface  of  the  flange  b  upon 
the  collar  B,  which,  together  with  the  shaft  C,  is  revolving  at  the 
rate  of  four  revolutions  per  second  in  the  direction  indicated  by 
the  arrow  in  fig.  393.  At  the  instant  the  incline  b^  passes  over 
the  elevated  slide  head,  the  sharp  head  b^  of  the  dog  B^  is  struck 
by  it,  and  in  consequence  of  its  peculiar  inclined  form  the  dog 
is  forced  outward,  and  into  contact  with  the  opposite  ratchet 
tooth  d  in  the  plate  D,  by  which  the  rotation  of  the  collar  is 
instantly  arrested  at  that  point,  although  the  shaft  C  and  wheel 
E  continue  to  revolve  as  before.  This  is  permitted  by  the  catch 
Bg,  for  the  reason  that  the  catch  overcomes  the  pressure  of  the 
spring  B3  and  slips  out  of  its  groove  in  the  periphery  of  the 
collar.  On  the  under  side  of  the  wheel  E  are  four  wedge-shaped 
cams  Ej  E^,  etc.  (figs.  891  and  393),  and  after  the  shaft  C  and 
wheel  E  have  moved  through  one  fourth  of  a  revolution  (the 
collar  remaining  stationary),  the  next  succeeding  cam  strikes 
the  head  6^  of  the  dog  B^  and  forces  it  back  into  its  original 
position,  freeing  it  from  the  stationary  ratchet  tooth  in  the  plate 
D,  while  at  the  same  instant  the  catch  Bg  drops  into  the  next 
succeeding  groove  in  the  collar  B,  which  then  revolves  as  before 
with  the  shaft  C  until  it  is  arrested  by  the  depression  of  another 
key. 

The  revolution  of  the  wheel  E  and  its  attachments,  while  the 
collar  remains  stationary,  causes  the  pusher  e  to  be  pressed  up- 
wards by  the  passing  beneath  it  of  one  of  the  bevelled  projec- 
tions «!  on  the  top  of  the  collar,  and  thus  the  rod  c  is  pushed 
upwards. 

When  therefore  a  key  is  depressed,  no  action  takes  place 
until  the  head  of  the  dogBj  in  its  revolution  arrives  at  the 
corresponding  slide  rod  head,  when  the  revolution  of  the  collar 
B  is  instantly  arrested  during  the  time  in  which  the  shaft  C  is 
making  one-fourth  of  a  revolution,  at  the  end  of  which  time  it  is 
again  released  by  the  automatic  action  of  the  mechanism  as 
above  explained,  and  permitted  to  revolve  with  the  shaft  as 
before.     While  the  collar  B  is  thus  arrested,  the  bevelled  end 
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of  the  pusher  e  passes  over  the  projection  c^ ,  raises  the  rod  c  within 
the  hollow  shaft,  and  operates  the  circuit-closer.  As  the  shaft  C 
makes  four  revolutions  per  second,  it  follows  that  the  motion  of 
the  collar  B  is  arrested  for  precisely  ^  of  a  second  by  the  de- 
pression of  each  key ;  and  as  the  length  of  the  projections  e^ 
which  determine  the  length  of  time  during  which  the  rod  c  is 
elevated  and  the  circuit  closed,  is  one-eighth  of  the  circumference 
of  the  collar,  the  duration  of  the  electrical  pulsation  produced  by 
the  elevation  of  the  rod  c  will  be  -^  of  a  second  of  time. 

The  circuit  closing  mechanism,  as  arranged  by  Mr.  Phelps  in 

his  latest  instruments,  admits  of  either  the  single-current  or  the 

double-current    system    of    transmission   being    employed,   by 

^erely  changing  the  connections.     This  portion  of  the  apparatus 

^s  enclosed  in  a  cylindrical  case  I,  fitted  with  plate  glass  heads. 

"^he  arrangement  of  the  parts  is  clearly  shown  in  the  sectional 

^®^,  fig.  391.     H  is  a  quadrangular  plate  of  ivory  mounted 

^Pon  a  horizontal  rock-shaft,  upon  which  is  also  rigidly  fixed 

^^  arm  h  projecting  downwards.     Upon  the  upper  and  lower 

^8^  of  the  insulating  plate  H  are  fixed  metallic  bars  h^  h^,    A 

^^^1  spring  attached  to  the  insulated  screw  i\  takes  hold  of  a 

^  ^it  arm  projecting  upward  from  the  axis  of  H  (the  arm  is  not 

^^vi\e  in  the  figure,  being  behind  H).    The  tension  of  this  spring 

Keeps  the  arm  h  pressed  against  the  friction  roller  ^^  upon  the 

lever  G,  and  the  latter  in  turn  presses  downward  by  means  of  the 

adjustable  screw  g  upon  the  vertical  rod  c.     The  spring  also 

serves  to  conduct  the  electric  current  from  the  screw  tj,  which  is 

connected  with  the  negative  or  zinc  pole  of  the  main  battery,  to 

the  bar  h^,     A  second  screw  directly  behind  i^  and  insulated 

from  it,  is  attached  to  the  copper  pole  of  the  battery  and  is  also 

<^nnected  by  means  of  a  curved  wire  and  spring  i  to  the  metallic 

oarAj.     Thus  in  effect  h^  is  the  positive  and  h^  the  negative 

P^'e  of  the  main  battery.     Hj  and  Hg  are  two  upright  contact 

J^vers,  which  are  connected  respectively  to  the  line  wire  and  to 

the  earth.     Tlie  line  wire  is  attached  to  the  screw  i^  whence  the 

^"Hection  is  completed  with  the  contact  lever  H^  by  means  of 

*  spiral  spring  which  also  serves  to  keep  the  latter  pressed  con- 
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stantly  against  the  bar  A,.  Behind  ig  is  another  similar  screw^ 
to  which  the  earth  wire  is  attached,  and  connected  by  a  spiral 
spring  with  Hg.  Thus,  when  the  apparatus  is  arranged  for  work- 
ing by  the  double-current  system,  a  negative  current  flows  to 
line  at  all  times  when  none  of  the  keys  are  depressed,  by  way 
of  I'l  Aj  Hj  and  tg.  When,  however,  the  rod  c  is  raised  by  the 
action  of  the  transmitting  mechanism,  the  polarity  of  the  current 
upon  the  line  is  reversed,  for  by  the  action  of  the  lever  G 
and  roller  g^  upon  the  arm  A,  the  position  of  the  plate  H  is 
shifted  so  as  to  bring  the  negative  pole  of  the  battery,  represent- 
ed by  Ag,  into  connection  with  the  earth  at  Hg,  while  the  positive 
pole  of  the  battery  A^  is  at  the  same  instant  put  into  connection 
with  the  line  at  H^.  If  it  is  desired  to  work  by  means  of  the 
single-current  system,  that  is,  by  simply  making  and  breaking 
the  circuit  from  one  pole  of  the  battery,  as  in  the  American 
Morse  system,  the  battery  wire  is  attached  to  the  screw  z*, 
which  connects  by  a  spiral  wire  with  the  post  which  supports 
the  adjustable  contact  screw  A4,  while  the  line  wire  is  connected 
with  the  contact  spring  Aj.  As  will  readily  be  seen  by  reference 
to  the  figure,  the  depression  of  the  arm  A  by  the  lever  Gt  will 
permit  the  spring  h^  to  come  in  contact  with  the  screw  A^.  Thus 
it  will  be  understood  that  the  raising  of  the  rod  c  will  cause  the 
line  current  either  to  be  reversed  or  to  be  closed  for^  of  a 
second,  each  time  a  key  is  depressed,  xiccording  as  the  apparatus 
is  connected  for  double  or  for  single  currenta 

The  pulsations  thus  transmitted  are  conducted  through  a  relay 
connected  with  the  sending  as  well  as  with  the  receiving  instru- 
ment. With  the  double-current  system  a  polarized  relay  is 
used  (page  509),  while  for  single  currents  an  ordinary  relay  such 
as  that  described  on  page  489  serves  an  excellent  purpose.  The 
action  of  either  relay  upon  the  receiving  portion  of  the  apparatus 
is  the  same,  inasmuch  as  its  office  is  merely  to  close  a  local  circuit 
in  which  is  included  the  electro-magnet  for  controlling  the  action 
of  the  printing  mechanism. 

The  printing  mechanism  is  represented  in  the  plan  view,  fig. 
896,  while  the  outline  drawing,  fig.  397  (which  Is  of  full  size),. 
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shows  more  clearly  the  arrangement  and  mutual  action  of  the 
different  parta  These  are  compactly  arranged  upon  a  horizontal 
circular  plate,  which  is  supported  by  a  bracket  upon  the  hollow 
column  A,  at  the  right  of  the  transmitting  machinery.  The 
type-wheel  T  is  rigidly  fixed  upon  the  same  axis  with,  and 
directly  above  a  wheel  T^  of  the  same  diameter,  which  is  pro- 
vided with  twenty-eight  sharp  ratchet-shaped  teeth,  as  shown  in 
the  figure.  The  wheels  T  and  T^  are  upon  a  sleeve,  and 
are  attached  by  means  of  a  friction  plate  to  the  axis  of  a  toothed 
wheel  T,  (shown  in  dotted  lines  in  fig.  397,  and  also  in  the  per- 


Fig.  S96. 

gpective  view,  fig.  390),  which  receives  its  motion  from  the  wheel 
F  upon  the  shaft  C,  through  the  intervention  of  an  idle  wheel 
Fj.  As  the  wheels  F  and  Tg  have  each  the  same  number  of 
teeth,  they  must  necessarily  revolve  synchronously.  The  type- 
wheel  T  is  inked  by  means  of  the  ink-roller  i  (fig.  396)  which  is 
mounted  upon  a  horizontal  swinging  arm  ^j,  and  is  constantly 
pressed  against  the  type-wheel  as  it  revolves,  by  the  action  of  a 
spring  t^.  In  fig.  396  the  contiguous  portions  of  the  type- wheel 
T  and  the  ink-roller  t  are  represented  as  being  broken  away  in 
order  to  exhibit  some  of  the  parta  lying  beneath. 
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The  star-shaped  printing  wheel  K  is  perhaps  the  most  im- 
portant part  of  the  entire  printing  mechanism.  Under  control 
of  the  electro- magnet  M,  it  performs  the  fourfold  office  of  arrest- 
ing the  type- wheel  at  the  proper  point  when  a  letter  is  to  be 
printed ;  of  forcing  the  platen  and  the  paper  into  contact  witli 
the  type  thus  presented,  and  instantly  withdrawing  it ;  of  moving 
the  paper  forward  the  proper  distance  after  the  letter  has  been 
thus  printed,  and  finally  of  releasing  the  type- wheel  after  the 
printing  has  been  effected.  The  printing- wheel  is  carried  by 
friction  upon  the  vertical  axis  of  a  toothed  wheel  K^  which 
receives  its  motion  directly  from  the  wheel  T,  upon  the  type- 
wheel  axis,  as  shown  in  figures  390  and  897.  There  are  58 
teeth  in  the  wheel  T,  and  98  in  the  wheel  K^,  consequently 
the  former  makes  a  little  more  than  one  and  one  half  revolutions 
to  each  one  of  the  latter. 

The  electro-magnet  M  is  actuated  by  a  local  battery  connected 
with  the  receiving  relay  as  before  explained.  To  its  armature 
is  fixed  the  lever  m,  the  latter  being  armed  with  a  detent  m^^ 
which  takes  hold  of  one  of  the  points  Jc  of  the  printing-wheel, 
whenever  no  current  is  passing  through  the  magnet  The 
detent  m^  is  kept  in  position  by  the  tension  of  a  spiral  spring 
attached  to  the  adjusting  spindle  m,.  The  printing-wheel  K, 
being  connected  with  the  wheel  K^  by  a  frictional  coupling, 
would  revolve  with  the  latter  in  the  direction  of  the  arrow,  were 
it  not  held  in  check  by  the  detent  m^. 

The  printing-wheel  K  has  six  equidistant  angular  studs  or 
pallets,  k  k^  A,,  etc.,  projecting  from  its  circumference,  which 
serve  as  stops  upon  which  the  detent  m^  successively  acts.  Two 
concentric  rows  of  vertical  pins  are  inserted  in  the  upper  sur- 
face of  the  printing-wheel ;  there  are  six  of  these  pins  in  each 
row.  The  outer  row  of  pins  q  q^  q^  q^  q^  q^  act  upon  a  stop- 
lever  which  arrests  the  type-wheel,  while  the  inner  row  nnn 
act  upon  the  platen  at  the  proper  moment  for  giving  the  im- 
pression, and  also  upon  the  mechanism  for  moving  the  paper. 

The  operation  of  printing  a  letter  is  as  follows :  When  the 
detent  m^  is  momentarily  lifted  by  the  action  of  the  electro 
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magnet  M  upon  its  armature,  the  pallet  k  is  released  and  the 
printing-wheel  K  is  carried  forward  one-sixth  of  an  entire  revo- 
lution by  reason  of  its  frietional  connection  with  the  wheel  Kj 
beneath  it  This  movement  of  the  printing-wheel  successively 
produces  the  following  results  :  An  angular  projecting  stud  on 
the  end  of  type-wheel  stop-lever  L  is  caused  to  pass  between  the 
pallet  ^4  and  the  pin  q^.  As  this  lever  turns  upon  a  fulcrum  at 
I J  the  detent  I  at  its  opposite  extremity  is  instantly  inserted 
between  two  teeth  of  the  wheel  Tj,  and  thus  the  revolution  of 
the  type-wheel  T  (which  is  carried  by  friction  from  wheel  T,) 
is  suddenly  arrested  at  that  point  The  details  of  this  portion 
of  the  mechanism  will  be  best  understood  by  reference  to  fig. 
which  represents  the  parts  enlarged  to   twice  the  actual 


Fig.  398. 

dimensions.  "When  the  pin  q^  moves  in  the  direction  of  the 
arrow,  it  bears  against  the  inclined  surface  l^  of  the  stop,  and 
forces  the  lever  L  into  a  position  by  which  the  type-wheel  is 
locked.  The  lever  is  retained  in  this  position  by  the  pin  as  it  glides 
along  the  curved  surface  Zg,  thus  holding  the  type- wheel  in 
check  until  the  inclined  face  of  the  succeeding  pallet  ig,  coming 
in  contact  with  the  correspondingly  inclined  surface  l^  upon  the 
lever  L,  returns  the  latter  to  its  normal  position,  in  readiness  for 
the  next  repetition  of  the  movement  Thus  upon  the  release  of 
the  printing-wheel  K  by  the  detent  m^  the  type-wheel  is  instantly 
arrested,  held  in  check  while  the  printing- wheel  makes  one- 
sixth  of  a  revolution,  and  then  released,  the  relative  rate  of 
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motion  of  the  type-wheel  and  printing- wheel,  as  determined  by 
the  gearing,  being  such  that  the  type-wheel  is  arrested  for  a 
length  of  time  equal  to  precisely  one  fourth  that  occupied  in 
making  a  complete  revolution,  or,  in  other  words,  for  ^  of  a 
s^ond.  Its  movements  are  therefore  synchronous  with  those  of 
the  collar  B  of  the  transmitting  apparatus,  both  in  respect  to  its 
periods  of  motion  and  of  rest 

Inuring  the  time  in  which  the  type-wheel  is  thus  held  in  check 

V  the  stop- lever  L,  the  following  movements  take  place,  viz : 

the  inclined  surface  of  the  pallet  n^  on  the  end  of  the  lever  N^ 

(figs.  396  and  397),  which  lies  in  the  path  of  one  of  the  pins  n  n 

upon  the  wheel  K,  is  struck  by  the  pin,  and  thus  the  platen  N,  on 

^^  opposite  end  of  the  lever,  is  caused  to  press  the  paper  strip 

V  P  momentarily  against  the  opposite  type  upon  the  type- wheel, 

'J^m  which  it  is  again  withdrawn  by  the  action  of  the  spring  w, 

^  Soon  as  the  pin  n  is  free  from  the  pallet  n^.     The  device  for 

"^^ng  the  paper  forward  is  next  brought  into  actioa     This  is  a 

Modification  of  the  mechanical  movement  known  as  the  Geneva 

1  stop,  the  convex  tooth  being  omitted.     One  of  the  row  of  pins 

)  /I  n,  etc  (see  fig.  397),  enters  into  one  of  the  twelve  notches  in 

the  periphery  of  the  wheel  P  and  carries  it  forward  one  twelfth 

of  a  revolution.     Upon  the  axis  of  the  wheel  P  is  a  roller  P^ 

with  a  fine  milled  edge,  against  which  presses  a  jockey  roller 

Pj  mounted  upon  a  spring.     The  paper  strip  p  p  is  fed  from  a 

continuous  roll,  and  passes  through  suitable  guides  in  the  frame 

Q  between  the  rollers  Pj  and  Pg,  by  the  movement  of  which 

it  is  carried  forward  the  proper  distance  after  the  impression  of 

each  letter  has  been  made. 

It  now  remains  to  describe  the  automatic  unison  mechanism, 
which  is  one  of  the  most  interesting  of  the  minor  accessories  of 
the  Phelps  apparatus.  In  all  type-printing  systems  it  is  of 
course  necessary  that  the  transmitting  mechanism  of  one  instru- 
ment and  the  type-wheel  of  the  other  should  be  in  exact  corre- 
spondence, and  to  effect  this  some  means  must  be  employed  to 
ensure  their  starting  together.  In  the  Hughes  and  combination 
instruments  this  is  accomplished  by  a  simple  stop-lever,  which 
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takes  hold  of  a  stud  upon  the  type-wheel  whenever  it  is  thrown 
into  the  path  of  the  latter  by  the  receiving  operator.  The  first 
movement  of  the  printing  mechanism  releases  the  type-wheel, 
which  starts  from  the  dash  or  space.  It  is  therefore  only  re- 
quisite that  the  transmitting  operator  should  release  the  type- 
wheel  by  first  touching  the  dash  key,  and  the  other  letters  of  the 
alphabet  will  necessarily  fall  into  their  proper  relation.  In  Mr. 
Phelps's  instrument  an  improvement  is  added  by  which  the 
type-wheel  is  automatically  arrested  at  the  dash  or  zero  point, 
whenever  it  is  permitted  to  make  a  few  revolutions  without 
printing.  Upon  the  upper  surface  of  the  wheel  T^  (fig.  397), 
directly  under  the  type- wheel,  is  a  pin/,,  which  is  filed  to  a  flat 
surface  on  the  side  towards  which  the  wheel  itself  revolves,  as  in- 
dicated by  the  arrow.  J  is  a  three  armed  stop-lever,  turning 
upon  a  fulcrum  y.  U  is  a  toothed  wheel  mounted  so  as  to 
revolve  freely  upon  a  pin  fixed  in  the  horizontal  lever  0,  by 
moving  which  it  may  be  thrown  in  or  out  of  gear  with  a  corre- 
sponding pinion  on  the  type-wheel  axis,  at  the  pleasure  of  the 
operator.  Ordinarily  it  is  kept  in  gear  with  the  pinion,  and 
receives  therefrom  a  slow  rotary  motion  in  the  direction  indicated 
by  the  arrow.  A  curved  arm  u,  pivoted  to  the  arm  j^  of  the 
stop-lever  J,  is  constantly  pressed  against  the  revolving  axis  of 
the  wheel  U  by  the  tension  of  the  spiral  spring  Uj.  The  fric- 
tion between  the  axis  of  the  wheel  U  and  the  curved  arm  u  has 
the  eflfect  of  slowly  but  continually  swinging  the  stop-lever  J 
around  towards  the  left,  whenever  the  type-wheel  is  in  motion. 
If  the  printing-wheel  K  meantime  continues  stationary,  in  the 
course  of  four  oi*  five  revolutions  of  the  type-wheel  the  lever  J 
will  be  swung  round  into  such  a  position  that  a  stop  which 
projects  downward  from  the  end  of  the  arm  j^  of  the  stop-lever 
will  be  thrown  into  the  path  of  the  stop  j^  upon  the  wheel  Tj, 
which  latter  will  come  in  contact  with  it  in  its  next  revolu- 
tion ;  the  type-wheel  will  thus  be  arrested  with  its  dash  or 
blank  space  opposite  the  platen,  in  which  position  it  will  remain 
until  the  printing  mechanism  is  again  operated.  The  instant, 
however,  that  the  printing-wheel  K  is  released  by  the  action  of 
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the  electro-magnet,  the  stop-lever  J  is  thrown  back  into  the  posi- 
tion  shown  in  fig.  897,  because  its  third  army,  now  lies  directly 
in  the  patb  of  the  pin  j,  upon  the  printing- wheel.  So  long  as 
one  or  more  letters  are  printed  at  every  revolution  of  the  type- 
wheel,  a  continual  succession  of  pins  will  strike  against  the  arm 
j^  and  prevent  the  stop-lever  J  from  being  swung  around  far 
enough  to  arrest  the  type-wheel,  unless  the  operation  of  printing 
be  suspended  during  several  successive  revolutions  of  the  type- 
wheel  axis,  when  the  type  wheel  will  be  automatically  arrested, 
as  before  explained. 

The  electro-motor  and  its  governor  are  mounted  upon  the 
base  of  the  instrument  at  the  left  and  to  the  rear  of  the  hollow 
column  A,  which  contains  the  transmitting  mechanism.  The 
motor  consists  of  eight  electro-magnets  arranged  in  a  circle, 
within  which  a  revolving  shaft  carries  a  circular  row  of  soft  iron 
armatures,  five  in  number.  The  commutator  is  so  connected 
that  the  electro  magnets  act  successively  as  the  armatures  come 
within  their  influence,  and  cease  to  act  just  as  the  latter 
arrive  at  a  point  opposite  to  the  poles  of  the  magnets.  By  this 
means  a  constant  attraction  is  exerted  upon  the  armatures, 
which  causes  the  shaft  to  revolve  with  great  rapidity.  The 
motor  is  provided  with  a  centrifugal  governor,  which  acts  to 
reduce  the  quantity  of  electricity  flowing  through  the  actuating 
magnets  whenever  the  speed  becomes  too  great,  by  which  means 
its  motion  is  rendered  perfectly  uniform. 

Fig.  899  is  a  horizontal  transverse  section  of  the  motor,  show- 
ing the  arrangement  of  the  electro-magnets  and  armatures,  and 
construction  of  the  commutator,  and  fig.  400  is  a  vertical  trans- 
verse section  of  the  same.  The  figures  are  half  the  actual  size 
of  the  parts. 

The  electro  magnets  R  R,  etc,  eight  in  number,  are  arranged 
in  a  circle  within  a  cylindrical  case  Rj.  The  magnets  are  of  the 
ordinary  form,  having  cores  0.5  inches  diameter  and  1.25  inches 
in  length,  wound  with  insulated  copper  wire  0.042  inches 
diameter.  Five  soft  iron  armatures,  r  r,  etc.,  are  arranged  at 
equal  distances  around  the  periphery  of  a  hub  r^  of  brass,  upon 
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a  vertical  shaft  Q,  supported  at  its  lower  end  in  an  adjustable 
step  or  bearing  Q^,  and  at  its  upper  end  in  a  top  plate  Q,.  The 
motor  battery  is  connected  by  the  screw  ^^  to  the  insulated 
lever  S,  which  is  mounted  upon  a  spring  5,  and  pressed  down- 


Fig.  399. 

ward  by  the  action  of  the  screw  Sj  acting  upon  a  Hat  spring  S,. 
The  screw  Sj  serves  to  regulate  the  speed  of  the  machine  in  the 
manner  about  to  be  explained.     W  is  a  thick  2)iece  of  metal 
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mounted  upon  the  main  shaft  Q  of  the  motor,  and  serves  as  a 
counterbalance  or  fly-wheel.  A  section  of  this,  W^,  is  mounted 
upon  a  spring  w^  and  has  an  arm  w^  attached  to  it.  The  rapid 
revolution  of  the  shaft  Q  when  the  motor  is  in  motion,  tends  to 
throw  the  section  W^  (which  acts  as  a  weight)  outwards  by 
centrifugal  force.  When  this  takes  place  the  arm  w^  is  raised, 
the  pin  t^'g  (which  passes  through  the  upper  part  of  the  shaft  Q, 
the  latter  being  hollow,)  is  forced  upwards,  and  by  means  of 
the  cup  w^  and  insulated  pin  s^  raises  the  lever  S  by  bending 
the  spring  Sg.  V  is  a  platinum  faced  wheel  or  disc,  which 
revolves  slowly  by  means  of  a  worm  acting  upon  a  toothed 
wheel  fixed  upon  its  axis,  not  shown  in  the  figure.  The  wheel 
Y  revolves  in  a  cup  Vj  partially  filled  with  oil  The  platinum 
edge  of  the  wheel  V  and  the  platinum  stud  s^  on  the  lever  S  are 
in  contact  at  all  times,  except  when  the  speed  of  revolution 
exceeds  the  rate  to  which  the  machine  is  adjusted  by  the  screw 
Sj.  The  constant  motion  of  the  wheel  V  keeps  the  contact 
surfaces  clean,  and  there  is  but  little  friction  on  account  of  the 
oil.  When  the  speed  of  the  machine  becomes  too  great,  the 
weight  Wj  being  thrown  outward  by  the  centrifugal  force  as  its 
supporting  spring  w  bends,  raises  the  inner  end  of  the  arm  w^y 
which  lifts  the  lever  S  by  means  of  the  rod  w^j,  breaking  the 
contact  between  s^  and  V,  and  by  thus  diminishing  the  battery 
force,  at  once  lessens  the  speed  of  the  motor.  The  current  from 
the  motor  battery,  passing  through  the  lever  S,  wheel  V  and  frame 
of  the  machine  to  the  commutator  next  described,  is  directed 
through  the  several  electro-magnets  in  succession,  and  finally 
finds  its  way  back  to  the  battery  by  a  common  battery  wire  con- 
nected to  the  insulated  metallic  ring  Q,.  The  number  of  con- 
tact springs  in  the  commutator  is  equal  to  the  number  of  electro- 
magnets multiplied  by  the  number  of  armatures,  viz.,  forty. 
Each  separate  electro-magnet  is  charged  each  time  it  is  ap- 
proached by  either  of  the  five  armatures  during  their  revolution. 
This  is  effected  by  connecting  each  of  the  magnets  R  E,  etc, 
with  one  of  eight  flat  metallic  segments  X  (which  are  insulated 
from  each  other,  and  placed  close  together  within  the  frame  of 
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the  machine),  by  means  of  insulated  rods  x^  to  which  the  mag- 
net wires  are  fastened.  Five  of  the  forty  commutator  springs 
xxxj  etc.,  are  connected  to  each  of  the  conducting  segments 
X  X  by  means  of  studs  x^  passing  through  the  frame  and  in- 
sulated therefrom,  each  fifth  spring  being  connected  by  means 
of  its  corresponding  stud  to  the  same  conducting  segment 
The  frshne  or  case  R^  of  the  motor  has  a  circular  opening  in  its 
top  plate,  within  which  opening  the  contact  wheel  Y  runa  This 
wheel  Y  is  mounted  at  the  end  of  a  link  Y^,  which  is  hinged  to 
a  projection  from  the  main  shaft  Q,  and  is  constantly  pressed 
against  the  inner  edge  of  the  opening  in  the  frame  by  a  spring 
y^,  so  that  the  frictional  contact  is  always  sufficient  to  turn  the 
<;ontact- wheel  The  periphery  of  the  latter  is  grooved,  as  shown 
at  y,  and  runs  upon  the  edge  of  the  opening,  as  upon  a  railway 
track.  The  contact- wheel  Y  also  runs  in  contact  with  the  cuds 
of  the  commutator  springs  x  ar,  which  yield  sufficiently  to  bring 
each  successive  one  into  contact  with  the  wheel  before  the  pre- 
<jeding  one  is  out  of  contact  The  portion  of  the  periphery  of 
the  wheel  Y  which  runs  in  contact  with  the  springs  is  of  larger 
diameter  than  that  which  runs  upon  the  frame,  as  will  be  seen 
by  referring  to  the  figure.  The  object  of  this  arrangement  is  to 
•cause  the  suiface  of  the  wheel  Y  to  slide  or  rub  upon  the 
springs  a; a:  as  it  revolves,  and  thus  keep  the  surfaces  clean  with- 
out unnecessary  wear. 

It  will  of  course  be  understood  that  the  wheel  Y  forms  an 
•electrical  connection  between  the  frame  and  the  successive  com- 
mutator springs  as  it  revolves,  and  thus  charges  the  electro- 
magnets in  rotation,  each  magnet  being  charged  five  times 
'during  one  revolution  of  the  main  shaft  Q,  by  which  means 
each  armature  is  attracted  and  released  at  the  proper  moment 

In  order  to  avoid  the  spark  which  would  otherwise  be  pro- 
duced at  each  breaking  of  the  contact  between  the  stud  s^  and 
the  platinum  faced  contact- wheel  V,  a  permanent  connection  is 
made  between  the  screw  ^j  and  the  frame  of  the  machine  by 
means  of  a  resistance  coil  Z,  which,  when  the  contact  between 
Sm  and  V  is  interrupted,  conveys  a  sufficient  quantity  of  current 
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from  the  battery  to  the  motor  to  cause  the  latter  to  revolve,  but 
at  a  rate  of  speed  considerably  less  than  the  normal  rate  to 
which  the  machine  is  adjusted.  The  effect  of  breaking  and 
closing  the  contact  between  s^  and  V  is  therefore  merely  to 
increase  and  diminish  the  total  resistance  of  the  circuit  by  an 
amount  equal  to  the  value,  of  the  resistance  Z,  and  the  extra  or 
induced  current,  having  a  path  through  the  coil  Z,  occasions  but 
an  inappreciable  spark  upon  the  contact-wheel  V. 

The  revolution  of  the  motor  is  communicated  to  the  instru- 
ment by  means  of  a  pinion  Q^,  which  gears  into  a  wheel  Qj  of. 


LINC 
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Fig.  401. 

about  four  times  the  number  of  teeth,  and  this  in  turn  is  geared 
directly  to  the  hollow  wheel  E  upon  the  shaft  C  of  the  trans- 
mitting machinery  (figs,  391  and  392). 

The  arrangement  of  the  main  and  local  circuits  in  the  Phelps 
instrument  is  shown  in  the  diagram,  fig.  401.  The  switch  is 
placed  at  the  right  of  the  keyboard  and  is  represented  in  position 
for  receiving.  The  current  enters  at  1  and  passes  through  the 
relays  2  and  3,  thence  by  wires  4,  5  and  6,  through  the  switch^ 
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and  thence  by  wires  7,  8  and  9  to  the  earth.  .  The  relay  3  is  a 
polarized  relay  of  Siemens's  or  other  suitable  construction,  and 
closes  its  local  circuit  under  the  influence  of  the  positive  pulsa- 
tions sent  to  line  by  the  transmitting  instrument  The  auxiliary 
relay  2  has  a  non-p<5larized  or  neutral  armature,  and  is  very^ 
much  less  sensitive  than  the  relay  3,  so  that  it  is  not  affected  by 
the  ordinary  pulsations  passing  over  the  lina  The  object  of 
this  relay  is  to  enable  the  receiver  to  break  or  stop  the  sender 
during  the  transmission  of  a  despatch,  or  to  answer  a  call  signal, 
as  will  be  hereafter  explained.  The  relay  8  operates  the  print- 
ing magnet  M  by  means  of  a  local  battery  of  six  small  cells.  If 
the  receiver  wishes  to  stop  the  sender,  be  turns  his  switch  to  the 
position  marked  "  break,"  which  throws  his  own  main  battery 
into  the  line  circuit,  by  way  of  5  H^  h^  10  11,  switch  lever,  12 
Aj  H,  and  8.  The  effect  of  this  is  to  double  the  strength  of  the 
pulsations  passing  through  the  relay  2,  and  cause  it  to  actuate  a 
small  sounder  placed  in  a  branch  circuit  from  the  common  local 
battery.  This  effect  takes  place  upon  both  the  sending  and 
receiving  instruments,  and  the  sending  operator  is  thus  notified 
of  the  interruption  by  the  working  of  the  sounder.  The  break 
18  opens  the  local  circuit  of  the  printing  magnet  M,  whenever 
the  switch  is  turned  to  "break/'  and  thus  prevents  the  printing 
mechanism  from  operating  and  introducing  superfluous  charac- 
ters into  the  printed  record.  When  sending,  the  switch  is  turned 
to  the  point  marked  "  send,"  the  connections  being  precisely  the 
same  as  when  turned  to  "  break,"  except  that  the  local  circuit 
of  the  printing  magnet  now  remains  intact,  and  the  printing 
mechanism  may  be  stopped,  if  desired,  by  pushing  in  the  stop 
Oj  in  fig.  896. 

The  manipulation  of  this  instrument  is  theoretically  very  sim- 
ple, although  it  will  be  obvious  that  a  vast  amount  of  practice  is 
required  on  the  part  of  an  operator  before  he  can  expect  to  he 
able  to  finger  the  keyboard  with  the  skill  and  rapidity  which  is 
necessary  in  order  to  develop  the  full  capacity  of  the  instrument, 
which  exceeds  even  that  of  the  Combination.  For  example, 
an  actual  trial  was  made,  an  operator  sending  continuously  for 
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five  consecutive  minutes,  the  matter  being  an  ordinary  news- 
paper  despatch  from  Washington,  selected  at  random.  The 
number  of  words  transmitted  during  this  length  of  time  was 
290,  containing  1,684  characters,  inclusive  of  letters,  points  and 
spaces,  or  58  words  per  minute — a  rate  of*  speed  which  some  of 
the  more  skilful  operators  can  maintain  for  a  long  tima  By  a 
careful  analysis  of  the  above  despatch  it  was  found  that  the 
alphabetical  sequence  of  the  letters  was  such  that  an  average  of 
two  characters  could  be  printed  from  during  each  revolution* 
Therefore,  by  depressing  two  keys  and  permitting  the  instru- 
ment to  revolve  at  the  normal  rate,  its  actual  capacity  was  easily 
ascertained  by  counting  the  number  of  revolutions  per  minute. 
This  was  found  to  be  166,  =-  832  letters,  or  69.8  words  per 
minute. 

The  operator,  before  commencing  to  transmit  a  despatch,  sets 
his  motor  in  motion  by  closing  the  circuit  of  the  motor  battery 
by  means  of  a  button  switch  at  the  left  of  the  keyboard.  He 
then  turns  his  switch  to  "send,"  and  depresses  a  certain  prede- 
termined series  of  keys,  the  pulsations  from  which  operate  the 
relay  and  printing  magnets  of  each  instrument  with  a  distinctly 
audible  sound,  serving  as  an  alarm.  The  receiving  operator  sig- 
nifies his  readiness  to  proceed  by  changing  the  position  of  his 
switch  from  "  send "  to  "  break "  for  a  moment,  which  causes 
the  sending  operator's  pulsations  to  manifest  themselves  upon 
his  own  sounder.  The  sender  then  depresses  his  blank  or  dash 
key,  transmitting  the  pulsations  in  groups  of  three  with  an  inter- 
val between  each  group,  so  that  the  receiver  may  adjust  the 
speed  of  his  motor.  When  the  latter  has  accomplished  this  he 
signals  the  sender  by  turning  the  switch  to  "  break  "  for  a  mo- 
ment. The  sender  then  allows  the  instrument  to  make  a  few 
revolutions,  so  as  to  bring  the  automatic  unison  of  the  receiving 
instrument  into  action,  and  then  proceeds  to  transmit  his  com- 
munication, letter  by  letter,  being  careful  to  commence  with  the 
dash  or  blank  key.  In  case  the  two  instruments  get  out  of  cor- 
respondence, which  seldom  happens  unless  the  line  is  in  bad 
order,  the  receiver  can  stop  the  sender  at  any  time  by  turning 
the  switch  to  "  break." 
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The  local  battery  which  drives  the  motor  consists  of  two  large 
Bunsen  cells,  charged  with  PoggendorflE's  bichromate  solution  in 
contact  with  the  carbons  in  the  porous  cell,  and  diluted  sulphuric 
acid  in  the  outer  or  zinc  cell.  The  containing  jars  are  of  glass, 
9  inches  in  diameter  and  6  inches  high.  The  zinc  cylinders  are 
8  inches  outside  diameter  and  0.6  inches  thick,  within  which  is 
placed  a  porous  cell  7.5  inches  diameter.  The  carbon  element 
consists  of  two  rectangular  plates,  placed  parallel  and  about  2 
inches  apart,  each  plate  being  5  by  6.6  inches.  This  battery 
will  run  the  motor  continuously  for  fifteen  hours  without 
requiring  a  renewal  of  the  bichromate  solution. 

It  has  not  been  found  necessary  to  adapt  any  repeater  to  this 
system,  as  it  has  proved  itself  capable  of  working  direct  at  full 
speed  between  New  York  and  Chicago,  a  distance  of  1,000  miles 
by  the  route  of  the  line. 
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REPORTING  AND  PRIVATE   LINE  TELEGRAPHS. 

One  of  the  most  important  applications  of  the  type-printing 
telegraph  in  large  cities  is  that  of  simultaneously  recording  the 
market  prices  of  stock,  gold,  cotton,  exchange,  together  with 
other  financial  and  commercial  information,  at  the  offices  of  the 
different  merchants,  brokers  and  others  who  are  interested  there- 
in. This  extensive  and  important  sysiem  of  reporting  telegraphs 
has  wholly  grown  up  since  the  3  ear  1866.  For  many  years  the 
want  of  some  better  means  of  distributing  information  of  this 
kind  from  the  different  business  centres  than  by  messengers  was 
fully  realized,  and  this  desideratum  has  been  accomplished  in 
the  most  satisfactory  manner  by  the  application  of  the  electric 
telegraph. 

LAWS'S   GOLD   INDICATOR. 

Early  in  1866  Mr.  S.  S.  Laws,  of  New  York,  devised  an  in* 
strument  for  reporting  the  fluctuations  of  the  gold  market,  which 
was  adopted  by  the  gold  exchange  to  announce  to  its  members 
at  the  Board  the  official  prices.  The  instrument  worked  satis- 
factorily, and  Mr.  Laws  thereupon  conceived  the  idea  of  extend- 
ing the  system  to  the  offices  of  the  various  members  #f  the 
Board,  by  placing  a  duplicate  instrument  in  each  office  and  con- 
necting them  by  wires  with  the  standard  instrument  in  the 
Exchange,  by  which  means  each  fluctuation  of  price  exhibited 
upon  this  instrument  could  be  simultaneously  shown  upon  all 
the  others.  This  plan  was  successfully  carried  out  during  the 
year  1867. 

The  Laws  apparatus  worked  upon  the  step -by -step  dial  prin- 
ciple. It  had  no  index  or  pointer,  as  the  dials  themselves  were 
rotated.  There  were  three  <lials  to  each  machine,  in  the  form  of 
wheels,  the  rim  of  which  only  was  in  view.     Upon  this  rim  were 
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placed  numerals ;  upon  the  two  first  the  simple  figures  from  1  to 
<);  upon  the  third  were  all  the  fractions  by  eighths,  from  ^  to  -J. 

Upon  the  operator's  desk  at  the  Exchange  were  two  keys  for 
opening  and  closing  the  circuit,  each  key  being  connected  to 
one  of  two  wires ;  and  as  many  times  as  the  operator  broke  and 
dosed  the  circuit  with  either  of  the  keys,  just  so  many  steps 
would  the  dial  operated  by  it  be  moved,  each  pulsation  carrying 
the  dial  forward  or  backward  one  step,  according  to  which  key 
was  used,  disclosing  to  view  the  figure  in  order. 

The  advance  and  retrograde  movements  were  effected  by 
two  separate  magnets,  acting  by  means  of  an  escapement  in  op- 
posite directions  upon  the  same  toothed  wheel,  fixed  upon  the 
axis  of  the  dial  indicating  the  fractions,  from  which  the  other 
dials  were  operated  by  a  mechanical  device  .similar  to  that 
employed  in  the  well  known  revolution  indicator. 

The  operation  of  this  machine  was  entirely  visual,  no  printed 
record  being  made  for  reference. 

The  success  of  this  instrument  being  assured,  and  the  results 
obtained  being  so  great,  many  busy  minds  at  once  became 
engaged  in  perfecting  a  machine  which  would  report  the  quota- 
tions of  the  stock  market  In  this,  however,  it  was  necessary  to 
have  a  printed  i-ecord,  as  the  large  list  of  securities  dealt  in 
utterly  precluded  the  use  of  a  visual  telegraph. 

calahan's  stock  telegraph. 

In  1867,  Mr.  E.  A.  Calahan,  of  New  York,  invented  an  instru- 
ment operated  by  three  wires,  which  fulfilled  the  necessary  re- 
quirements. A  company  was  formed  which  speedily  introduced 
them.  In  this  instrument,  although  the  results  obtained  were 
different,  there  were  some  points  which  apparently  infringed 
upon  the  invention  of  Mr.  Laws,  and  litigation  became  probable. 
To  prevent  this,  the  rival  interests  were  merged  into  one,  and 
a  new  company  was  formed  under  the  name  of  the  Gold  and 
Stock  Telegraph  Company.  This  company  employed  the  Laws 
instrument  to  report  gold  quotations  and  the  Calahan  to  report 
stocks.     The  Calahan  instrument  is  represented  in  fig.  402. 
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This  instrument  has  been  greatly  improved  since  its  introduc- 
tion ;  the  main  current  now  entirely  controls  the  action  of  the 
receiving  instrument,  instead  of,  as  formerly,  repeating  the  pul- 
sations by  means  of  a  local  battery  in  each  office.  The  construc- 
tion and  operation  of  this  instrument  is  very  simple,  so  that  only 
a  very  brief  description  of  its  parts  and  manner  of  working  will 
be  necessaiy  to  enable  the  principle  to  be  fully  understood. 
As  before  mentioned,  three  wires  are  employed ;  one  each  for 
two  electro- magnets  engaged  in  moving  two  separate  type- 
wheels,  and  one  to  effect  the  printing.     Upon  one  of  these  type- 


Fiij   402. 

wheels  are  all  the  letters  of  the  alphabet  and  upon  the  other 
the  nine  numerals  and  the  fractions  by  eighths.  These  type- 
wheels  are  upon  different  axes,  but  are  placed  side  by  side; 
beneath  them  is  a  platen  over  which  passes  a  narrow  strip  of 
paper  from  a  continuous  roll.  This  platen  is  upon  a  lever,  upon 
one  end  of  which  is  an  armature,  which  is,  at  the  will  of  the 
operator,  attracted  by  a  third  electromagnet,  connected  to  the 
third  wire.  The  movement  of  the  type- wheels  is  effected  in  pre- 
cisely the  same  manner  as  that  of  the  dials  of  the  Laws  instru- 
ment, they  being  moved  step  by  step,  each  bringing  a  new  letter 
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or  figure  forward,  and  upon  the  required  one  being  arrived  at,  an 
impression  is  taken.  At  the  operator's  desk  are  placed  two 
transmitters,  one  for  each  of  the  wires  which  control  the  move 
ment  of  the  type- wheels.  These  transmitters  are  upon  the  same 
pnnciple  as  that  of  the  Breguet  dial,  page  567,  and  the  letters 
and  figures  upon  the  dials  correspond  in  number  and  in  posi- 
tion with  the  letters  and  figures  upon  the  type-wheels,  and  are 
marked  for  the  convenience  of  the  operator  with  letters  or  figures 
in  the  same  consecutive  order. 

The  operation  of  this  instrument  can  now  be  easily  understood 
from  the  following  description.  The  stock  to  be  quoted  may  be 
called  Western  Union  Telegraph,  and  the  price  eighty-two.  In 
order  to  economize  time,  the  names  of  stocks  are  abbreviated 
as  much  as  possible,  the  abbreviations  being  of  such  nature  as 
to  be  unmistakable  and  readily  understood. 

To  report  the  quotation  of  this  stock  the  operator  brings  the 
movable  arm  in  the  centre  of  the  first  transmitting  dial  to  the 
point  marked  W.,  so  as  to  ensure  by  the  successive  impulses  of 
electricity,  the  rotation  of  the  type-wheel  to  the  proper  position. 
The  stoppage  of  the  arm  causes  the  wheel  to  become,  as  it  were, 
locked.  The  circuit  of  the  third  wire  is  then  closed,  and  the 
paper  is  brought  against  the  letter  and  an  impression  taken. 
The  arm  is  then  carried  to  a  point  corresponding  with  the  stop 
or  period  upon  the  type- wheel,  which  is  similarly  impressed  upon 
the  paper,  and  is  then  taken  to  the  point  representing  U,  and 
then  again  to  the  stop  or  period,  impressions  being  made  in  each 
case.  Thus  far  the  name  W.  U.  is  recorded.  The  movable  arm 
upon  the  second  dial  is  now  rotated  under  similar  conditions  to  the 
point  corresponding  with  the  figure  8  upon  the  second  type- 
wheel,  and  then  to  the  point  representing  2,  and,  impressions 
being  taken,  the  whole  quotation  stands  recorded  upon  the 
paper,  "  W.  U.  82."  The  types  are  inked  by  an  ink  roller  which 
rests  upon  the  type-wheel  and  which  is  rotated  by  the  friction 
•caused  by  the  motion  of  the  latter. 

A  number  of  other  instruments  for  reporting  purposes  have 
been  brought  out  from  time  to  time,  all  of  which,  of  any  value, 
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are  owned  by  the  Gold  and  Stock  Company.  One  of  these  in- 
struments, the  **  Universal  Stock  Printer,"  fig.  408,  is  used  upon 
several  of  the  circuits  operated  hy  that  company.  The  opera- 
tion of  this  instrument  is,  like  the  Laws  and  the  Calahan,  upon 
the  step  by-step-principle;  but  in  no  other  feature,  except 
that  two  type-wheels  are  employed,  is  there  any  particular 
resemblance.     With  this,  two  wires  only  are  necessary,  one  to 


Fig.  403. 

operate  the  two  type  wheels  and  the  other  to  effect  the  printing 
By  a  peculiar  arrangement  the  type-wheels  may  be  shifted  so 
that  one  magnet  will  control  either  of  them. 

This  instrument  works  on  two  wires,  and  performs  two  opera- 
tions, to  wit,  rotation  of  the  type-wheel  and  the  impression  of 
the  letter. 
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One  electro-magnet  with  an  armature  secured  to  a  double 
acting  escapement,  acting  on  a  toothed  wheel,  rotates  the  type- 
wheels  step  by  step.  This  magnet  is  connected  with  one  wire, 
and  is  called  the  type-wheel  magnet 

Another  magnet,  acting  upon  an  armature  secured  to  the 
printing  lever,  effects  the  impression  of  a  letter,  shifting  of  the 
type- wheels  and  feeding  of  the  paper.  This  magnet  is  placed 
within  the  second  circuit,  and  is  called  the  printing  magnet 

There  are  two  type-wheels,  one  having  letters,  the  other  having 
figures  and  fractions.  Both  wheels  are  immovably  fixed  upon  a 
sleeve  which  slides  endwise  upon  the  shaft  carrying  them.  These 
wheels  are  carried  around  with  the  shaft  by  a  pin  placed  in  a 
notch  of  an  arm  secured  to  the  shaft.  This  arm  is  called  the 
crook  piece.  'J^he  shifting  mechanism  is  also  secured  to  this 
arm. 

The  shifting  of  the  type-wheels  is  effected  by  rotating  them 
to  a  point  where  the  shifting  lever  is  directly  over  the  shifting 
pins,  extending  upwards  and  secured  to  a  plate  upon  the  side 
of  the  printing  lever,  the  upward  motion  of  which  throws  the 
type-wheels  over  to  one  side  or  the  other,  according  to  the  .shift- 
ing lever  over  the  pins.  In  shifting  the  type- wheels  the  shifting 
lever  is  so  adjusted  in  relation  to  the  characters  upon  the  type 
wheel  that  when  they  are  rotated  to  the  period  after  the  "  &," 
and  the  printing  lever  raised,  the  figure  wheel  will  be  thrown 
into  a  position  to  be  printed  from ;  and  when  the  type- wheel  is 
rotated  to  the  period  next  to  the  letter  "  A,"  and  the  printing 
lever  raised,  the  letter  wheel  will  be  thrown  into  a  position  to  be 
printed  from,  a  brass  shield  on  each  side  of  the  pad  preventing 
the  type-wheel  which  is  not  being  used  from  coming  into  contact 
with  the  paper. 

The  type-wheels  are  provided  with  a  notched  disc,  which  re- 
volves with  them.  Upon  the  left  side  of  the  printing  lever  is  an 
arm  having  a  V  shaped  point  This,  in  conjunction  with  the 
notched  disc,  is  used  for  the  purpose  of  locking  the  type-wheels 
to  the  side  to  which  they  may  have  been  shifted,  and  prevents 
them  from  jarring  out  of  position  when  they  are  being  rotated. 
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There  are  but  two  points  where  the  type-wheels  are  free  to 
move  either  way,  viz:  when  they  are  at  the  period  and  in 
a  position  to  be  shifted,  and  when  the  notch  in  the  disc  is 
opposite  the  V  shaped  arm. 

This  instrument  is  also  provided  with  mechanism  whereby 
any  number  of  them  in  a  circuit  may  be  brought  to  a  given 
point  by  the  transmitting  operator. 

This  is  done  by  turning  the  transmitter  four  times  around 
without  printing,  when  an  arm  working  in  a  worm  or  screw 
upon  the  type-wheel  shaft  is  carried  in  the  path  of  a  pin,  stop- 
ping all  the  type-wheels  at  the  dot  next  to  the  letter  A.  By 
closing  the  printing  lever  circuit  the  arms  are  all  thrown  away 
from  the  stop  pin,  and  the  type- wheels  left  free  to  move.  The 
principle  of  this  arrangement  is  the  same  as  that  upon  the  Phelps 
motor  printer. 

The  amount  of  battery  required  to  work  each  instrument 
(after  enough  battery  has  been  put  on  to  overcome  the  line  re- 
sistance) is  two  carbon  cells  when  the  type-wheels  are  rotated  at 
a  speed  not  exceedmg  18  revolutions  per  minute ;  two  and  one 
half  cells  when  the  speed  is  between  18  and  80 ;  and  three  cells 
when  the  speed  is  not  more  than  42  revolutions  per  minute ;  or, 
in  other  words,  to  increase  the  speed  of  the  instruments  the 
battery  power  must  be  correspondingly  augmented. 

PHELPS  S    STOCK   PRINTER. 

Mr.  Phelps  has  recently  perfected  a  printer  (fig.  404)  which  is 
coming  into  extensive  use  on  the  lines  of  the  Gold  and  Stock 
Telegraph  Company,  and  is  regarded  as  the  most  perfect  instru- 
ment for  the  purpose  for  which  it  is  designed  that  has  yet  been 
produced.  It  requires  but  one  line  wire,  prints  either  letters  or 
numerals  at  will  by  means  of  a  double  type-wheel,  and  is  capa- 
ble of  transmitting  at  the  rate  of  thirty  words  per  minute.  In 
its  general  principle  it  bears  some  resemblance  to  the  House 
apparatus.  The  tyj^e-wheel  axis  is  driven  by  a  weight  or  spring 
and  train  of  clock-work,  so  arranged  that  it  may  be  run  con- 
stantly for  five   or  six  hours  without  rewinding.     A  recoil 
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Fig,  404. 
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escapement  controls  the  type- wheel,  and  this  is  in  turn  controlled 
by  the  polarized  armature  to  which  it  is  attached.  The  latter 
vibrates  between  the  opposite  poles  of  two  electro-magnets  placed 
in  the  same  circuit,  arranged  so  as  to  face  each  other,  the  polarized 
armature  being  common  to  both.  In  the  same  circuit  is  placed 
the  printing  electro-magnet,  which  has  a  soft  iron  oj*  neutral 
armature.  Whenever  this  armature  is  attracted  a  detent  is 
lifted,  which  releases  the  printing  train,  and  gives  the  impression 
by  means  of  an  eccentric  on  the  last  axis  of  the  train.  The  pul- 
sations which  produce  the  step-by-step  movement  of  the  type- 
wheel  are  of  alternate  polarity,  and  thus  the  polarized  armature 
is  alternately  attracted  and  repelled  by  the  two  magnets  between 
which  it  vibratea  These  rapidly  alternating  pulsations  pass 
through  the  printing  magnet,  but  succeed  each  other  with  such 
rapidity  that  the  latter  has  not  sufficient  time  to  become  charged 
until  a  pause  is  made,  when  its  armature  is  instantly  attracted 
and  the  printing  mechanism  released.  The  movement  for  feed- 
ing the  paper  is  the  same  in  this  instrument  as  in  the  electro- 
motor printer,  and  it  is  also  provided  with  an  automatic  unison, 
differing  in  form,  but  the  same  in  principle  with  that  before 
described.  The  letters  and  numerals  are  placed  upon  two 
parallel  type-wheels  upon  the  same  shaft,  the  platen  being 
shifted  from  one  wheel  to  the  other  by  an  automatic  device 
under  control  of  the  sending  operator,  similar  to  that  used  in  the 
universal  instrument  before  described. 

This  instrument  can  be  operated  at  the  rate  of  thirty  words 
per  minute  over  a  line  of  considerable  length,  and  is  therefore 
much  more  efficient  than  the  instruments  previously  described 
which  are  designed  for  the  same  purpose. 

The  transmitting  apparatus  is  represented  in  fig.  405,  and 
consists  of  a  key -board  and  cylinder  with  spii*al  pins,  like  those 
of  the  House  and  Froment  instruments,  which  is  driven  by  a 
rotatory  electro-motor  precisely  like  that  before  described  (pages 
663  to  668).  A  toothed  wheel  of  large  diameter,  geared  to 
the  transmitting  cylinder,  acts  simultaneously  upon  a  series  of 
pole  changers   arranged  around  its  periphery,   each  of   which 
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operates  a  separate  line  wire.  By  this  means  a  dozen  or  more 
wires  are  so  arranged  as  to  radiate  from  a  central  point,  each 
having  a  number  of  printing  instruments  in  connection,  and  thus 
correct  reports  of  the  fluctuations  of  the  markets  are  simul- 
taneously printed  in  hundreds  of  different  offices,  exchanges, 
etc.,  at  the  same  instant,  every  instrument  being  entirely  under 
the  control  of  a  single  operator  at  the  central  station. 

gray's   printing  TELEGRAPH   FOR  PRIVATE   LINES. 

The  Gold  and  Stock  Telegraph  Company  of  New  York,  after 
the  establishment  of  the  extensive  system  of  lines  and  instru- 
ments for  reporting  the  quotations  of  the  gold  and  stock 
exchanges  which  has  been  alluded  to,  decided  to  add  a  private 
line  department  to  their  rapidly  increasing  business.  The  com- 
pany accordingly  made  arrangements  to  purchase  or  control  all 
the  most  valuable  patents  for  printing  instruments  adapted  to 
this  purpose,  other  than  those  already  owned  by  it.  It  then 
proceeded  to  consti'uct  pole  lines  of  the  most  substantial,  durable 
and  costly  character,  through  the  principal  business  portions  not 
only  of  New  York,  but  the  adjoining  cities  and  suburbs  of 
Long  Island  and  New  Jersey,  the  latter  being  brought  into  con- 
nection by  a  large  number  of  submarine  cables.  The  plan  of 
operations  adopted  was  that  of  erecting  a  sufficient  number  of 
lines  to  meet  the  probable  requirements  of  the  business,  which 
could  then  be  made  available  to  connect  any  required  pointa 
within  the  range  of  the  company's  field  of  operations.  By  this 
means  it  was  enabled  to  furnish  at  short  notice,  to  parties, 
desiring  it,  a  complete  telegraph  line,  equipped  with  type-print- 
ing instruments,  batteries  and  other  necessary  requirements,  and 
by  means  of  a  trained  corps  of  skilful  and  efficient  employes,  to 
assume  the  entire  charge  of  it  for  a  very  moderate  annual  rental. 
That  this  policy  was  an  eminently  sagacious  one,  has  been 
sufficiently  attested  by  the  subsequent  rapid  development  of  the 
system. 

The  necessity  of  providing  for  use  upon  this  class  of  lines  a 
printing  telegraph  instrument  of  easy  and  simple  manipulation,, 
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requiring  no  scientific  or  mechanical  knowledge,  or  previous 
experience  on  the  part  of  the  person  operating  it,  was  early 
recognized  by  the  officers  of  the  company,  and  has  led  them  to 
extend  the  most  liberal  encouragement  to  all  inventions  and 
improvements  in  that  direction.  The  result  of  this  wise  policy 
has  been  that  a  number  of  instruments  and  methods  of  great 
value  have  been  developed  and  perfected,  and  afterwards  exten- 
sively introduced  into  practical  use. 

One  of  the  best  of  these  instruments  for  private  lines,  and  on© 
which  is  perhaps  more  extensively  used  than  any  other  through- 
out the  United  States,  is  Gray's  Automatic  Printer,  of  which 
fig.  4<)6  is  an  illustration. 

As  will  be  seen  by  reference  to  the  figure,  the  mechanism  of 
Gray's  apparatus  is  mounted  upon  a  handsomely  ornamented 
iron  base,  the  working  parts  being  protected  from  dust  by  glass 
shades.  The  key -board  extends  across  the  front  of  the  base,  and 
consists  of  twenty-eight  keys,  upon  which  are  engraved  the 
different  letters  of  the  alphabet,  with  the  necessary  punctuation 
points,  eta  The  blank  key  at  the  extreme  right  is  used  to  start 
the  instrument.  Beneath  the  small  glass  shade  at  the  rear  of 
the  key-board  is  an  upright  polarized  relay,  behind  and  above 
which  is  situated  the  type- wheel  and  printing  apparatus. 

The  communications  are  printed  as  received  upon  a.continuous 
strip  of  paper,  which  is  fed  from  the  roll  above.  The  type- wheel 
is  made  to  revolve  by  means  of  a  double-acting  pallet  escape- 
ment, attached  to  an  armature  which  vibrates  between  the  poles 
of  two  local  magnets  within  the  hollow  base  of  the  instrument. 
At  the  back  of  the  instrument,  directly  in  the  rear  of  the  t3-pe- 
wheel,  is  a  cylindrical  brass  case  containing  what  is  called  the 
"sunflower."  This  is  aflat  annular  disc  of  platinum,  divided 
radially  into  equal  segments  corresponding  in  number  to  the 
transmitting  keys,  each  of  these  segments  being  connected  to  its 
corresponding  key  by  an  insulated  wire.  A  circuit  closing  ai*m, 
rigidly  attached  to  the  type  wheel  shaft,  travels  over  the  divided 
disc  as  the  shaft  revolves,  and  places  the  latter  in  electrical  con- 
nection successively  with   each   segment.      The  same  circuit 
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{which  is  that  of  the  main  line)  ia  conducted  through  the  coila 
of  the  polarized  relay,  and  this,  by  means  of  a  local  circuit, 
<X)ntrols  the  escapement  magnets  above  alluded  to. 

The  general  principle  upon  which  the  instrument  acta  may 


-^.406. 

now  be  understood  without  difficulty,  although  the  details  would 
require  special  drawings  to  render  their  description  entirely 
clear.  Upon  breaking  the  main  circuit,  by  depressing  the 
extreme  right  hand  key,  the  relay  moves  and  the  local  magnets 
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release  the  escapement,  which  in  turn  allows  the  type-wheel  to 
move  forward  a  step,  carrying  with  it  the  moving  arm  upon  the 
sunflower.  By  means  of  a  pole-changer  attached  to  one  instru- 
ment only  in  each  circuit,  the  direction  of  the  line  current  is 
reversed  for  each  letter  passed  over,  and  thus  the  polarized  relay 
and  escapement  magnets  continue  to  vibrate  automatically  until 
the  sender  depresses  some  other  key.  The  depression  of  this 
key  breaks  the  circuit  leading  to  the  corresponding  segment  of 
the  sunflower,  and  when  the  travelling  arm  reaches  this  segment 
the  main  circuit  is  interrupted,  the  escapement  cannot  act,  and 
the  type- wheels  of  both  instruments  come  to  a  stand.  The  letter 
or  character  upon  the  type-wheel  corresponding  to  the  key 
which  has  been  depressed  upon  the  sending  instrument  being 
thus  brought  opposite  the  paper  strip,  the  impression  is  effected 
by  a  magnet  in  the  local  circuit,  which  is  instantly  brought  into 
action  upon  the  cessation  of  the  vibrations  of  the  relay  armature. 

Thus  it  will  be  seen  that  any  person  who  can  read  and  spell 
can  transmit  communications  upon  this  instrument  merely  by 
fingering  the  appropriate  keys,  and  that  these  may  be  automati- 
cally recorded  even  in  the  absence  of  an  attendant,  at  one  or 
more  distant  points. 

This  instrument  is  a  comparatively  recent  invention,  having 
been  first  introduced  so  lately  as  the  autumn  of  1871,  since 
which  time  about  a  thousand  have  been  manufactured  and  set 
in  operation.  The  ordinary  speed  of  transmission  attained  by 
persons  who  have  become  familiar  with  the  positions  of  the 
letters  of  the  key -board  is  usually  from  li  to  16  words  per 
minute.  The  apparatus  is  very  simple  and  in  practice  is  not 
found  to  be  liable  to  disarrangement.  It  can  be  worked  on 
lines  of  any  required  length. 

PHELPS'S   PRINTING   TELEGRAPH,    FOR   PIIIVATE   LINES. 

This  instrument  somewhat  resembles  Gray's  in  its  external 
appearance,  but  differs  widely  in  principle  and  in  the  details  of 
its  construction.  The  transmitting  apparatus  is  driven  by  clock- 
work beneath  the  key  board,  which  consists  of  a  semicircular 
triple  row  of  ivory  headed  pins,  engraved  with  the  letters  of  the 
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alphabet,  as  shown  in  fig.  407.  The  type-wheel  is  propelled  by 
a  double  acting  escapement,  which  is  operated  by  an  armature 
suspended  between  two  electro-magnets,  as  in  the  stock  printer. 
The  printing  magnet  is  beneath  the  base  of  the  instrument  and 
not  visible  in  the  figura     The  principle  upon  which  the  appara- 


Fi'j.  ■107. 

tiis  is  oi>erated  i.^  suTjstiufciiiilly  the  same  ^^  that  of  Mr.  Phelps's 
&UKk  ]iri liter,  wliit-li  luts  already  lieuii  dc^tTiliLHl. 

A  more  recent  <losigti,  wliiuh   i.s  ari'img  d  with  a  piunu  key* 
board,  is  sLowu  on  the  following  pn;z€. 
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CHAPTER  XXXVL 

THE   AUTOMATIC   TELEGRAPH. 

In  the  system  of  telegraphy  usually  known  as  the  automatic 
or  fast  method,  the  signals  representing  letters  are  transmitted 
over  the  line  through  the  instrumentality  of  mechanism.  The 
general  advantage  thus  proposed  to  be  obtained  consists  in  the- 
much  greater  quantity  of  intelligence  which  can  be  transmitted 
in  a  given  time  by  mechanical  means  than  by  hand,  and  in  the 
fact  that  this  may  be  accomplished  by  having  the  separate  dis- 
patches prepared  or  composed  by  a  number  of  operators  simul- 
taneously ;  or  in  the  case  of  'a  single  dispatch  of  great  length,  by 
dividing  it  into  what  are  called  by  printers  "  takes  "  or  conve- 
nient portions.  These  separate  portions  are  transmitted  in  their 
proper  succession,  and  at  a  high  rate  of  speed,  by  means  of 
automatic  mechanism,  and  thus  the  labor  of  a  number  of  opera- 
tors may  be  utilized  by  a  single  wire. 

In  estimating  the  actual  speed  of  transmission  as  compared 
with  the  ordinary  systems,  it  is  obvious  that  a  number  of  circum 
stances  must  be  taken  into  account,  viz:  the  cost  and  nature  of 
the  apparatus ;  the  number  of  employes  required  to  prepare  the 
coj)y  for  transmission ;  the  number  of  employ^  necessary  to 
receive  and  prepare-  it  for  delivery  at  the  distant  station ;  the 
comparative  time  reipired  to  prepare  the  copy  for  transmission; 
the  time  actually  occupied  in  the  transmission ;  and  finally,  the 
distance  to  which  it  can  be  transmitted.  All  these  points  must 
necessarily  be  considered  in  order  to  arrive  at  a  fair  estimate, 
for  it  is  apparent  that  if  a  given  quantity  of  intelligence,  and  the 
same  intelligence,  be  presented  at  the  same  moment  to  be  trans- 
mitted by  the  respective  systems  of  telegraphy,  the  one  which  first 
delivers  the  intelligence  with  completeness  and  accuracy  at  the 
distant  station  will,  other  things  being  equal,  have  demonstrated 
its  superiority.     Secondary  only  to  this  is  the  important  question 
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of  economy,  especially  in  respect  to  the  cost  of  labor,  for  it  is 
evident  that  an  increase  in  the  speed  of  transmission,  to  be  of 
practical  value,  must  be  obtained  without  any  considerable  sacri- 
fice of  economy. 

The  immense  rapidity  of  the  passage  of  the  electric  current 
would  seem  to  suggest  that  there  is  scarcely  a  limit  to  the  quan- 
tity of  intelligence  that  may  be  transmitted  in  a  given  time  by 
means  of  mechanism.  In  fact,  however,  it  is  materially  limited 
by  two  things:  first,  the  time  required  for  the  action  of  the 
necessary  mechanical  instrumentalities  by  which  the  signals  are 
transmitted  and  received ;  and  second,  the  effects  of  electro-static 
induction,  which,  as  we  have  already  seen  in  Chapter  XXVII,  i& 
always  present  in  a  well  insulated  wire.  At  a  moderate  speed 
of  transmission  the  retardation  and  prolongation  of  the  signals 
is  not  pei'ceptible,  because  its  duration  is  but  a  small  fraction  of 
the  time  between  one  signal  and  another ;  but  as  the  speed  is 
increased  the  interval  between  the  succeeding  signals  becomes 
less  and  less,  so  that  at  length  a  point  is  reached  at  which  the 
inductive  effect,  however  short  its  absolute  duration,  lasts  during 
the  entire  interval.  These  effects,  however,  may  be  to  a  con- 
siderable extent  compensated  by  appropriate  devices,  and  it  is 
obvious  that  this  may  be  done  with  more  accuracy  in  the  case 
of  automatic  than  in  that  of  manual  transmission. 

It  is  somewhat  interesting  to  note  that  the  automatic  process 
was  the  original  mode  devised  by  Morse  for  the  first  practical 
demonstration  of  his  invention,  and  is  therefore  the  oldest  form 
of  the  recording  telegraph.  Morse's  apparatus  has  already  been 
fully  described  in  Chapter  XXX. 

The  automatic  process  of  transmission  may  be  conveniently 
divided  into  four  distinct  operations :  First,  the  composition  or 
preparation  of  the  copy ;  second,  the  placing  of  the  prepared 
matter  in  its  proper  order  in  the  tmnsmitting  apparatus  ;  third, 
the  mechanical  operation  of  transmitting  and  receiving,  which 
takes  place  simultaneously,  and  fourth,  the  translation  or  copy- 
ing of  the  despatches  for  delivery. 

The  principal  point  of  difference  in  the  several  systems  which 
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have  been  proposed,  consists  in  the  various  methods  which  have 
been  made  use  of  for  preparing  the  copy  for  transmission — such 
as  perforated  paper  bands,  movable  type,  metallic  bands  with 
characters  composed  of  insulating  material  placed  thereon,  paper 
bands  with  embossed  characters,  etc.  The  methods  of  trans- 
mission and  reception  of  the  message  are  usually  very  similar, 
the  latter  being  either  recorded  by  an  electro-magnetic  or 
electro-chemical  register,  and  in  some  instances  printed.  The 
autographic  or  facsimile  process  of  transmission,  which  is  in 
reality  an  automatic  process,  will  be  considered  in  a  subsequent 
chapter. 

bain's  AUTOMATIC  TELEGRAPH. 

The  origin  of  the  modem  automatic  telegraph  is  to  be  found 
in  the  invention  of  Alexander  Bain,  of  Edinburgh,  which  was 


Fig.  408. 

patented  in  England  on  the  12th  of  December,  1846.  His  first 
method  of  preparing  messages  for  transmission,  so  far  as  its 
material  parts  are  concerned,  is  represented  in  fig.  408,  which 
is  a  side  elevation,  and  fig.  409,  which  is  a  plan  view  of  the 
composing  machine.  A  is  a  vertical  metallic  disc,  the  size  of 
which  is  in  proportion  to  the  length  of  the  dispatch  to  be  com- 
posed. It  is  provided  with  a  great  number  of  notches  cut  in 
its  periphery,  in  each  of  which  lies  a  metallic  pin  5,  parallel  to 
the  axis  of  the  disa  The  whole  series  of  pins  are  kept  in 
position  by  means  of  twine  or  thread  tied  round  the  edge  of  the 
disc,  as  shown  in  fig.  409.  In  order  to  prepare  a  dispatch  the 
disc  A  is  placed  in  a  frame  B,  so  that  the  pins  s  s  (which  in 
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their  nonnal  position  project  an  equal  distance  on  each  side  of 
the  disc),  as  the  disc  revolves  step  by  step,  pass  successively 
hetween  the  jaws  of  the  tongs  C  D.  The  tongs  are  normally 
kept  in  a  middle  position  by  springs  //,  but  may  be  turned 
upon  an  axis  c  either  to  the  left  or  the  right,  by  means  of  a 
handle  E,  and  thus  any  particular  pin  s  which  is  opposite  the 
tongs  may  be  pressed  longitudinally  to  the  right  or  to  the  left. 
By  depressing  the  handle  vertically,  it  moves  upon  a  pivot  i, 
^nd  by  means  of  the  pawl  6,  causes  the  disc  A  to  advance  a 
distance  of  one  tooth  forward,  thus  bringing  the  succeeding  pin 
hetween  the  jaws  of  the  tongs,  and  so  on.  The  different  positions 
of  the  pins  s  s  correspond  to  the  telegraphic  characters.  The 
transmission  is  effected  by  placing  the  prepared  disc  in  a  frame 


on 

the 

sid 


Fi(/.  409. 

Causing  it  to  revolve  uniformly  by  clock-work ;  a  spring 

.  ^^cted  with  the  negative  pole  of  a  battery  and  with  one  line 

^>  passing  over  and  making  contact  with  the  projecting  points 

^^e  side,  and  another  spring  attached  to  the  positive  pole  and 

®^<?ond  line  wire,  making  contact  with  the  pins  on  the  other 

J^:?  while  the  axis  of  the  disc  itself  is  connected  to  the  earth. 

^  his  apparatus  was  a  crude  and  impracticable  one,  but  in  the 

^  ^^fication   of  the  same  patent  Bain  describes  an   improved 

^bod,  which  is  substantially  the  one  which  has  proved  most 

.   ^^^^ssful  in  practice  up  to  the  present  time.     This  consisted 

faking  use  of  a  kind  of  punch,  by  which  two  lines  of  perfo- 

^^tis,  conventionally  grouped  to  represent  letters,  are  punched 

^  of  a  narrow  strip  of  jmper.     In  order  to  transmit  the  mes- 
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sage,  the  perforated  slip,  which  appears  as  shown  in  fig.  410, 
is  conducted  over  a  metal  cylin  ^er.  Two  metallic  springs  press 
upon  the  paper  as  it  passes  over  the  cylinder,  *and  these  are 
arranged  in  line  with  the  two  rows  of  perforationa  As  the  per- 
forations pass  under  the  springs  these  latter  drop  through  and 
touch  the  metallic  cylinder,  thus  forming  an  electrical  contact 


Aa  etfio 


I  a  o  '     o  a  I  X3  a     u-n  -'  *^  S 


Fig.  410. 

In  his  recording  apparatus  Bain  discarded  electro-magnetism 
altogether,  and  employed  electro-chemical  decomposition  instead, 
as  Davy  had  done  in  1838.  The  strip  of  paper  on  which  the 
dispatch  is  to  be  recorded  is  conducted  through  a  trough  where 
it  is  saturated  with  a  solution  composed  of  six  parts  water,  one 
part  sulphuric  acid,  and  two  parts  of  a  saturated  solution  of 
yellow  )»russiate  of  potash.  It  then  passes  over  a  roller  of  metal 
and  underneath  two  styles  or  pens  of  iron  wire  which  rest  upon 
it  These  are  connected  by  two  line  wires  with  the  positive 
poles  of  two  batteries  at  the  sending  station.  The  passage  of 
the  current  through  the  saturated  paper  from  the  styles  to  the 
roller,  produces  colored  marks  upon  the  paper  by  the  chemical 
decomposition  of  the  iron  style,  and  thus  a  record  is  made  which 

LONDON 

fig.  411. 

corresponds  precisely  to  the  perforations  in  the  paper  strip  at 
the  sending  station.  Fig.  411  shows  the  appearance  of  the 
record  made  in  this  way. 

Bain  afterwards  materially  simplified  his  automatic  process 
by  making  use  of  the  dot  and  dash  characters  of  Morse,  which 
being  perforated  in  a  single  line,  required  but  a  single  trans- 
mitting spring.  This  system  was  experimentally  operated  in 
the  United  States  in  1848  and  1849,  and  in  England  as  late  as 
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1862,  but  was  abandoned  in  botli  countries,  principally  for  tb© 
reason  that  no  convenient  niGclianism  for  perforating  tha 
paj>er  bad  then  been  invented.  A  system  of  lines  were  bow- 
ever  constructed  between  New  York,  Wasbingtoii,  Boston 
and  Buffalo,  and  other  pointy  in  184:9  and  I80O,  %vhich  were 
openitcd  by  the  Bain  method  of  recording,  and  a  finger -key 
transmitter,  exactly  the  same  in  principle  n^  that  of  Mor^e. 
Fig.  412  shows  the  arrangement  of  sucb  a  circuit.  A  is  the 
receiving  and  B  the  seiidiiig  station,  zk  is  tlie  battery,  the  copper 
pole  k  being  t*^  line  ami  tlie   zinc  to  earth  at  PL     The  depres' 


aion  of  the  key  a  transmits  iv  current  over  the  litie  L  in  tlie 
direction  of  the  arrows,  v^liich  pa.SBcs  down  the  iron  styk-  s  into 
the  metallic  roller  u\  and  thence  to  the  cartlL  A  strip  *il  clicmi- 
cally  prepared  paper  from  the  roll  R  is  caused  to  pas.s  iiniformly 
by  clock*work  over  the  roller  w  and  underneath  tlie  style,  ami 
the  record  is  made  in  the  manner  previously  exjthiincd. 

In  1851,  the  saturated  strip  of  j>aper  jtassing  over  a  r^  JU  r  its 
just  described,  was  replaced  by  a  eireular  .<hcit  r^f  paper  lying 
on  a  horizontal  metal  di.?Cj  npo)i  which  the  writini:  style  dis- 
posed the  group  of  dots  and  dashes  in  a  contiiiuous  :y[nn\l  line. 
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In  Austria  Dr.  Gintl  introduced  a  system  substantially  the 
same  as  Bain's,  which  is  represented  in  the  diagram,  fig.  418. 
Two  terminal  stations  are  shown,  each  provided  with  a  complete 
set  of  apparatus,  consisting  of  a  key,  battery  and  recording  ap- 
paratus. The  latter  consists  of  a  pair  of  rollers,  W  W,  which 
are  moved  by  clock-work,  and  draw  the  paper  strip  P  forward 
from  the  roll  R,  through  the  vessel  B  containing  the  chemical 
solution,  and  tlience  under  the  style  s  which^tests  upon  the  con- 
vex metallic  surface  M.  A  switch  is  provided  which  is  not 
represented  in  the  figure,  and  which  serves  to  conduct  the  cur- 


4^' 


Fig.  413. 

rent  around  the  recording  style,  or,  in  other  words,  directly  from 
'the  key  to  the  line,  when  sending. 

The  electro-chemical  method  of  recording  possesses  several 
important  advantages.  It  can  be  operated  with  a  feeble  current 
and  through  a  great  length  of  line,  while  variations  and  irregu- 
larities in  the  current  do  not  seriously  interfere  with  the  legibility 
of  the  record.  As  there  are  no  moving  })arts  whose  mechanical 
inertia  is  to  be  overcome,  tliere  is  scarcely  any  limit  to  the 
rapidity  with  which  successive  signals  may  be  recorded.  On  the 
other  hand,  the  use  of  chemical  pai)er  is  in  some  respects  incon- 
venient for  the  operators,  and  practical  difficulties  also  arise  in 
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transmitting  simultaneously  to  a  number  of  different  statiou^i  tm 
well  as  in  repeating  from  one  line  to  another. 

SIEMENS   AND   HALSKE'S   AUTOMATIC   TELEGRAPJ[. 

In  1853  Siemens  and  Halske,  of  Berlin,  brought  out  an  aiiio- 
matic  process,  which  consisted  of  a  three-keyed  hand  puvirh  fcir 
preparing  the  perforated  paper,  and  an  electro-magnetic  i\T*or<U 
ing  apparatus.  The  perforator  consisted  of  two  punches  jihieod 
side  by  side,  and  three  keys.  By  depressing  the  first  key  a 
single  round  hole  is  punched  in  the  paper.  The  sccoim:!  key 
operates  both  punches  simultaneously,  producing  an  oblong 
double  hole,  and  in  both  cases  the  paper  is  fed  along  the  i»roper 
distance  in  readiness  for  the  next  perforation.  The  third  key 
advances  the  paper  after  each  letter,  so  as  to  form  the  re i  [uired 
space  between  this  and  the  next  letter.  Perforators  upou  this 
principle  have  also  been  constructed  by  Digney  and  Wheat^tone, 
though  at  a  later  date.  The  recording  apparatus  was  ujjon 
Morse  s  plan,  and  consisted  of  the  register  shown  in  fig.  2^^^  and 
the  relay  shown  in  fig.  279. 

Of  course,  with  such  an  apparatus  it  would  not  be  posgilile  to 
obtain  a  speed  of  over  30  or  35  words  per  minute — which  was, 
nevertheless,  greater  than  (jould  be  obtained  by  hand  m  that 
date.  Many  of  the  lines  built  by  Siemens  and  Halske,  in  liiissia^ 
during  the  years  1853-'54-'55,  were  equipped  with  tlii^  appa- 
ratus. 

Experience  proved,  however,  that  the  actual  advantage  guiiied 
was  not  at  all  in  proportion  to  the  extra  trouble  involved  in  per- 
forating the  messages,  and  the  method  soon  fell  into  disuse  iuxd 
was  superseded  by  the  ordinary  Morse  system.  One  of  the 
greatest  drawbacks  was  the  difficulty  of  keeping  the  rec^ivin^ 
relay  adjusted  when  working  at  high  speed,  and  this  icil  T)\\ 
Werner  Siemens  to  the  use  of  alternating  currents  in  or-der  tu 
avoid  this  defect  This  he  first  did  in  1856,  although  it  f<ljt>u]d 
be  mentioned  that  he  had  been  anticipated  therein  two  or  ihri^o 
years  by  Varley  in  England.  Experimenting  in  this  diivctiou 
Siemens  was  successively  led  to  the  invention  of  the  system  i  <A 
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transmission  by  induced  currents  (page  638),  of  the  polarized 
relay  (page  509),  and  of  the  polarized  ink  writer  (page  513). 
In  1862  he  patented  his  fast  type  transmitter,  which  has 
been  used  to  a  considerable  extent  upon  the  Prussian  lines. 
In  this  the  currents  are  generated  by  a  magneto  electric 
apparatus,  termed  the  cylinder  inductor,  which  has  already 
been  explained  in  connection  with  the  dial  telegraph  of  the  same 


inventor  (page  596).  Fig.  414  is  a  longitudinal,  and  fig.  415  a 
transverse  section  of  the  cylinder  inductor,  which  is  better 
known  as  the  Siemens  armature.  When  this  is  made  to 
revolve  at  a  uniform  rate  between  the  poles  of  a  range  of  perma- 
nent magnets  M  M,  mpidly  alternating  positive  and  negative  pul- 
sations are  produced  in  the  coil  of  insulated  wire  1 1,  which  is 


Bg.  416. 

wound  upon  the  armature.  The  end  of  the  wire  at  e\  is  attached 
to  the  brass  cap  Jg  at  one  end  of  the  armature,  and  the  other 
terminal  /g  to  the  cap  S,  which  is  insulated  by  the  ivory  bushing 
I  from  the  metal  of  the  armature. 

As  in  the  original  apparatus  of  Morse,  the  communications 
arc  composed  in  type  cut  from  sheet  metal.     These  were  at  first 
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made  to  represent  Morse  characters,  but  afterwards  separate  type 
were  used  for  dots,  dashes  and  spaces.     These  are  set  up  in  a 
port-rule  or  composing  sticky,  fig.  416,  which,  together  with  the 
type,  is  caused  by  the  action  of  the  machinery  to  pass  horizon- 
tally under  a  wedge  shaped  tooth  H^  upon  one  arm  of  an  angular 
lever,  while  the  other  arm  H  carries  a  contact  spring  r,  which 
vibrates  between  two  adjustable  stops  h  and  k^.     The  screw  k  is 
connected  with  the  earth  and  the  lever  H  H^  with  the  coil  of  the 
inductor,  and  thence  with  the  lina    When,  therefore,  a  projection, 
representing  a  dot  or  a  dash,  passes  under  the  tooth  H^  the  spring 
r  is  pressed  against  the  stop  A:,  and  the  current  from  the  inductor 
passes  into  the  lina     It  is  obviously  necessary  that  the  speed 
with  which  the  type  move  should  correspond  exactly  with  the 
revolutions  of  the  inductor.     This  is  accomplished  by  the  simple 


F 

/^y.  418. 

but  effective  device  of  an  endless  screw  N,  figs.  416  and  417,  which 
is  placed  upon  the  axis  of  the  inductor,  and  works  into  the  teeth 
of  a  rack  zzz  on  the  under  side  of  the  port-rule.  Fig.  417  is  a 
front  elevation  of  the  machine  showing  the  treadle  and  pulley  by 
which  it  is  kept  in  motion. 

Pig.  418  represents  the  arrangement  of  circuits,  the  reference 
letters  being  the  same  as  in  the  preceding  cuts ;  the  switch  U 
turned  on  1  when  sending,  placing  the  inductor  J  in  circuit 
between  the  earth  at  E  and  the  line  L.  When  receiving,  the 
switch  is  turned  on  2,  which  connects  the  line  to  the  receiving 
instrument,  usually  a  polarized  ink  writer.  The  speed  of  trans- 
mission attainable  by  this  apparatus  is  from  60  to  80  words  per 
minute.  In  a  letter  to  Professor  Morse,  in  1868,  published  iu 
his  report  on  the  telegraphic  apparatus  at  the  Paris  Exposition,. 
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Siemens  and  Halske  state  that  this  apparatus  will  transmit 
seventy  dispatches  per  hour.  The  time  occupied  in  composing 
each  dispatch  in  type  is  five  minutes,  in  distributing  the  same 
four  minutes.  Twelve  employes  are  necessary  for  setting  up 
and  distributing ;  two  for  transmitting,  and  two  for  receiving  and 
writing  down  the  dispatches.  This  apparatus  has  also  been 
arranged  for  working  with  alternate  battery  currents.  Fig.  419 
shows  the  arrangement  so  clearly  that  no  particular  explanation 
is  needed.  The  lever  k^  k^  is  oscillated  by  means  of  an  arm 
provided  with  a  tooth,  arranged  to  pass  over  the  face  of  the  type 
in  the  moving  port-rule.     To  facilitate  the  setting  and  distribut- 


Ibi 
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Fig.  419. 

ing  of  the  type  for  this  apparatus,  very  ingenious  machines, 
operated  by  means  of  keys  like  those  of  a  piano,  have  been  in- 
vented by  Siemens  and  Halske. 

GARNIERS   AUTOMATIC   TELEGRAPH. 

Experiments  were  made  on  a  large  scale  in  France,  prior  to 
1857,  with  the  automatic  process  invented  by  Paul  Gamier, 
which  is  represented  by  fig.  420  and  fig.  421.  The  transmitting 
cylinder  A  is  18  or  20  inches  in  diameter  and  has  a  spiral  groove 
cut  in  its  periphery,  in  which  are  inserted  movable  pieces  of 
metal.  The  message  is  prepared  by  placing  these  in  position  to 
form  telegraphic  characters  upon  substantially  the  same  principle 
as  the  apparatus  of  .Bain,  described  on  page  690,  the  metallic 
parts  required  to  represent  the  dispatch  being  pushed  to  the  left 
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In  order  to  transmit  the  message  the  cylinder  A  is  caused  to  re- 
volve at  a  uniform  rate  of  speed,  while,  at  the  same  time,  it 
moves  laterally  upon  its  axis  B  C,  which  is  provided  with  a  screw 
thread,     hig.  421  shows  the  manner  in  which  a  contact  spring  K 

p 


F/V/.  420.  Fig,  421. 

is  pressed  upon  by  the  screw  H  whenever  the  projections,  which 
form  the  characters  upon  the  cylinder  A,  pass  under  the  tooth 
E,  thus  making  contact  between  the  battery  P  and  the  line  L. 

humaston's  automatic  telegraph. 

In  1867  John  P.  Humaston,  of  Connecticut,  patented  an  appa- 
ratus for  perforating  paper  strips  for  transmission  in  automatic 
telegraphy,  which  was  an  important  advance  not  only  over  the 
system  of  type  transmitters,  but  also  over  the  perforating  appa- 
ratus previously  in  use.  The  perforated  paper  process  lias  a 
very  important  advantage  over  the  type  process,  inasmuch  as  the 
time  required  for  distributing  the  type  is  saved.  In  addition  to 
this  saving,  Humaston 's  machine  perforated  an  entire  letter  or 
character  of  the  Morse  alphabet  at  a  single  movement,  and  thus 
rendered  it  possible  to  prepare  the  dispatches  with  much  greater 
celerity  than  had  before  been  possible.    In  Humaston's  apparatus 
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a  series  of  horizontal  punches  are  placed  parallel  and  side  by 
side  opposite  the  paper,  and  a  mechanical  device  connected  witi 
and  operated  by  the  keys  of  the  key-board,  selects  the  punches 
required  to  form  the  telegraphic  character  corresponding  to  the 
key  which  is  depressed.  A  single  punch  forms  a  dot,  and  any 
two  adjacent  punches  a  dash.  The  proper  punches  having  been 
selected  by  depressing  a  key,  these  are  driven  through  the  paper 
strip  by  the  operation  of  a  treadle ,  when  the  punches  are  with- 
drawn the  paper  is  fed  forward  the  proper  distance  by  means  of 
a  stop- wheel  graduated  to  coirespond  with  the  varying  lengths 
of  the  telegraphic  characters,  and  thus  a  uniform  space  is  ensured 
between  the  successive  characters,  however  greatly  their  respec 
tive  lengths  may  vary.  Many  experiments  were  made,  in  con- 
nection with  this  perforator,  with  the  Bain  system  of  transmission^ 
which  had  been  somewhat  modified  and  improved  by  Humaston, 
on  the  lines  of  the  American  Telegraph  Company  from  1861  to 
1866,  in  which  a  speed  of  100  to  120  words  per  minute  was  at- 
tained upon  ordinary  circuits,  but  the  system  was  never  brought 
into  actual  service. 

WHEATSTONE'S  AUTOMATIC  TELEGRAPH. 

This  apparatus  was  first  patented  in  England  by  Wheatstone^ 
in  1858,  and  with  its  subseqtient  improvements  has  been  brought 
to  such  perfection,  that  it  is  now  in  very  extensive  use  on  the 
telegraph  lines  not  only  of  the  United  Kingdom  but  of  several 
other  countries.  Wheatstone  made  use  of  the  perforated  paper 
stiip  of  Bain,  together  with  the  three-keyed  perforator  and 
polarized  receiving  instrument  of  Siemens.  All  these  devices 
were,  however,  materially  modified  and  adapted  to  each  other  in 
new  ways.  At  first  the  Wheatstone  automatic  apparatus  re- 
corded in  characters  similar  to  those  of  Steinheil,  but  this  was 
afterwards  changed,  and  the  record  is  now  made  in  the  ordinary 
Morse  characters. 

The  plan  of  making  contact  directly  through  the  perforations 
of  the  paper,  originated  by  Bain,  is  found  in  practice  to  be  liable 
to  several  objections  :  dust  or  fibres  of  the  paper  are  apt  to  inter- 
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Fig,  422. 
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fere  with  the  contacts,  and,  what  is  more  imjx)rtant,  the  edges  of 
the  i^erforations  act  upon  the  brush  in  a  manner  which  prevents 
it  from  touching  the  metal  wheel  over  a  considemble  portion  of 
the  space  allowed  for  contact  Better  results  are  obtained  by 
lengthening  the  perforations  in  the  paper  and  running  the 
machine  proportionately  faster.  In  Wheatstone's  transmitter,  as. 
now  employed  by  the  Postal  Telegraph  Department  of  Great 
Britain  (fig.  422),  the  contacts  are  made  between  levers  and 
studs,  the  paper  being  used  only  to  regulate  the  movement  of 
these  contact  pieces.  This  an*angement  gives  much  more 
uniform  and  trustworthy  contacts  than  can  be  obtained  between 
a  brush  or  spring  and  a  revolving  wheel,  and  affords  great  facili- 
ties for  the  production  of  the  compensating  currents  which  are 
required  at  high  speeds.  The  principle  of  the  apparatus  is, 
that  the  polarized  armature  of  the  electro-magnet,  which  causes 
the  marking  disc  to  touch  the  paper,  shall  not  have  a  tendency 
to  leave  the  paper  when  the  marking  current  ceases,  but  shall 
remain  always  in  the  same  position  in  which  it  is  left  by  the  last 
cun*ent  The  machine  is  arranged  to  send  a  series  of  reversals 
or  alternate  +  and  —  currents  at  definite  and  regular  intervals, 
and  the  function  of  the  perforated  ribbon  is  to  decide  whether 
these  currents  of  either  sign  shall  or  shall  not  pass  out  to  the 
line.  An  ebonite  rocking  beam  (R,  fig.  423),  moved  by  wheel- 
work,  carries  three  pins ;  that  on  the  left  hand  is  connected  to- 
line,  that  on  the  right  hand  to  earth ;  the  centre  pin  is  in- 
sulated and  serves  to  connect  the  curved  lever  B  with  one  or 
other  of  the  battery  levers  Z  C,  according  to  the  position  of  the 
rocking  beam.  Under  the  beam  lie  the  two  levers  A  B.  These 
levers  are  pivoted  independently,  but  are  in  electrical  connection 
through  the  spiral  springs  11  H^  attached  to  them,  and  through- 
the  frame  of  the  instrument  On  the  ends  of  these  levers,  A 
B,  are  pivoted  two  vertical  needles,  one  of  which,  V,  regulates 
the  production  of  the  marking,  the  other,  V^,  that  of  the  reverse 
or  spacing  cun-ent.  These  levers  are  not  fixed  to  any  of  the 
moving  parts  of  the  apparatus,  but  are  firmly  pressed  upwards 
by  tlie  spiral  springs  II  HS  so  as  to  follow  the  movements  of 
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^^  rocking  beam,  and  remain  in  contact  with  the  pins  inserted 
ii^to  this  beam  so  long  as  their  upward  movements  are  un- 
checked. The  needles  attached  to  this  lever  determine  whether 
line  contacts  should  be  made  or  broken  at  the  moment  battery 
contact  is  made.  They  rise  alternately  until  they  touch  the 
paper  ribbon  ;  if  there  be  a  hole  opposite  their  points,  they  pass 
through  it  and  the  contact  is  undisturbed  ;  but  should  there  not 
t*  a  hole,  their  motion  and  that  of  the  lever  is  stopped,  and  the 
piD  on  the  rocking  beam  continuing  to  rise,  contact  is  broken 
l>etwe€n  it  and  the  lever. 


JdlLE 


Fig,  423. 

^'g.  423  shows  the  apparatus  in  a  position  for  sending  a  nega- 
^  Current  The  levers  Z  and  C  are  the  poles  of  the  battery. 
^^  lower  lever  C  touches  the  right  hand  pin  on  the  rocking 
^^,  and  as  this  pin  is  in  connection  with  the  earth,  the  copper 
^^  h  in  connection  with  the  earth  also.  The  upper  lever  Z 
^**'Gh  is  in  connection  with  the  zinc  pole  of  the  battery,  rests 
7*  tli^  centre  pin  of  the  beam,  and  is  in  connection  with  the 
^p^  through  the  lever  B,  the  spiral  springs  H  H^  and  the  frame 
the  instrument,  the  lever  A,  and  the  left  hand  pin  ;  and  thus 
^^gative  current  has  been  sent  to  line. 
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Fig.  424  shows  the  position  when  the  cuiTent  is  broken.  The 
rising  of  the  lever  A  is  prevented  by  the  paper,  the  vertical 
needle  V,  attached  to  it,  not  meeting  with  a  hole  in  the  ribbon. 
Here  the  contact  between  the  lever  A  and  the  left  hand  pin  is 
broken,  and  no  current  passes  to  the  lina 

When  the  speed  of  transmission  is  increased  beyond  a  certain 
rate,  which  varies  with  the  length  of  the  circuit,  a  difficulty  arises 
which  is  partly  due  to  induction  when  the  potential  of  the  line 
wire  varies  with  the  interval  between  the  currents,  and  partly  to 
what  may  be  called  the  inertia  of  the  electro-magnet  of  the 


Fig.  424. 

receiving  apparatus,  the  time  occupied  by  the  magnetizing  and 
demagnetizing  the  iron  varying  also  with  the  interval  between 
the  currents,  and  probably  even  in  a  comparatively  short  sus- 
pended wire,  not  more  than  seventy  words  per  minute  would  be 
attained  under  Bain's  method,  where  the  currents  are  sent  pre- 
cisely in  the  same  manner  as  by  an  ordinary  single  current  key. 
By  the  use  of  alternating  currents  speed  is  increased,  but  is 
still  considerably  lower  than  the  maximum  attainable  on  a 
given  line.     A  succession  of  equal  currents  of  opposite  signs,  at 
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equal  intervals,  will  give  perfectly  distinct  dots  at  a  ven'  much 
Wgher  speed  than  the  dots  and  dashes  of  an  alphabet  can  be 
produced. 

Wheatstone's  apparatus  produces  the  Morse  signs  by  currents 

of  equal  duration  ;  or,  in  other  words,  by  a  succession  of  dots ; 

l>utas  the  intervals  between  the  currents  are  necessarily  miequalj 

^he  alphabet  is  more  slowly  produced  than  a  series  of   equi- 

<listaiit  dots.     The  speed  of  a  succession  of  letters  (an  al]>habet) 

^epends  also  on  the  distance  between  the  letters ;  the  greater  the 

interval  the  slower  the  speed,  because  an  additional  elenjent  of 

^^riation  in  the  electrical  condition  of  the  wire  and  the  mag- 

'J^^ism  of  the  receiver  is  thus  introduced.     Speed  is  generally 

'^ited  more  by  defects  in  the  formation  of  the  letter  than  by 

^  losjj  of  dots,  or  running  together  of  marks,  and  the  tlcfeits 

greatest  where  there  is  the  greatest  irregularity  in  the  in- 

J*^^ls  between  currents,  as,  for  instance,  in  F 

^^ .     It  is  necessary,  then,  to  apply  a  system  of 

f^nsating  currents  to  maintain  as  great  a  uniform itj*  as 
fw^^le  in  the  condition  of  the  wire  and  electro- magnet 
^  i^\s  was  eflEected  it  the  first  instance  by  bridging  over  the 
\)teak  in  the  circuit  which  occurs  when  the  pin  is  stopi>ed  by 
^e  paper  by  resistance  coils,  so  that  a  weak  current  w^is  sent 
in  the  interval  of  break,  the  strength  of  which  currents  wa^  re- 
gulated by  varying  the  i*esistance.     This  system  was  further 
improved  upon  by  an  alteration  of  the  transmitter,  by  which  the 
compensation  was  more  accurately  applied,  and  it  is  njHm  this 
principle  the  apparatus  is  at  present  constructed. 

Fig.  426  is  intended  to  represent  a  piece  of  the  perforated 
ribbon ;  the  perforations  which  regulate  the  contact-making 
portion  of  the  transmitting  apparatus  are  represented  by  the 
larger  circles,  while  the  centre  row  of  holes  is  represeiitej  by 
the  smaller  circles ;  by  this  row  of  holes  the  paper  is  carried  for- 
ward in  the  transmitter. 

The  slip  is  perforated  for  the  letter  R  of  the  International 
alphabet.  This  letter  has  been  selected  as  being  one  which  la 
always  much  deformed,  and  which  shows  the  eflEect  of  a  dot  p^^e- 
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ceding  and  following  a  dash.  The  upper  row  of  holes  is  that 
which  allows  a  positive  or  marking  current  to  be  sent  when  the 
vertical  pin  V  (figs.  423  and  424)  of  the  transmitter  passes  through 
one  of  them.  The  lower  row  of  holes  allows  a  negative  current 
to  be  sent  in  the  same  way  when  the  vertical  pin  Y  ^  (figs.  428  and 
424)  of  the  transmitter  rises  through  one  of  thenu 

Fig.  426  represents  the  letter  R  (International  alphabet)  as  re- 
ceived at  high  speed  on  a  line  where  the  original  system  of  in- 
termittent currents  is  used.  It  will  be  seen  that,  in  the  case  of 
the  dot  before  the  dash,  a  -|-,  then  a — ,  and  finally  a  second  -f- 
that  is,  two  positive  and  one  negative  currents  are  sent  to  form 
the  dot  and  to  commence  the  dash :  that  is,  twice  as  much  pod- 

+  0  o       o 

c      c      o      o       o      c 


+   + 


Figs,  425,  426,  427. 

tive  as  negative  current,  and  the  dot  is  consequently  much  elon- 
gated, and  has  a  tendency  to  run  into  the  dash.  In  the  case  in 
which  the  dot  follows  the  dash,  it  will  be  seen  that  the  effect  is 
exactly  the  reverse  of  the  former,  and  for  the  finish  of  the  dash 
a  —  current  is  sent  followed  by  a  +,  and  finally  by  a  second  — 
cuiTent,  the  last  two  forming  the  dot;  that  is  two  —  and  one  + 
currents,  so  that  in  this  case  the  line  is  charged  negatively 
in  excess ;  consequently  the  space  between  the  dash  and  dot  is 
considerably  increased,  and  the  dot  much  shortened  or  lost 
altogether. 

Fig.  427  shows  the  letter  R  as  received  where  compensating 
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currents  are  used,  and  is  perfect  with  respect  to  the  length  of  the 
inarks  and  the  spaces  between  them.  The  compensating  currents 
^  represented  by  the  smaller  signa  It  will  be  seen  that,  before 
^6  commencement  of  the  dot,  the  line  is  charged  negatively, 
^stead  of  being  left  clear,  as  in  the  original  system,  and  prevents 
^^6  elongation  of  the  dot  before  the  dash,  as  already  ex- 
Plained. 

■*^  the  case  of  the  dot  following  a  dash,  it  will  be  seen  that  a 
P'^^tive  compensating  current  is  sent  before  the  terminating  cur- 
^^^t  for  the  dash,  so  that  the  line  is  not  too  much  negatively 
charged,  as  where  no  compensating  currents  are  used,  and  the 
elongation  of  the  space  separating  the  dash  from  the  dot,  as  well 
as  the  diminished  size  of  the  dot  itself,  is  prevented.  (Fig. 
427.) 

In  a  circuit  composed  partly  of  over-ground  wires,  and  partly 
of  buried  or  submarine  wires,  the  position  of  the  underground 
work  or  cable  will  affect  the  speed  at  which  the  two  stations  can 
receive  from  each  other.  If  the  buried  portion  or  portions  be 
symmetrically  placed  with  respect  to  the  two  stations,  as  when 
the  land  lines  at  each  end  of  a  cable  are  of  equal  length  and  re- 
sistance, the  two  stations  will  be  able  to  receive  equally  well ; 
but  if  the  land  lines  on  one  side  be  much  longer  than  at  the 
other,  the  rate  at  which  the  station  at  the  end  of  the  shorter  land 
line  will  be  able  to  receive,  will  be  less  thau  that  at  which  the 
station  situated  at  the  end  of  the  longer  land  line  can  receive 
from  the  other.  This  difference  of  speed  is  sometimes  very  con- 
siderable, and  the  difference  is  the  greater  as  the  lengths  and  re- 
sistances of  the  land  lines  on  each  side  of  the  cable  are  the  more 
different 

The  London  and  Amsterdam  circuit  is  composed  of  first  a 
suspended  wire  of  130  miles,  then  a  cable  of  120 ;  lastly,  on  the 
Dutch  side,  a  suspended  wire  of  20  miles. 

Here  it  was  found  that  the  relative  speeds  of  signaling  were 
as  9  to  6,  the  higher  speed  being  Amsterdam  to  London.  The 
rate  to  Amsterdam  was  increased  by  decreasing  the  resistance 
of  the  batteries;   and  still  further  by  the  insertion  of  a  high 
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resistance  (as  much  even  as  5,000  ohms)  at  Amsterdam  (in  the 
receiving  circuit  only),  to  delay  the  discharge  of  the  cable. 

But  in  the  case  of  the  London-Dublin  circuit,  where  the  land 
.lines  were  266  and  10  miles  respectively,  and  the  cable  66,  in  all 
S42  miles,  the  addition  of  resistance  at  Dublin  in  the  receiving  cir- 
cuit has  no  appreciable  effect,  because  the  length  of  land  line  ou 
this  side  is  too  great  to  permit  the  cable  to  be  sufficiently  charged. 
Here  the  speeds  are  40  and  80  respectively.  In  fact,  the  speed 
to  Cork  from  London  is  88  words,  or  nearly  as  high  as  London 
to  Dublin,  though  the  distance  is  greater,  the  English  line  being 
29b,  cable  62,  and  Irish  line  124  miles,  or  in  all  484  miles. 
Here  the  resistance  per  mile  of  the  wire  is  less,  the  wire  being 
of  a  larger  gauge ;  but  the  more  central  position  of  the  cable  has 
a  considerable  effect  Moreover,  the  resistance  of  the  English 
line  is  equal  to  only  149  miles  of  the  Dublin  line,  so  that  the  poten- 
tial of  the  English  end  of  this  cable  can  be  raised  above  the  cor- 
responding end  of  the  Holyhead  cable.  The  apparatus,  as  at 
present  made,  can  be  arranged  either  to  send  what  are  techni- 
cally called  permanent  currents,  or  to  represent  an  ordinary 
double  current  key ;  or,  secondly,  to  send  short  initial  and  final 
currents  separated  by  an  interval  of  insulation,  called  the  inter- 
mittent system ;  or,  thirdly,  a  strong  initial  and  final  current,  each 
followed  by  weaker  currents  of  the  same  sign,  the  strength  of 
which  can  be  regulated  with  great  exactness  by  the  amount  of 
resistance  which  is  placed  in  the  battery  circuit  This  is  called 
the  compensated  system. 

To  practice  the  system  of  working  is  this :  If  the  weather  be 
dry,  and  the  insulation  high,  the  intermittent,  or  perhaps  the 
compen^ted  system,  with  a  very  high  resistance,  giving  a  very 
weak  compensation  current,  is  used.  When  there  is  escape  from 
wire  to  wire,  the  permanent  system  or  the  compensated,  with  a 
low  resistanca  This  is  to  keep  out  the  stray  current  on  the 
same  principle  as  the  double  current  key.  In  the  case  of  con- 
tact it  is  sometimes  found  serviceable  to  add  resistance  at  the  re- 
ceiving end  of  the  circuit,  increasing  the  battery  power  ;  this  is 
simply  to  lessen  the  tendency  to  receive  the  leakages  from  the 
adjoining  wires. 
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It  has  been  already  shown  how  resistance  is  used  at  the  receiv- 
ing end  of  the  circuit  where  there  are  submarine  cables.  It  is 
used  on  ordinary  land  lines  for  a  similar  purpose,  that  of  balanc- 
ing the  position  of  buried  wires.  It  is  found  that  on  east  and 
west  wires  the  speed  is  decreased  about  noon.  The  cause  is  not 
clear,  but  it  probably  is  due  to  the  ordinary  diurnal  variation  in 
earth  currents.  There  may  also  be  something  due  to  the  in- 
creased resistance  of  the  wires  from  the  increased  temperature. 
In  aU  cases  speed  is  increased  by  inserting  a  shunted  condenser 
at  the  receiving  end. 

There  is  also  a  very  noticeable  amount  of  embaiTassment  due 
apparently  to  the  magnetic  inertia  of  the  electro-magnet  of  the 
receiver. 

On  short  circuits  it  begins  to  be  felt  with  permanent  currents 
at  70  words ;  with  intermittent  at  an  intermediate  speed  varying 
with  the  strength  and  duration  of  the  compensation  current  To 
overcome  this  defect  experiments  have  been  made  with  a  view 
of  dispensing  with  the  electro-magnet,  adopting  the  well  known 
principles  of  a  light  movable  helix  and  a  large  fixed  magnet,  or 
a  helix  within  a  helix.  It  may  be  interesting  to  state  the  actual 
speed  attained  in  practice  with  the  Wheatstone  apparatus. 

To  Aberdeen 60  words  per  minute. 

"    Sunderland. 90      "  *• 

"    Manchester  \ 

"    Liverpool..  V 120      " 

"    Cardiff....) 

'*'^  some  cases  as  many  as  four  intermediate  stations  are  intro- 
^^oecl  on  the  circuits  devoted  to  the  press,  on  which  1,000  words 
^^  Sent  simultaneously  to  each  station  in  twenty  minutes  with 
^S^arity.     For  news  work  the  ribbons  are  punched  in  dupli- 

^>  or  even  in  triplicate,  and  the  same  ribbon  is  used  for  several 
^^  of  stations  in  succession.     Indeed,  were  it  not  for  the  au- 

^atic  system,  it  would  be  difficult  for  the  Post-office  to  convey 
.  ^    large  amount  of  matter  handed  in  by  the  Press  Associa- 
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SIEMENS'S    AUTOMATIC   TELEGBAPH. 

The  following  description  of  this  ingenious  and  l)eautiful 
system  is  abridged  from  an  article  published  by  the  inventor,  Dr. 
Werner  Siemens,  in  1867.  The  perforated  paper  slip  is  employed 
for  effecting  the  transmission,  the  circuit  being  closed  directly 
through  the  perforations  in  the  paper,  somewhat  as  in  Bain's 
method,  while  a  polarized  ink-writer  of  peculiarly  delicate  con- 
struction is  used  for  receiving.  The  apparatus  consists  of  the 
following  parts : 

1.  The  perforator,  either  in  the  form  of  a  simple  hand  per- 
forator, or  a  more  complicated  and  effective  key  board  perforator, 
which  punches  the  despatch  in  the  paper  slip  in  the  form  of 
groups  of  circular  holes. 

2.  The  transmitter,  which,  by  means  of  alteraate  currents  of 
equal  duration,  either  voltaic  or  magneto-electric,  serves  to  trans- 
mit the  despatch  over  the  line. 

3.  The  receiver,  which  consists  of  a  j)olarized  ink- writer,  with 
sheet  iron  cores,  and  which,  owing  t<^)  its  freedom  from  residual 
magnetism  and  large  range  of  adjustment,  is  capable  of  recording 
very  rapid  pulsations. 

Besides  these  another  instrument  is  provided  for  the  purpose 
of  perforating  an  e^^uidistant  series  of  round  holes  of  uniform 
size  in  the  centre  of  the  paper  strip,  which  in  this  method  is  re- 
quired before  the  telegraphic  characters  proper  can  be  perforated. 
The  hoh^s  made  by  this  apparatus  in  the  strip  are  perfectly  uni- 
form, and  are  -^  of  an  inch  in  diameter  and  ^  of  an  inch  apart 

The  ])aper  strip  having  been  thus  prepared,  is  ready  to  be 
passed  through  the  regular  perforator.  The  hand  perforator 
being  the  simplest  will  be  fii-st  described.  Fig.  428  is  a  plan 
vi(nv  of  the  apparatus,  and  fig.  429  is  a  side  elevation,  looking 
froiii  A  towards  B.  The  three  horizontal  cylindrical  punches  1, 
2,  o,  arc  movable  in  the  direction  of  their  length,  and  are  capable 
of  being  forced  into  corresponding  apertures  in  the  steel  die 
plate  a.  ^J'he  pa})er  strip  5,  6,  having  already  been  provided  with 
the  middle  row  of  i)erf orations,  passes  between  the  die  plate  ex 
and  the  brass  guide  block  which  carries  the  punches.     The  dis- 
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tance  between  the  punches  1  and  2  is  -J-  of  an  inch,  while  that 
between  2  and  8  is  j[-  of  an  inch.  When,  therefore,  punches  1 
and  2  are  simultaneously  driven  through  the  paper  the  two  re- 
sulting perforations  are  ^  of  an  inch  apart  With  punches  1  and 
8  they  are  f  of  an  inch  apart 

The  perforations  are  made  at  a  uniform  distance  of  ^  of  an 
inch  one  each  side  of  the  middle  row  of  perforations,  and, 
as  will  be  shown  hereafter,  transmit  alternate  pulsations  in 
such  a  manner  as  to  produce  the  Morse  characters  upon 
a  polarized  recording  instrument  The  punches  are  driven 
through  the  paper  by  the  action  of  the  two  horizontal  levers  I 
and  Ij,  pivoted  respectively  at  m  and  m^.  The  adjacent 
free  ends  of  these  two  levers  are  cut  out  and  made  to  lap  over 
each  other  in  such  a  way  that  the  lever  I  will  act  upon 
punches  1  and  2,  and  the  lever  l^  in  like  manner  upon  1  and 
8.  The  flat  spring  n  n  serves  to  withdraw  the  punches  from 
the  dies  when  released  by  the  levers.  Either  of  the  levers  I 
or  Zj  may  be  operated  at  pleasure  by  pushing  the  knob  p  of 
the  handle  t  to  the  right  or  left,  which  causes  the  jointed  con- 
necting links  0  and  o^  connected  with  the  punch  levers  to  be 
brought  into  action. 

The  paper  strip  is  fed  by  the  wheel/,  which  has  a  row  of  equi- 
distant short  pins  upon  its  periphery ;  these  enter  into  the  centre 
line  of  holes  previously  perforated  in  the  strip,  which  latter 
enters  in  the  direction  of  the  arrow  at  1,  and  thence  is  led  through 
guides,  by  the  way  of  1,  2,  8  and  4,  round  a  smaller  but  similar 
wheel  r,  which  keeps  it  stretched  tight,  and  thence  leaving  this 
wheel  at  5  it  passes  between  the  punches  and  the  dies  back  to 
the  wheel  /  and  finally  under  the  jockey  roller  t,  when  it  is  re- 
leased by  the  blade  k  which  separates  it  from  the  wheel/  'J'he 
motion  of  the  latter  is  regulated  by  a  ratchet  wheel  on  its  axis, 
operated  by  means  of  a  pawl  and  lever,  which  latter  receives  its 
motion  from  the  rod  q.  The  lever  Z,  as  well  as  the  lever  l^  (the 
latter  being  lengthened  for  the  purpose)  act  upon  this  rod,  and 
push  the  pawl  forward  the  distance  of  one  tooth  or  two  teeth, 
according  to  which  lever  is  operated,  and  the  recoil  of  a  spiral 
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spring  pushes  the  ratx3het  wheel  forward  the  proper  distance  aitet 
the  punches  have  been  withdrawn  from  the  paper.  In  order  to 
form  the  space  between  the  successive  characters  provision  is 
made  for  advancing  the  paper,  without  punching  it,  by  depress- 
ing the  knob  p  when  in  its  middle  position.  This  is  eflEected  by 
the  angle  lever  s^  5^,  which  acts  upon  a  horizontal  bar  s,  as  seen 
in  fig  429.  This  acts  upon  the  pawl  in  the  same  manner  as  the 
rod  (J  before  described.  The  little  discs  cut  out  by  the  punches 
are  earned  away  by  the  channel  z,  fig.  429. 

In  order,  therefore,  to  compose  a  despatch,  the  knob  p  is 
puslied  to  the  right  to  form  a  dot,  to  the  left  for  a  dash,  and 
downward  to  form  the  space  after  each  letter — this  movement 
being  also  made  twice  at  the  end  of  each  word.  A  skilful 
operator  can  perforate  about  twenty  words  per  minute  with  this 
ins4;rument 

Siemens's  keyboard  perforator  serves  the  same  purpose  as  the 
one  just  described,  but,  like  Humaston's  apparatus,  perforates  a 
complete  character  by  a  single  touch  of  the  appropriate  key. 
This  enables  it  to  be  operated  at  a  much  higher  rate  of  speed 
than  the  hand  perforator.  Indeed,  a  skilled  operator  can  per- 
forate at  the  rate  of  forty  or  fifty  words  per  minute  by  the  aid 
of  this  machine. 

Fig.  480  is  a  plan  view  of  the  essential  parts  of  the  keyboard 
l)erforator,  which  w411  enable  its  operation  to  be  underetood.  A 
series  of  twenty  horizontal  cylindrical  punches,  cc,  are  arranged 
parallel  to  each  other,  passing  through  a  guide  bar,  and  a  corres- 
ponding series  of  dies  formed  in  the  steel  die  plate  g.  The  whole 
series  of  punches  pass  through  a  steel  si)ring,  n  ?i,  each  one  being 
formed  with  a  shoulder  which  gives  it  a  bearing  against  the 
spring.  Each  separate  punch  is  also  provided  with  a  spiral 
spring  in  addition,  which  is  not  A'isible  in  the  figure.  The  paper, 
previously  provided  with  a  centre  line  of  perforations,  as  before 
explained,  is  led  between  the  die  plate  g  and  the  guide  plate 
whicli  carries  the  punches,  and  is  fed  from  a  roll  P  over  the 
wheel  '/•  by  means  of  a  feed  wheel  /  precisely  like  that  in  the 
hand  puncher.     A  series  of  parallel  horizontal  push  bars,  b.h, 
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twenty-one  in  number  (one  more  than  the  number  of  punches^ 
collectively  movable  in  the  direction  of  their  length,  are  placed 
transversely  upon  the  bed  of  the  machine,  and  serve  to  act  upon 
the  punches  in  a  manner  hereafter  to  be  explained.  When  in 
their  normal  position  the  left  hand  ends  of  the  push  bars  are 
slightly  lower  than  the  plane  of  the  series  of  punches.  The  rigbt 
hand  end  of  each  of  the  bars  is  hinged  to  a  common  axis, 
mounted  upon  a  movable  frame. 

The  levers  a  a,  connected  with  the  keys  of  the  keyboard,  are 
very  thin  laterally,  but  of  sufficient  depth  to  give  the  necessary 
strength ;  they  are  brought  close  together  and  hinged  to  a  com- 
mon axis,  ttj  ttj,  from  whence  they  extend  backward  at  right 
angles  to  and  directly  underneath  the  series  of  push  bars.  When, 
therefore,  a  key  is  depressed,  the  coiresponding  lever  of  the 
series  a  a  is  raised,  but  as  its  upper  edge  beneath  the  push  bars 
is  cut  out  into  teeth  and  spaces  corresponding  -  to  the  character 
it  is  intended  to  represent,  it  does  not  lift  all  the  twenty-one 
push  bars,  but  only  such  as  are  required  to  operate  the  particu- 
lar combination  of  punches  which  will  perforate  the  corres- 
ponding character,  while  the  remaining  bars  are  not  moved.  In 
addition  to  selecting  the  proper  push  bars  and  raising  the  ends 
of  these  into  line  with  the  range  of  punches,  the  same  move- 
ment of  the  key  lever  lifts  a  rod  attached  to  the  crank  k  upon 
the  shaft  yfcj,  causing  the  latter  to  turn  upon  its  axis,  and  this, 
movement,  in  turn,  by  means  of  the  crank  Z;,,  actuates  a  device 
which  couples  the  axis  v  and  the  eccentric  movement  w  w  to  the 
constantly  revolving  pully  t^  which  is  kept  in  rotation  by  a 
treadle,  fly  wheel  and  band.  When  this  coupling  is  thrown  inta 
gear  by  the  depression  of  any  one  of  the  keys,  the  shaft  v  with  the 
eccentrics  u  u  instantly  makes  one  revolution  and  uncouples  it- 
self ;  the  whole  series  of  push  bars  is  driven  suddenly  to  the  left, 
and  such  of  them  as  have  been  raised  into  line  with  the  series  of 
punches  strike  against  their  corresponding  punches  and  drive 
them  through  the  paper,  returning  again  to  their  places  by  the 
action  of  the  spiral  springs  which  surround  them  as  soon  as  the 
push  bars  are  withdrawn.     The  push  bars  are  bevelled  at  the 
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^Qds,  and  the  transverse  horizontal  separating  blade  w  supports 
the  raised  bars  while  they  are  acting  upon  the  punches,  while 
the  remaining  bars  pass  Tinderneath  it. 

Owing  to  the  varying  length  of  the  telegraphic  characfers,  it 
IS  necessary  to  adopt  a  special  and  ingenious  device  for  feeding 
the  paper,  the  distance  which  must  be  pushed  forward  being  the 
g'^ter  as  the  character  last  perforated  is  longer, '  This  result  is 
obtained  by  means  of  a  lever,  A,  which  is  acted  upon  by  a  series 
of  pins  upon  the  push  bars.  These  pass  freely  underneath  the 
lever,  except  when  raised  by  the  action  of  a  key,  in  which  case 
they  strike  against  it  and  carry  it  along.  As  the  pins  act  at 
varying  distances  from  the  fulcrum  of  the  lever,  it  is  evident  that 
the  pin  which  strikes  the  nearest  to  the  fulcrum  will  communicate 
the  greatest  angular  motion  to  the  lever ;  therefore,  as  all  the 
characters  are  formed  commencing  at  the  rear  bar,  the  greater  the 
number  of  bars  required  to  form  the  character,  the  nearer  the 
fulcrum  of  the  lever  h  will  the  last  pin  strike,  and  the  greater 
will  be  its  angle  of  motion.  The  movement  of  the  lever  A, 
whether  greater  or  less,  is  communicated  by  the  rack  bar  i  to  the 
feed  dog  d,  which  slips  over  a  greater  or  less  number  of  teeth, 
according  to  the  extent  of  its  movement,  as  determined  by  that 
of  the  lever  h,  and  on  the  return  of  the  latter  by  the  power  of 
its  attached  spiral  spring,  it  turns  the  wheel /and  feeds  the  paper 
the  appropriate  distance.  The  hindmost  push  bar  has  no  corres- 
ponding punch,  as  it  is  merely  used  to  produce  a  spaca 

The  manner  in  which  the  telegraphic  signals  are  formed  and 
transmitted  by  means  of  the  perforations  will  now  be  explained- 
Fig.  431  represents  the  construction  of  the  transmitter  designed 
for  operating  with  magneto-electric  currents.  The  currents  are 
produced  by  the  revolution  of  a  cylinder  inductor  or  Siemens 
armature,  figs.  414  and  415,  which  is  shown  at  a,  being  placed 
hetween  the  poles  of  a  range  of  permanent  steel  magnets  m  m. 
As  we  have  already  seen,  this  arrangement  produces  two  electric 
pulsations  of  opposite  polarity  at  each  revolution.  The  toothed 
spur  wheel  2;  2;  is  turned  by  the  crank  i,  and  is  geared  to  a  pinion 
on  the  axis  of  the  inductor  a.     The  insulated  metallic  wheel  / 
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Fig,  431. 
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upon  the  crank  shaft  is  provided  with  pegs  upon 
its  periphery,  which  enter  into  the  middle  per- 
forations in  the  transmitting  strip  S  S,  and  carry 
it  forward  with  a  uniform  motion  in  the  direc- 
tion of  the  arrows.  The  proportion  of  the  gear- 
ing is  such  that  two  electric  pulsations  from 
the  inductor,  alternately  positive  and  negative, 
are  produced  during  each  advance  of  i  of  an 
inch  in  the  movement  of  the  perforated  strip. 
The  contact  jx>int  e  placed  on  the  end  of  a  curved 
spring  g,  which  is  mounted  upon  a  rocking 
lever  A,  is  caused  to  oscillate  by  the  action 
of  the  oval  cam  wheel  o  upon  the  axis  of  the 
inductor.  One  terminal  of  the  inductor  coil  is 
connected  with  the  earth  through  the  frame  of 
the  apparatus,  and  the  other  with  the  lever  h 
and  contact  point  e.  The  line  wire  is  connected 
with  the  insulated  metallic  wheel  f  by  means 
of  contact  springs  b  b^.  Consequently,  as  often 
as  the  contact  point  e  touches  the  periphery  of 
the  wheel /a  current  from  the  inductor  is  sent 
into  the  line.  If,  however,  the  perforated  strip 
of  paper  be  put  on  the  wheel,  then  the  current 
can  go  to  line  only  when  the  contact  point  e 
falls  into  one  of  the  perforated  holes,  otherwise 
the  circuit  will  be  interrupted  by  the  paper. 

Fig.  432  represents  a  part  of  a  perforated  slip 
containing  the  word  BERLIN  in  the  Interna- 
tional alphabet  The  middle  row  of  perfora- 
tions are  used  only  to  guide  the  paper,  all  the 
contacts  being  made  through  the  ui)per  row. 
The  contact  point  e  strikes  the  paper  every  -J- 
of  an  inch,  owing  to  the  action  of  the  mechan- 
isip,  and  is  charged  with  alternate  positive  and 
negative  pulsations  from  the  inductor,  as  de- 
noted by  the  -\-  and  —  signs  below.      The 


Fig.  432. 
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signals  are  received  upon  a  polarized  ink  writer  at  the  dis- 
tant station.  The  contact  point  goes  through  the  first  perfora- 
tion at  the  left,  and  transmits  a  +  or  marking  current  The 
next  succeeding  —  and  -4-  currents  are  cut  off  by  the  ab- 
sence of  perforations.     The  next  current  is  a  —  or  spacing  cur- 

M 


Fig.  483. 

rent,  which  goes  into  the  line  and  terminates  the  initial  dash  of 
the  B.  Then  three  +  or  marking  and  three  —  or  spacing  cur- 
rents are  sent  in  alternate  succession,  which  completes  the  final 
three  dots  of  the  B.  The  corresponding  characters,  as  they  are 
written  by  the  ink-writer,  are  placed  above  the  strip  for  compari- 
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son.  It  will  be  observed  that  all  signals,  whether  dots  or 
dashes,  are  commenced  with  a  +  current,  and  can  be  terminated 
only  by  a  —  current  The  apparatus  is  sometimes  arranged  with 
a'  treadle  instead  of  a  hand  crank,  and  it  may  be  arranged  to 
work  with  battery  currents  by  substituting  a  simple  reversing 
commutator  for  the  magneto-inductor  described. 


Jl^  434. 
Fig.  483  is  a  front  and  fig.  434  a  rear  elevation  of  the  ink- 
writer  used  on  tha  Indo-European  line,  which  has  its  wheel 
work  so  arranged  that  the  speed  may  be  instantly  changed  so 
as  to  adapt  it  either  for  automatic  or  hand  transmission,     Ita 
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geneml  construction  is  tbe  same  as  that  of  the  instrument 
shown  on  page  490,  having  an  external  spring  barrel  A,  an 
adjustable  ink  reservoir  B,  and  a  centrifugal  regulator  or  governor. 
The  principal  peculiarity  of  this  instrument  is  in  the  construction 
of  the  polarized  magnet  Within  the  single  coil  C  is  a  movable 
core  provided  with  pole  pieces  q  y^,  which  are  attracted  or 
repelled  according  to  their  polarity  by  the  permanent  magnet  M, 
which  is  made  adjustable  by  the  screw  o.  To  the  polo  piece  q 
is  attached  the  arm  u  which  carries  the  marking  wheel.  The 
other  arm  vibrates  between  the  adjustable  stops  s  and  ^  and  is 
provided  with  a  repeating  contact  spring  for  use  when  needed. 

The  recording  apparatus  is  provided  with  an  ingenious  and 
effective  self  starting  and  stopping  mechanism,  which  is  shown  in 
detail  in  fig.  434,  but  which  it  is  not  necessary  to  describe  in  this 
connection. 

The  automatic  apparatus  thus  constructed  and  operated  was 
used  on  the  Indo-European  line  as  early  as  1868.  It  has  for 
many  years  been  used  in  the  central  telegraph  station  at  Berlin, 
for  transmitting  weather  reports  in  several  directions  at  once. 
Siemens^s  automatic  system  may  justly  be  regarded  as  the  most 
ingenious  and  original  one  in  existence,  and  is  the  one  to  which 
rival  systems  have  been  indebted  for  many  of  their  most  valu- 
able and  even  essential  features. 

THE   AMERICAN   AUTOMATIC   TELEGRAPH. 

An  automatic  system  was  patented  in  the  United  States  in 
1869  by  George  Little,  of  New  Jersey,  in  which  the  perforating 
apparatus  was  operated  by  electro-magnetism.  The  paper  strip 
was  fed  to  the  cutters  by  a  feed  wheel,  carrying  a  revolving 
armature  upon  its  axis,  which  was  driven  by  an  electro-magnet, 
forming  a  small  motor.  The  punch  and  die  were  also  actuated 
by  electro-magnets.  The  perforator  was  manipulated  by  a  tablet 
formed  of  non-conducting  material  with  the  telegraphic  characters 
inlaid  in  metal,  and  a  style  or  circuit  closer  attached  to  one  pole 
of  the  battery  by  a  flexible  conductor,  the  other  pole  being  in 
connection  with  the  inlaid  characters  of  the  tablet     When  the 
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person  composing  the  message  drew  the  style  at  a  uniform  rate 
of  speed  over  one  of  the  inlaid  characters  upon  the  tablet,  alter- 
nate pulsations  of  electricity  were  produced  for  feeding  the 
paper  and  perforating  it  by  the  action  of  the  electro  magnet  The 
transmitting  machine  was  similar  to  that  of  Bain,  except  that  it 
was  driven  by  an  electro-magnetic  motor,  while  the  record  was 
made  by  electro-chemical  decomposition,  a  platinum  roller  being 
employed  in  place  of  the  iron  stylus  of  Bain. 

In  1869  a  telegraph  line  was  constructed  from  New  York  to 
Washington,  about  280  miles  in  length,  which  was  intended  to 
^  operated  by  this  system.     It  was  soon  discovered,  however, 
tliat  the  transmission  at  high  speeds  was  very  materially  retarded 
by  the  eflfects  of  induction,  which  caused  the  dots  and  dashes  to 
nin  into  each  other  and  become  indistinct  and  illegibla     The 
perforating  apparatus  was  also  found  to  be  totally  inadequate  to 
the  requirements  of  an  efficient  service.     Little,  in  1870,  suc- 
ceeded in  partially  overcoming  the  effects  of  inductive  action  by 
means  of  a  shunt  passing  around  the  receiving  instrument  in 
which  an  adjustable  rheostat  was  inserted.      This  device  ren- 
dered the  recorded  signals  much  more  distinct,  but  still  fell  short 
of  what  was  required.     Soon  afterwards  it  was  discovered  that, 
by  the  insertion  of  an  electro-magnet  in  the  shunt  passing  around 
the  receiving  instrument,  the  signals  at  high  speeds  and  on  long 
lines  were  vastly  improved.    This  effect  is  owing  to  the  opposing 
induced  currents  set  up  by  magneto-electric  action  within  the 
short  circuit  formed  by  the  shunt  and  the  receiving  instrument 
A  keyed  perforator  upon  the  same  general  principle  as  that  of 
Siemens -'-{fig.  430)  was  also  introduced,  by  which  the  transmit- 
ting slip  could  be  prepared  at  a  rapid  rate.     The  perforations,  as 
niade  by  this  machine,  are  arranged  in  two  lines  and  grouped  to 
form  the  dots  and  dashes  of  the  telegraphic  characters  in  the 
^nner  shown  in  fig.  485.     The  lower  row  of  perforations  are 
of  comparatively  small  size,  and  by  themselves  each  represent 
a  single  dot     The  dash  is  formed  by  two  of  these  smaller  per- 
foratioiis  in  the  lower  line  combined  with  a  single  large  perfor- 
ation ixi  the  upper  line.     The  circuit  closer  of  the  transmitting 
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machine  consists  of  two  small  rollers  running  side  by  side  and 
electrically  connected  together.  As  one  of  these  rollers  runs 
over  the  upper  and  the  other  over  the  lower  line  of  perforations, 
the  effect  produced  by  passing  over  a  group  of  two  small  perfor- 
ations and  one  large  one  is  to  close  the  circuit  three  times  as  long 
as  for  a  single  small  perforation,  so  that,  as  transmitted,  one  dash 
is  equal  to  three  dots. 

The  arrangement  of  circuits  shown  in  fig.  436  is  the  one  which 
has  been  adopted  for  long  circuits.  A  represents  the  transmit- 
ting and  B  the  receiving  station.  At  the  transmitting  station 
two  equal  batteries,  E  and  E^,  are  placed  in  the  main  circuit 
with  their  like  poles  towards  each  other,  and  normally  produce 
no  effect  upon  the  lina  When,  however,  the  battery  Ej  is 
shunted  by  the  closing  at  the  transmitter  of  the  short  circuit,. 


o      o 

ooo       ooooo       ooo       o 

Fij.  435. 

1,  2,  3,  4,  the  current  of  the  battery  E  passes  over  the  line  to 
the  receiving  station.  When  the  circuit  at  the  transmitter  is 
broken  the  flow  to  line  ceases,  and  the  return  or  static  charge  i& 
neutralized  by  the  magneto-electric  discharge  from  the  induction 
coil  M,  which  consists  simply  of  an  electro-magnet  with  its  arma- 
ture permanently  in  contact  with  its  polea  The  recording 
instrument  at  the  receiving  station  is  shunted  with  a  series  of 
helices  Mj  arranged  upon  iron  cores,  the  former  being  continuous, 
while  the  latter  is  divided  into  sections  which  may  be  connected 
or  disconnected  by  the  insertion  or  withdrawal  of  iron  contact 
plugs,  so  as  to  increase  or  diminish  the  length  of  core  under  a 
single  inductive  actioa  In  this  way  the  duration  of  the  dis- 
charge from  the  helices  may  be  adjusted  to  correspond  with  that 
of  the  line.     It  is  obvious  that  the  discharge  from  the  helices. 
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M^,  which  occurs  at  tke  termination  of  each  signal  passing  over 
the  line,  will  be  in  the  reverse  dii-ectiou  to  the  prioiarj  current, 
and  will  therefore  tend  to  neutralize  and  destroy  that  portion  of 
the  inductive  discharge  from  the  line  which  tends  to  pass 
through  the  receiving  instrument  at  B.  This  effect  is  greatly 
augmented  by  means  of  the  adjustable  condensers  C,  which  are 
arranged  in  conncctioTi  with  resistances  r  r  r^  so  that  the  tinie  of 
the  discharge  may  be  graduated  to  produce  the  best  eiJect     On 
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iV-/.  43  ti. 

very  long  circuita  it  has  been  found  advantageous  to  connect  the 
main  line  with  the  earth  at  one  or  more  intermediate  stations, 
including  in  this  derived  cirvuit  an  electro- magnetic  coil  cpf  viry 
great  res i stance,  a s  sh o \m i  in  1  ig.  43 *>.  Un  c i re i li t^  of  n i ut  1 1' i ; tte 
length  the  batter^'  E^  is  dis]ie!i,sed^viih  and  an  adjustable  rlicfi- 
Stat  is  placed  in  the  wire  3,  j^o  tluU.  the  tuirrcnt  prtssing  thron;^h 
M  may  be  regulated  to  produce  the  j>rnper  iud active  ei!ect    Tlio 
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oondensei-s  C  are  not  used  except  upon  very  long  circuits.  The 
above  described  improvements  in  the  American  system  are 
nearly  all  included  in  ihe  patents  of  T.  A.  Edison. 

AUTOMATIC  MECHANICAL  TRANSMITTERS. 

A  certain  class  of  instruments,  which  differ  in  some  important 
respects  from  the  automatic  apparatus  hereinbefore  described, 
and  which  from  their  construction  may  appropriately  be  termed 
automatic  mechanical  transmitters,  have  formed  the  subject  of  a 
series  of  inventions  and  improvements  ever  since  the  first  intro- 
duction of  the  Morse  telegraph,  although  they  have  not  thus  far 
proved  to  be  of  any  especial  value  in  a  practical  point  of  view. 
By  means  of  a  machine  of  this  kind  each  character  of  the  tele- 
graphic alphabet,  however  complex,  is  formed  and  transmitted 
over  the  line  by  a  single  touch  of  a  key,  as  in  the  type  printing 
instrument  Several  inventions  of  this  kind  were  made  and 
abandoned  by  Morse  during  the  experimental  stage  of  hia  in- 
vention which  preceded  its  introduction  into  actual  service.  A 
few  years  later  Mr.  A.  F.  Park,  of  Troy,  N.  Y.,  constructed  a 
very  elaborate  and  perfect  transmitter  of  this  kind,  which  gave 
excellent  results.  Many  other  inventors  have  attempted  the 
same  thing,  with  results  more  or  less  satisfactory. 

SIEMENS'S  AUTOMATIC   CYLINDER  TRANSMITTER. 

This  instrument  unites  the  two  functions  of  composing  and 
transmitting  messages  automatically,  by  means  of  a  single  ap- 
paratus of  comparatively  small  dimensions.  These  two  functions 
are  independent  of  each  other,  although  they  are  both  carried 
on  at  the  same  time.  The  cylinder  transmitter  is  placed  directly 
in  the  circuit  of  the  line,  and  the  message  is  composed  by  de- 
pressing the  keys  of  a  keyboard,  as  in  a  type  printing  instrument 
The  rapidity  with  which  the  keys  may  be  manipulated  depends 
upon  the  velocity  of  the  revolving  cylinder,  the  speed  of  which 
is  independent  of  the  working  of  the  keys.  The  message  is  re- 
ceived in  Morse  characters,  but  the  difference  in  the  length  of 
the  signals  and  spaces  does  not  depend  upon  the  time  the  keys 
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are  depressed ;  on  the  contrary,  they  always  appear  of  their 
normal  length,  whether  the  sender  occupies  more  or  less  time 
between  the  depression  of  two  following  keys.  The  spaces  be- 
tween the  words  are  produced  by  a  blank  key.  The  keys  are 
arranged  in  seven  rows  of  seven  keys  each,  in  such  a  manner 
that  the  letters  most  frequently  used  are  placed  most  con- 
veniently to  the  position  of  the  hand. 

The  apparatus  may  be  arranged  to  send  single  or  double 
(alternating)  currents,  with  or  without  earth  discharge,  according 
to  the  circuit  for  which  it  is  required. 

The  transmitting  capacity  of  the  apparatus  depends  upon  the 
rapidity  with  which  the  operator  is  able  to  finger  the  keys.  An 
expert  operator  can  touch  five  keys  per  second,  which  would 
produce  800  characters  per  minute,  equal  to  about  ninety  mes- 
sages per  hour.  The  advantage  which  is  intended  to  be  realized 
by  the  use  of  this  apparatus  is  a  material  increase  of  speed  with- 
out danger  of  defective  formation  of  signals,  as  in  hand  trans- 
mission* The  apparatus  may  be  used  at  any  moment  in  place 
of  the  ordinary  Morse  key.  Fig.  437  is  a  perspective  view  of 
the  instrument,  and  fig.  438  is  a  sectional  view,  showing  the 
essential  parts  of  the  internal  mechanism.  The  most  important 
feature  of  this  is  the  cylinder  D,  which  revolves  upon  its  axia 
The  periphery  of  the  cylinder  is  fitted  with  sliding  pins  s  s, 
placed  close  to  each  other  and  pamllel  with  the  axis  of  the 
cylinder.  These,  when  pressed  against  at  one  end  by  the  pusher 
n,  are  displaced  to  a  certain  distance  in  the  direction  of  their 
length.  Groups  of  displaced  pins,  variously  combined,  consti- 
tute types  for  the  automatic  transmission  of  the  telegraphic 
signals.  Thus  three  successive  displaced  pins  represent  a  dash ; 
a  single  displaced  pin  between  two  others  in  their  normal  posi- 
tion a  dot;  one  or  more  not  displaced  represent  a  space  of 
greater  or  less  length. 

By  the  depression  of  a  key  a  group  of  pins  is  displaced  from 
its  normal  position  upon  the  surface  of  the  cylinder,  the  group 
always  corresponding  to  the  character  representing  the  letter 
upon  the  depressed  key.      The  cylinder  is  also  caused  to  re- 
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volve,  by  the  effect  of  a  weight  or  spring,  to  an  extent  corres- 
ponding to  the  length  of  a  given  character,  thus  presenting  a 
new  series  of  pins  to  the  pusher  n. 


u         ^3 

Fig.  438. 

Each  key  T  (fig.  4S8)  is  connected  with  a  vertical  plate  of 
metal  S  in  such  a  manner  that  when  it  is  depressed  the  corres- 
ponding plate  S  is  pushed  forward.     The  projections  upon  the 
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edges  of  these  plates  (which  of  course  are  differently  arranged 
for  each  letter)  push  forward  a  series  of  horizontal  slides  Q  Q, 
of  which  there  are  nineteen  in  all,  each  operating  upon  a 
separate  pivot  d  lever  H.  Each  of  these  levers  is  provided  with 
a  pusher  it.  When,  therefore,  the  slides  Q  Q  are  pressed  for- 
ward they  act  upon  the  levers  H,  which  in  turn  push  forward" 
the  sliding  pins  s  8,  by  means  of  the  pushers  n.  A  pointer  i\ 
connected  to  the  axis  m  (upon  which  the  cylinder  D  rotates  in- 
dependently), is  geared  to  the  clockwork  within  the  cylinder, 
and  is  set  in  motion  by  the  spring  F,  which,  being  attached  to 
the  spindle  m,  is  made  to  wind  up  each  time  the  cylinder  rotates. 
The  cylinder  is  provided  with  ratchet  teeth  c,  in  which  engages 
a  spring  pawl  a,  having  an  inclined  projection  /  and  whenever 
this  pawl  is  engaged  with  the  ratchet  teeth  the  cylinder  remains 
at  rest  When  one  of  the  levers  H  is  moved  by  the  action  of  a 
finger  key,  so  as  to  displace  one  or  more  of  the  sliding  pins  5, 
these  latter  at  the  same  moment  disengage  the  pawl  a,  and  the 
cylinder  U  revolves  by  the  action  of  the  clockwork  until  the 
pawl  a  again  drops  into  gear.  The  pawl,  however,  is  kept  out 
of  gear  so  long  as  any  of  the  projecting  pins  8  are  passing  by  its 
inclined  projection  /  and  the  width  of  the  latter  is  sufficient  to 
allow  the  cylinder  to  revolve  for  an  additional  distance,  which 
corresponds  to  the  ordinary  space  between  the  characters.  It 
may  here  be  remarked  that  the  pushers  n,  after  acting  ui  on  the 
sliding  pins,  pass  beneath  the  line  of  the  pins  and  do  not  there- 
fore impede  the  motion  of  the  cylinder  D. 

The  pins,  after  passing  the  pawl  a,  are  carried  round  with  the 
cylinder  in  their  protruded  position,  and  the  pointer  i  in  passing 
over  them,  causes  the  contacts  to  be  made  by  which  the  currents 
are  transmitted  to  the  line.  This  is  accomplished  in  the  follow- 
ing manner :  Upon  the  pointer  t,  near  its  axis,  is  mounted  the 
bell  crank  lever  r,  to  one  arm  of  which  is  jointed  a  rod  which 
extends  along  tiie  pointer  beyond  its  extremity,  while  to  the 
other  arm  is  jointed  a  similar  rod,  which  extends  axially  through 
a  hollow  part  of  the  spindle  m,  on  which  the  pointer  is  mounted. 
When  the  pointer  i  passes  over  a  projecting  pin  the  radial  rod 
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is  pushed  inward,  which  causes  the  axial  rod  to  be  pushed  out- 
ward, thus  actuating  the  contact  lever  C,  which  acts  like  an 
ordinary  key  and  transmits  the  signals  to  the  line. 

After  the  pins  s  s  have  performed  their  office  they  pass  under 
a  fixed  incline,  which  restores  them  to  their  normal  position. 

The  pointer  t,  together  with  the  cylinder  D,  makes  jerking 
rotations  independent  of  its  own  motion  in  the  opposite  direc- 
tion, the  speed  of  the  pointer  being  regulated  by  the  fan  W. 
According  to  the  greater  or  less  rapidity  with  which  the  opera- 
tor presses  down  the  successive  keys  T  T,  either  the  jerking 
movement  of  the  cylinder  or  the  contrary  movement  of  the 
pointer  will  prevail ;  that  is  to  say,  in  the  former  case  the  pointer 
will  be  carried  further  round,  away  from  the  stop  A,  while  in 
the  latter  case  it  will  approach  the  stop,  moving  in  the  opposite 
direction,  or  in  other  words,  the  store  of  prepared  letters  between 
the  stop  A  and  the  pointer  t  will  be  either  diminished  or  aug- 
mented. The  entire  rotation  of  the  pointer  is  somewhat  less 
than  one  revolution,  and  as  soon  as  the  pointer  reaches  the  limit 
of  the  movement  which  is  allowed  for  storing  the  letters  which 
are  to  be  telegraphed  automatically,  a  bell  is  struck,  which  indi- 
cates to  the  operator  that  the  speed  of  fingering  the  keys  should 
be  lessened.  As  soon  as  the  operator  stops  working  the  keys 
no  more  pins  are  pushed  out,  the  pawl  a  drops  into  the  ratchet 
teeth  and  stops  the  movement  of  the  cylinder,  while  the  pointer 
i,  which  may  at  the  time  be  some  distance  behind,  will  still  con- 
tinue to  revolve  until  it  comes  in  contact  with  the  stop  A. 

This  apparatus  has  been  employed  on  the  line  between  Berlin 
and  Breslau,  in  Germany,  and  is  said  to  have  given  very  satis- 
factory results,  its  speed  of  transmission  being  somewhat  gi^eater 
than  that  of  the  Hughes  apparatus. 

SIEMENS'S  AUTOMATIC   CHAIN   TRANSMITTER. 

This  apparatus  somewhat  resembles  that  last  described,  except 
that  it  is  designed  to  produce  Steinheil's  writing,  consisting  of 
groups  of  dots  arranged  in  two  lines,  instead  of  Morse's.  The 
sliding  pins,  instead  of  being  disposed  on  the  periphery  of  a  cyl- 
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inder,  are  carried  by  an  endless  chain.  The  displacing  of  the 
pins  is  eflEected  in  much  the  same  manner  as  that  last  described. 
There  are,  however,  two  conta<;t  levers,  one  of  which  is  operated 
by  the  pins  which  are  made  to  project  to  the  right,  and  the 
other  by  those  which  project  to  the  left  One  contact  lever 
sends  positive  and  the  other  negative  currents  to  the  line.  For 
the  rest  the  apparatus  is  very  nearly  the  same  as  the  cylinder 
transmitter. 

SIEMENS'S   AUTOMATIC  TYPE-PRINTING  TELEGRAPH. 

This  apparatus  was  invented  in  1878,  and  so  far  as  external 
appearance  is  concerned,  is  very  similar  to  the  cylinder  trans- 
mitter illustrated  in  fig.  437.  The  internal  mechanism  will  be 
understood  by  reference  to  fig.  439.  The  message  to  be  sent  is 
composed  in  the  usual  manner  by  depressing  the  keys  in  proper 
succession  upon  the  key-board.  By  means  of  two  groups  of 
levers  H^  and  H,,  the  sliding  pins  8  s  are  displaced  in  one  di- 
rection or  the  other  upon  the  periphery  of  the  cylinder  D.  The 
displaced  pins  operate  upon  two  contact  levers  Cj  and  Cj, 
exactly  as  in  the  apparatus  illustrated  in  fig.  438,  and  as  the 
same  letters  of  reference  are  used  the  detailed  description  need 
not  be  repeated.  The  contact  levers  C^  and  C,  transmit  posi- 
tive and  negative  currents  of  equal  length  into  the  line,  by 
means  of  which  the  type-wheel  at  the  receiving  station  is  con- 
trolled ;  that  is  to  say,  the  letter  which  is  to  be  transmitted  is 
brought  into  position  to  be  printed.  To  accomplish  this  the 
type-wheel  is  provided  with  a  double  escapement ;  the  escape- 
ment, set  in  motion  by  currents  of  one  polarity,  advances  the 
type- wheel  by  leaps  of  four  letters  at  a  time,  while  that  set  in 
motion  by  currents  of  the  other  polarity  advances  it  but  a  single 
letter.  The  key-board  does  not  contain  the  numerals,  which 
latter  are  expressed  by  letters,  preceded  and  followed  by  a  special 
sign,  and  the  inventor  thus  succeeded  in  reducing  the  number  of 
pulsations  required  to  bring  the  type-wheel  to  any  given  letter 
to  a  maximum  of  eight  The  twenty  seventh  division  of  the 
type- wheel  is  blank,  because  twenty-seven  steps  cannot  be  made 
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Digitized  by  CjOOQIc 


786  THE  AUTOMATIC  TELEGRAPH. 

dicating  numerals,  and  the  thirty-first  for  the  space  between  the 
words.  The  type-wheel  returns  to  the  zero  point  after  the  print- 
ing of  each  letter.  The  speed  of  this  printer  is  ver;  consider- 
able, as  when  the  letters  are  arranged  in  proper  succession  but 
three  or  four  pulsations  on  an  average  are  required  for  each  let- 
ter, and  the  action  of  the  printing  mechanism  and  the  return  of 
the  type- wheel  to  zero  follows  almost  instantaneously. 

It  will  be  seen  that  this  printer  possesses  the  |  eculiarity  that 
the  operator  may  finger  the  keys  with  great  irregularity  provided 
it  is  done  in  proper  succession,  and  that  the  letters  are  stored  up, 
as  it  were,  in  the  transmitter,  and  sent  off  with  regularity  and 
precision  by  the  action  of  the  mechanism. 

PHELPS'S  AUTOMATIC  TYPE  PRINTING  TELEGRAPH. 

A  modification  of  the  electro-motor  type  printer,  described  in 
Chapter  XXXIV,  has  been  made  by  Mr.  Phelps,  in  which  the 
somewhat  complex  transmitting  mechanism  is  replaced  by  a 
circuit-closer  actuated  automatically  by  a  perforated  strip  of 
paper.  The  circuit  is  not  closed  directly  through  the  perfora- 
tions, but  by  means  of  a  device  arranged  upon  somewhat  the 
same  principle  as  the  Wheatstone  automatic  transmitter.  It  will 
easily  be  understood,  from  the  description  which  has  already 
been  given  of  the  printing  mechanism,  that  it  is  only  necessary 
that  the  distances  between  the  successive  perforations  should 
correspond  with  mathematical  accuracy  to  the  distances  apart 
upon  the  type-wheel  of  the  successive  letters  which  they  repre- 
sent, and  that  the  strip  should  be  carried  along  synchronously 
with  the  type-wheel  of  the  receiving  instrument,  to  insure  the 
proper  reception  and  printing  of  the  message. 

In  order  to  prepare  the  paper  strip  for  automatic  transmission 
Mr.  Phelps  has  invented  a  perforating  machine  operated  by  a 
key-board  precisely  like  that  of  the  electro-motor  instrument 
By  depressing  the  proper  keys  in  succession,  the  respective  single 
perforations  which  represent  the  various  characters  are  made 
in  the  paper  band  at  the  precise  distances  apart  required. 
Another  valuable  feature  of  this  perforator  consists  in  the  addi- 
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tion  of  a  type- wheel  by  means  of  which  each  letter  of  the  des- 
patch is  printed  above  the  perforation  representing  it,  and  by 
the  same  movement  of  the  mechanism.  The  perforator  may  be 
readily  operated  at  a  moderate  rate  of  speed  by  an  unskilled 
person,  and  hence  it  is  possible  for  correspondents  who  desire  to 
do  so,  to  prepare  their  own  messages  by  means  of  one  of  these 
machines,  and  it  would  also  be  possible  for  a  telegraph  company 
to  transmit  these  prepared  messages  at  a  very  low  rate.  A 
skilled  operator  can  work  Mr.  Phelps's  perforator  at  the  rate  of 
fifty  or  sixty  words  per  minute  with  ease. 

C.  H.  G.  Olsen,  a  Norwegian  mechanician,  has  quite  recently 
adapted  a  similar  automatic  arrangement  to  the  Hughes  instru- 
ment, which  was  exhibited  in  1876  at  the  tel^raphic  conference 
in  St  Petersburg. 

jaiie's  system  of  telegraphy. 

The  telegraphic  system  invented  by  G.  Jaite  of  Berlin,  in 
1868,  may,  perhaps,  be  properly  included  among  the  descriptions 
of  automatic  telegraphs,  although  the  automatic  feature  is  in  a 
great  measure  subsidiary  to  the  main  purpose  of  the  invention, 
which  is  to  provide  a  means  of  working  at  a  high  speed  to  any 
distance  however  great  This  is  accomplished  by  the  use  of 
what  may  be  termed  a  mechanical  repeater,  which  re- transmits  the 
signals  by  means  of  mechanism  set  in  action  by  a  sensitive 
electro-magnet 

Jaite's  apparatus  does  not  record  the  dots  and  dashes  of  th 
Morse  alphabet,  but  resembles  Steinheil's,  inasmuch  as  the  writ 
ing  consists  solely  of  dots  grouped  in  two  lines.  The  two  lineb 
of  dots  are  produced  by  positive  and  negative  currents  of  equal 
duration,  which  are  transmitted  by  means  of  two  Morse  keys  Tj 
and  T,  (see  fig.  440,  which  is  a  perspective  view  of  the  complete 
apparatus).  The  arrangement  of  the  keys  with  respect  to  the 
battery  and  the  line  and  earth  wires  is  shown  in  fig.  441,  in 
which  k  and  A^  are  the  key  axes,  n  and  n^  the  front  contacts, 
and  o  and  o^  the  rear  ,contacts.  B  is  the  main  battery.  When 
the  left  hand  key  is  depressed  a  positive  or  copper  current  is 
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sent  to  line,  while  the  right  hand  key  in  like  manner  sends  a 
zinc  or  negative  current 

The  receiving  apparatus  consists  of  two  electro-magnets  E, 
E,  (fig.  440)  whose  cores  are  normally  polarized  by  permanent 
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Fig.  441. 

magnets,  exactly  as  in  the  Hughes  apparatus  (page  625). 
When,  therefore,  no  current  is  passing,  the  armatures  of  both 
electro-magnets  are  attracted  by  their  poles.  If  by  means  of  the 
key  T^  a  positive  current,  or  by  the  key  T,  a  negative  pulsa- 
tion or  dot  is  sent  over  the  line,  then  one  or  the  other  armature 
is  released  and  flies  off  by  the  action  of  a  spring,  as  in  the 


Fig.  442. 

Hughes  instrument,  and  striking  one  of  the  detent  levers  U^ 
Uj  causes  the  corresponding  axis  carrying  a  cam  x^  or  Xj  to 
make  a  revolution.  This  is  effected  by  coupling  the  front  por- 
tion of  the  axis,  which  is  normally  stationary,  to  the  rear  portion, 
which  is  kept  in  constant  revolution  by  the  clockwork  K  driven 
by  a  weight  or  spring. 
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The  record  is  made  by  circular  perforations  in  the  paper  strip, 
which  represent  dots,  and  are  not  only  more  l^ble  llian  any 
other  mode  of  marking,  but  the  strip  may  be  used  without 
further  preparation  for  automatic  transmission  over  another  cir- 
cuit. The  perforating  mechanism  is  clearly  shown  in  fig.  442. 
The  revolution  of  the  cam  x^  in  the  direction  of  the  arrow  lifts 
the  urm  v,  and  depresses  the  arm  A,  of  the  punch  lever.  The 
paper  strip  is  fed  through  between  the  plates/  and  d  and  the 
punch  is  driven  through  it  by  the  depression  of  A„  while  the 
spiral  spring  underneath  returns  the  latter  to  its  position  again 
when  the  pressure  is  withdrawn.  Upon  the  completion  of  a 
single  revolution  the  cam  x^  is  caught  by  the  detent  lever  U„ 
which  in  the  meantime  has  returned  to  a  state  of  rest  A 
revolving  drouitdoBer  or  commutator  on  the  same  axis  with  the 
cam  X,  serves  to  retransmit  the  pulsation  into  the  next  circuit 
without  shortening  it,  as  the  ordinary  repeater  does,  and  this 
operation  may  be  repeated  indefinitely  upon  any  number  of 
circuits. 

It  would  require  too  much  space  to  refer  in  detail  to  l^e  great 
number  of  other  methods  of  automatic  telegraphy  of  more  or 
less  value  which  have  been  suggested  from  time  to  time.  It 
may,  however,  be  mentioned  that  Mr.  C.  Westbrook,  of  Penn- 
sylvania, in  1867  constructed  an  automatic  transmitter  in  which 
^e  embossed  characters  ]»oduced  by  the  Morse  raster  upon  a 
strip  of  paper  were  used  instead  of  perforations  to  operate  the 
circuit-closing  mechanism,  and  which  gave  very  satisfactory 
results  on  an  experimental  triaL 
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AUTOGRAPHIC  OR  COPYING  TELEGRAPHS.- 

Thb  autographic  telegrapli  has  never  been  practically  employed 
to  any  considerable  extent  in  the  transmission  of  messages.  The 
reason  of  this  is  partly  because  the  rate  of  transmission  has 
generally,  if  not  always,  been  too  slow  to  enable  them  to  be 
profitably  employed  for  the  transmission  of  ordinary  coinmunt^ 
cations,  and  partly  because  the  occasions  which  require  the  pro- 
duction of  an  autographic  copy  of  a  message  are  compam- 
latively  infrequent  From  the  fact  that  no  skilled  labor  m 
necessarily  required  for  the  transmission  of  despatches  upoa 
this  plan,  the  original  copy  being  prepared  by  the  sender  of 
the  message,  and  the  received  copy  being  in  condition  for 
immediate  delivery  as  it  comes  from  the  instrument,  many 
have  regarded  the  autographic  process  as  one  destined  ia 
future  to  furnish  a  less  expensive  mode  of  telegraphing  than 
any  hitherto  in  use.  Much  remaina  to  be  done,  however, 
before  the  realization  of  these  expectations  can  be  rrga]ded 
as  in  any  degree  probable,  although  some  of  the  methods 
already  invented  exhibit  a  high  d^ee  of  ingenuity,  and 
under  favorable  conditions  have  produced  very  excellent  re, 
8ult& 

BAKEWELL^S  COPYING  TELEGRAPH. 

In  1850  a  copying  telegraph  was  brought  out  by  Mr,  l\  C, 
Bakewell,  of  London,  by  which  despatches  were  transmitted 
in  the  actual  handwriting  of  the  sender.  The  apparatus  i^ 
represented  in  fig.  443.  c  is  a  metallic  cylinder  which  revolves 
at  a  rapid  and  uniform  rate  by  means  of  a  system  of  dock 
work  M.  A  toothed  wheel  upon  one  end  of  the  cylinder  gears 
into  a  pinion  upon  an  axis  which  is  parallel  to  that  of  the 
cylinder,  and  has  a  fine  screw  thread  cut  upon   it  for  its  en- 
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tire  length.  The  nut  q  is  capable  of  moving  laterally  upon  the 
screw  thread,  and  carries  an  arm  to  which  is  attached  a  metallic 
style  or  tracer  r,  the  end  of  which  rests  upon  the  surface  of 
the  cylinder  c.  It  will  readily  be  understood  from  the  arrange- 
ment of  the  mechanism  that  when  the  cylinder  revolves  the 
tracer  will  be  carried  along  laterally  by  the  thread  of  the  screw, 
and  will,  therefore,  describe  a  continuous  spiral  line  upon  the 
surface  of  the  cylinder.  Both  the  stations  in  correspondence 
are  provided  with  the  same  apparatus.  At  the  sending  station 
the  message  is  written  upon  a  sheet  of  tin  foil,  or  paper  hav- 


ing  a  metallic  conducting  surface,  with  a  pen  dipped  in  a  non- 
conducting ink  or  varnish — for  example,  a  solution  of  resin  in 
alcohol.  The  letters  thus  written  form  upon  the  conducting 
surface  a  number  of  non-conducting  lines,  which  suffice  to  m- 
terrupt  the  electric  contact,  although  the  deposit  of  resinous 
matter  is  so  slight  as  not  to  be  perceptible  to  the  touch.  At  the 
receiving  station  a  sheet  of  paper  of  the  same  size  is  used,  this 
being  chemically  prepared  in  the  same  manner  as  the  paper 
used  for  Bain's  method     The  arrangement  of  the  connections 
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is  shown  iti  fig.  444  The  litie  wire  L  forms  a  connection 
between  the  respective  eyliiiclers  c  jind  c\  through  the  frame 
of  the  cbxikwork  M  iM^.  R  R^  urc  tlie  key^,  nnd  B  B^  the 
main  batteries  ;  tlm  remaiiiirig  connections  will  be  readily  nu- 
de rstoo<.l  from  the  diat^ranu 


^ 

M 

Fitj.  414. 

The  message  on  tin  foil  is  lixcd  round  the  cyhndcr  c^  at  the 
transmitrino^  instrument,  which  insirnnient  in  a  counterpart,  in 
its  mechanical  arrangements,  of  the  receiving  one,  and  either 
of  them  may  be  used  to  transmit  or  receive  messages.  The 
metal  style  r  Avliich  is  in  conncctioTi  with  the  halterv^  presses 
on  the  tin  foil,  and  is  carried  along  by  an  endless  screw  as  the 
cylinder  revolves,  exactly  in  the  sann;  manner  as  tlte  iron  wire 
that  draws  lines  on  tlie  i>aj>er  on  the  receiving  instrnmcTitT 
which  i3  armnged  on  ihe  elertroeheniieal  ]ilan  of  Rain.  Tln^ 
varnish  writing  when  interposed  bctvvenn  ttje  :styk^  and  the 
tin  foil,  interrupt  the  electric  current;  cnnseqmmtly*  at  cvci-y 
part  where  the  electric  current  is  iritennpicd  by  tlic  vanii.<h 
at  one  instrument,  the  style  teases  to  make  mark^  npon 
the  paper  at  the  other  statinn.  Bodi  cylinchT^  are  si»  rc^""- 
nlated  that  they  rot^ite  cxiictly  logethci':  thcrcfnn',  ihc  suc- 
cessive   breaks    of    the    elettric    current  }tv  tlie  varnish  letters 
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cause  corresponding  gaps  to  be  made  in  the  lines  on  the 
paper ;  and  the  succession  of  these  lines,  with  their  successive 
gaps  where  the  letters  occur,  produces  on  the  paper  of  the 
receiving  instrument  the  exact  forms  of  the  letters.  The 
letters  appear  of  a  white  or  pale  color  on  a  ground  of  blue 
lines,  there  being  about  nine  or  ten  lines  drawn  by  the  wire 
to  make  one  line  of  writing. 

Bakewell  used  an  electro-magnetic  governor  to  attain  synchro- 
nism in  the  movements  of  the  two  apparatus,  without  which  it 
would  certainly  have  been  impossible  to  have  obtained  any 
satisfactory  results. 

CR0S*S  COPYING  TELEGRAPH. 

M.  Charles  Cros,  of  Paris,  has  invented  a  chemical  copying 
telegraph,  which  differs  in  construction  from  that  of  Bakewell 
in  the  style  travelling  round  the  cylinder,  instead  of  the  latter 
turning  underneath  the-  style,  and  in  the  adjustment  of  the 
synchronism  six  times  during  every  revolution.  The  apparatus 
consists  of  a  clockwork  driven  by  a  heavy  weight,  and  givirig  a 
horizontal  motion  to  the  cylinder  and  a  rotary  motion  to  an  axis 
carrying  the  style.  The  style  is  fixed  to  the  end  of  an  elbow 
piece,  and  travels  round  the  cylinder,  always  in  the  same  plane; 
but  as  the  cylinder,  when  the  apparatus  is  in  motion,  is  moved 
sideways,  the  style  describes  upon  its  surface  a  long  line  in  the 
form  of  a  close  helix.  The  styles  of  the  two  apparatus  do 
not  move  regularly,  but  are  arrested  and  released  six  times  in 
every  revolution,  for  the  purpose  of  regulating  the  synchronism. 
When  one  apparatus  goes  faster  than  the  other,  its  style  is 
arrested  by  the  armature  of  an  electro-magnet,  until  the  slower 
one  has  come  up  with  it  and  closed  the  circuit  which  releases, 
them  together. 

CASELLl'S   PANTELEGRAPH. 

As  early  as  1856  Ahh6  Caselli  made  his  first  experiments  with 
his   electro-chemical  copying  telegraph,  at  Florence,  Italy,  and 
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the  following  year  a  working  model  was  constructed  for  him  by 
Froment,  of  Paris.  For  several  years  Caselli  devoted  himself  to 
the  improvement  and  perfection  of  his  invention,  and  in  1865  it 
was  introduced  into  practical  service  both  in  France  and  Russia. 
Caselli's  apparatus  is  really  an  improved  form  of  Bakeweirs  in- 
vention. It  consists  substantially  of  three  parts — the  recording 
or  writing  apparatus,  the  mechanism  for  regulating  the  synchro- 
nism and  the  system  of  auxiliary  batteries  for  charging  and  dis- 
charging the  lina 

A  front  elevation  of  Caselli's  apparatus  is  shown  in  fig.  445, 
two  exactly  similar  instruments  being  employed  at  the  two  cor- 
responding stations.  A  pendulum  L,  about  six  feet  in  length,  is 
suspended  from  the  top  of  an  iron  frame  P  Q.  The  bob  M  of 
the  pendulum  is  of  iron,  loaded  with  lead,  and  weighs  about 
16  lbs.  The  latter  swings  between  two  electromagnets,  E  and 
E',  which  become  alternately  magnetic  by  the  action  of  a 
local  battery  0  B,  whose  circuit  is  closed  through  them  alternately 
by  the  action  of  the  second  pendulum  U.  The  alternate  action 
of  the  electro-magnets  E  E'  serves  to  keep  the  pendulum  L  in 
motion,  and  through  this  the  remainder  of  the  mechanism.  At  the 
right  side  of  the  frame  are  two  curved  metallic  tablets  XX',  one  of 
which  is  shown  in  fig.  445 ;  upon  this  is  placed  the  original 
message  which  is  to  be  transmitted  at  the  sending  station,  or  the 
prepared  paper  at  the  receiving  station.  Each  instruiucnt  having 
two  of  these  tablets  it  is  possible  to  transmit  and  receive  a  mes- 
sage at  the  same  tima  As  the  two  tablets  X  and  X'  are  exactly 
alike,  it  will  only  be  necessary  to  refer  to  one  of  them  in  this 
description.  Above  the  tablet  X  a  frame  p  qis  mounted  upon 
a  vertical  lever  A  B  (fig.  446),  which  turns  upon  its  centre  on  a 
horizontal  axis.  The  connecting  rod  Z  is  jointed  to  the  lower 
end  B  of  the  lever,  and  to  the  pendulum  rod  L.  Thus  the 
swinging  of  the  pendulum  rod  causes  the  frame  p  q  to  move  to 
and  fro  over  the  convex  surface  of  the  tablet  X.  The  adjustable 
counterpoise  K  K'  serves  to  balance  the  weight  of  the  frame  p  q 
upon  the  centre  of  motion  of  the  lever  A  B,  which  is  coincident 
with  the  axis  of  the  cylinder  of  which  X  is  a  segment 
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The  frame  p  q  carries  a  shaft  provided  with  two  screw  threads 
V  v\  each  of  which  is  clasped  by  a  nut  to  which  is  attached  a 
clamp  a.  At  each  complete  revolution  of  the  shaft  the  clamps 
are  caused  to  move  laterally  the  distance  of  one  turn  of  the  screw 
thread. 

The  revolution  of  the  screw  is  effected  by  an  escape  wheel  0 
(fig^.  446  and  447)  of  twelve  teeth.  A  fork  E  (fig.  447)  is  pivoted 
to  the  lever  A  B,  and  carries  two  pallets,  r  r\  which  alternately 
act  upon  the  escape  wheel.  The  fork  is  pushed  back  and  forth 
at  the  end  of  each  stroke  by  means,  of  the  tappets  h  h\  which 
alternately  strike  against  the  set-screws  m  w.     Hence,  at  each 


Fig,  446. 

oscillation  of  the  lever  A  B  towards  m  or  ??,  the  ratchet  wheel  0 
and  the  screws  v  v'  turn  through  one  twenty-fourth  of  a  complete 
revolution,  and  consequently  the  clamp  a  is  moved  laterally  one 
eighth  of  a  millimetre. 

If  a  style  be  fixed  in  the  clamp  a  (fig.  446)  so  as  to  press  by 
its  elasticity  against  the  surface  of  a  sheet  of  paper  laid  upon  the 
tablet  X  and  leave  a  mark  upon  it,  it  is  evident  that  by  the  oscil- 
lation of  the  frame  p  (/,  and  the  lateral  motion  at  right  angles, 
caused  by  the  screw  v  v\  the  whole  surface  of  the  sheet  would 
be  covered  with  parallel  ruled  lines  one  eighth  of  a  millimetre 
apart     The  apparatus,  however,  is  so  arranged  that  the  style 
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is  lifted  from  the  paper  while  passing  in  o'ne  direction  over  the 
tablet  X,  and  in  like  manner  upon  the  other  tablet  while  pass- 
ing in  the  opposite  direction.  The  mechanism  by  which  this 
movement  is  effected  is  shown  in  figs.  447  and  448. 

Two  metallic  bars  C  and  c  are  arranged  parallel  with  the 
screw  v,  and  are  of  the  same  length  of  the  latter.  Their  position 
is  shown  in  the  detached  cross  section,  fig.  448.  The  bar  C  is 
fixed  and  is  loosely  surrounded  by  a  quadrangular  piece  which 
is  connected  by  a  joint  with  the  nut  a'.     The  other  bar  c,  on  the 


Fig.  447.  Fig,  448. 

contrary,  terminates  in  pivots,  one  of  which  carries  an  arm  t 
(fig.  480).  The  clamp  or  wire  holder  a  is  attached  to  the  bar  c, 
as  shown  in  fig.  448.  When  at  the  end  of  the  stroke  the  tappet 
h  strikes  the  stop  m,  and,  acting  upon  the  arm  /,  lifts  the  style 
from  the  paper  by  slightly  turning  the  bar  c  upon  its  pivots.  The 
arm  I  in  like  manner  acts  to  drop  the  style  upon  the  paper  on 
the  return  movement. 

The  synchronism  of  the  corresponding  instruments  is  main- 
tained by  means  of  a  pendulum,  as  follows :  The  current  which 
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actuates  the  electromagnets  E  B'  is  derived  from  the  local  bat- 
tery O  B  of  considerable  power.  From  the  positive  pole  of  this 
battery  the  current  proceeds,  as  shown  by  the  fine  dotted  line  in 
fig.  445,  to  a  commutator  controlled  by  a  clockwork  and  pendu- 
lum Uj  which  latter  is  exactly  one  fourth  the  length  of  the  pen- 
dulum L,  and  therefore  vibrates  twice  as  rapidly.  When  the 
pendulum  U  is  in  a  position  of  rest,  the  contact  arm  t  rests 
against  the  stop  g^  and  the  local  circuit  is  continuous  through  the 
wire  b  to  the  contact  plate  F,  which  forms  part  of  a  double  com- 
mutator, set  up  on  both  legs  of  the  frame  and  represented  on  a 


ili^.  449. 

large  scale  in  fig.  449.  From  this  point  the  local  current  pro- 
ceeds alternately  to  the  electro-magnets  E  and  E',  according  to 
the  position  in  which  the  commutators  are  placed  by  the  vibra- 
tions of  the  pendulum  rod  L.  In  order  to  effect  this  a  sliding 
roller  V  is  fixed  upon  the  pendulum  rod,  which,  at  each  half 
oscillation,  alternately  strikes  against  the  two  pivoted  arms  k  and 
v.  Each  of  the  latter  rests  against  a  spring,  the  two  springs 
being  attached  respectively  to  the  contact  plates  F  and  N,  but 
when  in  a  state  of  rest  they  are  slightly  separated  from  the  lower 
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contact  plates  H  and  O.  When  the  pendulum  swings  to  and 
fro  the  roller  V  strikes  against  the  arms  k  and  k'  alternately,  and 
by  depressing  the  springs,  connects  F  with  H  or  N  with  O,  as 
the  case  may  be.  When  the  pendulum  is  in  an  intermediate 
position,  touching  neither  k  nor  k\  the  local  circuit  is,  of  course, 
open  at  F  and  N.  When,  however,  the  pendulum  has  nearly 
completed  its  swing,  for  instance,  towards  the  left,  and  contact 
is  made  between  F  and  H,  the  electro-magnet  E'  is  charged  and 
attracts  the  pendlura  bob  M.  The  same  action  takes  place 
alternately  upon  the  opposite  side,  and  these  impulses  are  suffi- 
cient to  keep  the  pendulum  in  motion  and  to  supply  the  slight 
power  needed  to  carry  the  moving  parts  of  the  machine  connected 
with  it 

In  order  to  release  the  pendulum  bob  M  at  the  completion  of 
its  swing,  the  local  circuit  is  broken  at  the  proper  moment  by 
the  pendulum  U  (fig.  445)  by  means  of  a  projecting  arm,  which 
touches  the  knob  i  and  lifts  the  spring  from  the  contact  pointy. 
The  same  operation  is  repeated  upon  the  opposite  side,  and  thus 
the  motion  of  the  pendulum  is  kept  up  indefinitely  or  until  ar- 
rested by  means  hereafter  to  be  described. 

It  will  now  be  easy  to  understand  how  the  synchronism  of  the 
large  pendulum  at  the  sending  and  receiving  station  is  controlled 
by  the  movements  of  the  small  pendulum  U,  which  is,  of  course, 
in  this  api  aratus  a  matter  of  the  utmost  importance.  The  knob 
i  (fig.  445)  may  be  adjusted  nearer  to  or  farther  from  the  arm  on 
the  pendulum  U  by  means  of  a  delicate  micrometer  screw.  In 
the  former  case  the  range  of  oscillation  of  the  large  pendulum 
L  decreases,  and  in  the  latter  case  it  increases. 

The  reader  will  now  be  able  to  understand  the  manner  in 
which  messages  are  transmitted  and  received  by  Caselli's  appa- 
ratus. At  the  sending  station  the  message,  or  any  drawing  or 
diagram  which  it  is  desired  to  transmit,  is  written  in  bold  lines 
with  ordinary  ink  upon  silver  paper,  so  called,  which  is  prepared 
expressly  for  the  purpose  by  coating  the  surface  with  tin.  This 
is  fastened  by  clips  upon  the  surface  of  the  tablet  X,  and  through 
the  clips  the  metallic  surface  is  in  connection  with  the  n^ative 
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pole  of  a  main  battery  and  with  the  earth,  while  the  positive 
pole  of  the  battery  is  attached  to  the  clamp  a  and  to  the  line. 
In  fig.  450  a  2  is  the  metallic  surface  of  the  paper,  L  B  tlie  Hue 
battery,  L  the  line,  and  E  the  earth.  When  the  pendulum  at 
the  sending  station  is  set  in  motion,  the  clamp  and  the  style 
attached  thereto  commence  to  traverae  the  entire  surface  of  the 
metallic  paper.  As  long  as  the  scyle  is  in  contact  with  the 
metallic  surface  the  main  battery  is  shunted  through  wire^  1,  2 
and  8,  but  whenever  this  contact  is  broken  by  the  style  passing 
over  the  insulating  writing,  its  current  passes  through  1  to  the 
line  and  through  the  clamp  a  at  the  receiving  station  and  finally 
to  earth.  The  clamp  holds  an  iron  wire  style  which  traverses  a 
sheet  of  paper  laid  on  the  tablet  X,  the  paper  being  chemically 


Fig.  450. 

prepared  according  to  Bain's  method.  As  the  pendulums  at  the 
receiving  and  sending  stations  swing  in  exact  time  with  each 
other,  it  is  manifest  that  when  the  style  at  the  sending  station 
passes  over  a  line  of  the  non-conducting  writing,  a  corrcRpond- 
ing  blue  line  will  l^e  drawn  upon  the  chemical  paper  at  the  re- 
ceiving station.  After  half  an  oscillation  of  the  pendulum  lias 
been  completed"  the  styles  are  moved  laterally  one  eight U  t>f  a 
millimetre,  but  as  the  clamp  and  style  are  lifted  from  tlio  p:i]ier 
during  the  last  half  oscillation  of  the  pendulum,  this  puiilion  of 
time  occupied  in  its  motion  is  lost,  but  may  nevertbeleM^  Ik* 
utilized  for  sending  another  message  in  the  opposite  direction  bj 
means  of  the  duplicate  portion  of  the  apparatus.     After  a  com' 
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plete  oecillation  the  styles  at  both  stations  will  have  moved  latei. 
ally  one  eighth  of  a  millimetre.  During  the  first  half  of  the 
second  oscillation  there  will  appear  upon  the  paper  at  the  receiv- 
ing station  a  second  series  of  blue  lines  exacdy  parallel  to  the 


first,  and  about  one  eighth  of  a  millimetre  distant  from  them. 
In  this  way  the  two  instruments  continue  to  operate  until  the 
style  at  the  sending  station  has  gone  over  the  whole  surface  of 
the  metallic  paper,  and  that  at  the  receiving  station  has  produced 
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in  parallel  ruled  lines  a  copy  of  the  despatch  written  upon 
the  metallic  paper.  A  fac-simile  of  such  a  despatch  as  received 
by  Oaselli's  apparatus  is  shown  in  fig.  451  of  the  actual  size.  In 
fig.  449  the  several  parts  of  the  apparatus  are  represented  in 
position  for  transmitting.  A  current  arriving  by  line  wire  1 
proceeds  by  way  of  S  and  G  to  the  clamp  which  carries  the  otyle, 
thence  through  the  chemical  paper  to  the  tablet  X  and  to  earth. 
If,  on  the  contrary,  a  message  is  to  be  sent,  the  switch  a;  is  turned 
on  z.  The  current  from  the  battery  at  the  sending  station  then 
proceeds  through  J  to  2  and  over  the  switch  to  y,  which  latter  10 
connected  with  U  by  a  wire  not  shown  in  the  figure.  From  U 
the  current  passes  by  A/  to  the  contact  S.  Here  it  finds  two 
routes,  as  already  shown  in  fig.  450,  one  direct  to  line  and  the 
other  the  shunt  route  through  the  transmitting  tablet 

The  effects  of  inductive  action  in  prolonging  the  signals  upon 
lines  of  considerable  length,  and  where  the  current  is  broken  and 
closed  with  rapidity,  has  been  referred  to  in  connection  with  the 
subject  of  automatic  telegraphs  in  a  preceding  chapter.  This 
difficulty  becomes,  a  very  serious  one  in  an  autographic  telegraph, 
as  the  edges  of  the  letters  become,  as  it  were,  blurred  and  iUegi- 
ble.  The  marks  are  not  of  irnif  orm  color  or  thickness,  but  are 
broadest  in  the  middle  and  tapered  off  at  the  ends.  The  method 
adopted  by  Caselli  to  overcome  this  difficulty  will  be  understood 
by  reference  to  fig.  452.  A  represents  the  sending  and  B  the 
receiving  station.  X  is  the  transmitting  and  X'  the  receiving 
tablet  P  is  the  main  battery  at  the  sending  station,  connected  as 
before  explained,  while  j?  and  p'  are  two  auxiliary  batteries  of 
three  cells  each,  placed  in  the  main  circuit  at  each  station,  the 
poles  of  the  latter  being  reverse  to  those  of  the  main  battery  P. 
The  opposing  current  set  up  by  the  batteriesj?  andj?^  is  not  suffi- 
cient to  materially  weaken  that  of  the  main  battery  P,  but  the 
instant  that  the  latter  is  cut  ofT  from  the  line  by  the  closing  of 
the  shunt  circuit  through  X,  the  discharging  current  is  met  and 
destroyed  by  the  current  of  the  battery  p\  and  thus  the  ends  of 
the  lines  upon  the  chemical  paper  are  cut  off  sharply  and  dis- 
tinctly.   At  the  same  time  the  constant  auxiliary  battery  p  keeps 
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the  line  A  B  constantly  charged,  and  thus,  at  each  closing  of  the 
battery  P,  tends  to  diminish  the  duration  of  the  variable  electric 
condition.  By  this  device  the  successive  pulsations  from  the 
battery  P  are  made  to  succeed  each  other  with  great  rapidity  ; 
even  as  many  as  300  per  second  have  been  sent  without  render- 
ing the  writing  indistinct  Caselli  also  found  that  the  leakages, 
which  occurred  by  reason  of  defective  insulation  between  p  and 
p'  had  a  favorable  eflEec^upon  the  speed  of  transmission.  Acting 
upon  this  suggestion,  when  working  on  very  dry  days  the 
line  between  Paris  and  Marseilles,  a  distance  of  900  kilometres 
(559  miles),  he  made  a  connection  between  the  line  and  the 
earth  at  Dijon,  an  intermediate  station,  in  which  he  inserted  a 


Fig,  452. 

rheostat  of  very  high  resistance.  On  shorter  lines  the  auxiliary 
batteries  are  not  required ;  for  example,  on  the  Paris-Lyons  cir- 
cuit the  insertion  of  an  adjustable  leak  is  found  to  be  sufficient. 
An  artificial  resistance  or  spark  coil  is  usually  placed  in  the  bat- 
tery circuit  at  the  sending  station,  to  diminish  the  spark  that 
would  otherwise  occur  at  the  opening  and  closing  of  the  shunt 
circuit  upon  the  transmitting  tablet 

In  order  to  exchange  signals  for  various  necessary  purposes,  a 
Moi^e  apparatus  is  combined  with  the  Caselli  apparatus  and 
thrown  into  circuit  momentarily  at  the  end  of  each  stroke  of  the 
large  pendulum,  which  renders  a  slight  addition  necessary  to  the 
commutators.      In  fig.  445  M  is  an  ink  writer  and  T  a  key. 
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The  contact  springs  N  and  F,  as  we  have  already  seen,  control 

the  working  of  the  pendulum,  while  D  and  r,  S  and  r'  serve  to 

^  p  at  the  Morse  apparatus  in  circuit  at  the  end  of  each  half  oscil- 


Fig.  463. 


^^.  The  arrangement  of  the  connections  is  clearly  shown  in 
&  44^  and  need  not  be  explained  in  detail.  The  switch  x  is 
^^^  on  2  to  transmit  and  on  w  to  receive. 
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When  the  apparatus  is  not  in  use  the  lever  G  G'  is  raised  and 
interrupts  the  contact  between  g'  and  g^  breaking  the  circuit  of 
the  local  battery  OB.  In  order  that  the  Morse  apparatus  may 
be  in  cirtjuit  when  the  autographic  apparatus  is  not  in  use,  the 
pendulum  is  caught  by  the  stopping  pins  p  or  p'  when  the  lever 
G  G'  is  raised,  which  holds  it  at  one  end  or  the  other  of  its  stroke. 
In  this  position  the  Morse  apparatus  is  directly  in  connection 
with  the  line,  so  that  both  stations  may  exchange  communications 
by  its  means. 

In  the  apparatus  employed  in  France,  a  perspective  view  of 
which  is  shown  in  fig.  453,  the  blue  lines  upon  the  chemical 
paper  have  a  length  of  111  millimetres  (4.37  inches),  and  this 
distance  is  passed  over  in  about  one  second,  at  each  half  oscilla- 
tion of  the  pendulum.  The  lines  being  one  fourth  of  a  milli- 
metre apart,  it  follows  that  the  time  required  to  go  over  a  de- 
spatch of  the  smallest  size  (27  millimetres  wide)  is  1  minute  48 
seconds.  On  such  a  paper  a  message  of  25  or  30  words  may  be 
written,  and  perfectly  reproduced  at  a  distance  of  300  miles. 
Hence,  45^  despatches,  of  20  words  each,  may  be  sent  per  hour. 
By  making  use  of  finer  writing,  60  despatches  of  20  to  25  words 
have  been  exchanged  in  an  hour  been  Paris  and  Lyons,  but  this 
is  a  speed  difficult  to  obtain  under  average  conditions. 

It  has  been  proposed  to  transmit  Morse  characters  by  the  Cas- 
elli  apparatus,  and  it  is  easy  to  see  how  this  could  be  accom- 
plished, but  it  would  necessarily  be  inferior  to  the  automatic 
apparatus  described  in  the  preceding  chapter. 

Meyer's  autographic  telegraph. 

In  order  to  do  away  with  the  inconveniences  inseparable  from 
the  use  of  chemically  prepared  paper  in  autographic  telegraphy, 
several  inventors  have  proposed  to  make  use  of  ordinary  paper, 
upon  which  the  marking  may  be  done  with  printing  ink.  A 
system  of  this  kind,  in  common  with  Bakewell's  and  Caselli's, 
involves  the  principle  of  the  synchronous  movement  of  two 
similar  parts,  such  as  cylinders,  conducting  plates  or  styles  ;  but 
differs  from  these  in  respect  to  the  receiving  apparatus,  which 
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consists  of  a  writiDg  point  or  marking  ^'lieel  controlleJ  by  an 
electro- raa^et 

One  of  the  niost  ingenious  and  effective  of  the  electro- magnetic 


J^.  4&  I, 


copjing  tclqg^raphs  is  that  of  Mi?yei\  wliieli  h  represented  in  fig. 
454,     At  muih  sUition  the  syueliroiiaualy  moving  iron  style  is  re- 
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placed  by  a  cylinder  B,  having  a  single  spiral  rib  forming  a 
screw  of  one  turn  projecting  from  its  circumferenca  The 
cylinder  B  revolves  rapidly  by  the  action  of  the  clock  work  M. 
At  the  sending  station  this  screw  glides  over  a  sheet  of  tin  foil, 
upon  which  the  communication  is  written,  as  in  Caselli's  arrange- 
ment At  the  receiving  station  an  ink-roller,  seen  at  the  left 
and  above  the  cylinder  B^  revolves  in  contact  with  the  edge 
of  the  screw  thread.  Just  beneath  the  cylinder  B  lies  a  band  of 
paper  taken  from  a  continuous  roll,  and  this,  together  with  the 
tin  foil  sheet  at  the  sending  station,  advances  a  small  fraction  of 
an  inch  at  each  revolution  of  the  cylinder. 

At  the  sending  station  the  screw  thread  upon  the  cylinder  B  is 
only  in  contact  with  one  point  upon  the  surface  of  the  metallic 
sheet ;  so  also  at  the  receiving*  station,  only  one  point  upon  the 
paper  band  can  be  in  a  position  to  be  brought  in  contact  with 
the  screw  thread  above  it ;  and  provided  the  movements  of  the 
parts  at  both  stations  are  perfectly  synchronous,  these  points  will 
always  correspond  upon  the  two  separate  instruments. 

At  the  transmitting  station  a  current  is  sent  to  the  line  as  often 
and  as  long  as  the  screw  comes  in  contact  with  the  non-conduct- 
ing writing  upon  the  tin  foil ;  this  is  accomplished  by  a  shunting 
arrangement  similar  to  that  of  Caselli,  consequently,  when  the 
screw  passes  over  the  conducting  metallic  surface,  the  current  is 
cut  off  from  the  line. 

At  the  receiving  station  tte  current  passes  through  an  electro- 
magnet, whose  action  raises  a  platen  located  directly  under  the 
cylinder  B,  and  the  paper  pressing  the  latter  against  the  inked 
edge  of  the  screw  thread,  thereby  produces  an  impression. 
As  the  two  instruments  revolve  synchronously  the  whole  series 
of  marks  will  be  an  exact  reproduction  of  the  writing  upon  the 
copy.  The  synchronism  is  regulated  by  varying  the  position  of 
the  ball  K  upon  the  rod  R,  the  whole  arrangement  forming  a 
conical  pendulum,  which  is  found  to  be  pmctically  efficient 

Lenoir's  autographic  telegraph. 

This  apparatus  bears  some  resemblance  to  Bakewell's  in  its 
form,  but  the  writing  is  performed  by  electro-magnetic  instead 
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of  electro-chemical  action.  Fig.  455  is  a  plan  of  the  connections 
at  the  sending  and  receiving  stations,  and  fig.  456  is  an  eleva- 
tion of  the  respective  instruments  in  which  the  connections  are 
also  shown.  In  fig.  456  A  and  a  represent  the  frame  enclosing 
the  clockwork,  which  turns  the  hard  rubber  cylinder  B  or  6  at 
the  sending  and  receiving  stations.  C  and  c  are  shafts  having  a 
screw  thread  cut  throughout  their  length,  upon  which  the  blocks 
D  and  d  are  moved  laterally  from  left  to  right  as  the  screws  re- 
volve. The  vertical  axes  F  or  /  are  connected  with  the  cylin- 
ders by  means  of  bevel  gear.     The  cylinders  make  15  revolutions 


l:b 


Fig.  466. 

per  minute,  while  the  vertical  shaft  makes  150  in  the  same  time. 
The  original  copy  of  the  message  is  written  in  the  usual  manner, 
with  non-conducting  ink  upon  metallic  paper.  This  is  wrapped 
around  the  cylinder  B,  which  is  so  arranged  that  it  may  con- 
veniently be  taken  off  for  this  purpose.  While  the  cylinder  is 
revolving  the  metaUic  paper  is  connected,  by  means  of  a  contact 
spring  which  presses  against  a  metallic  ring  on  the  end  of  the 
cyUnder,  with  the  copper  pole  k  of  the  main  battery  L  B.  The 
point  or  style  E,  which  rests  upon  it,  completes  the  circuit  only 
when  it  touches  the  metallic  paper  in  places  free  from  writing. 
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At  the  receiving  station  the  entire  surface  of  the  cylinder  B 
is  covered  with  a  thin  coating  of  indigo  ink,  and  loosely  wrapped 
in  a  sheet  of  thin  tracing  paper.  The  movable  block  d  carries  an 
electro-magnet  e,  which  has  a  tracing  point  attached  to  its  arma- 
ture. When  the  armature  is  released  the  point  falls  against  the 
paper  by  its  own  weight,  and  by  its  pressure  causes  the  opposite 
side  of  the  paper  to  take  up  ink  from  the  cylinder,  but  when  the 
armature  is  attracted  the  tracing  point  is  removed  from  the 
paper.  At  the  sending  station  the  vertical  axis  F  carries  six 
armatures  radiating  at  equal  distances  apart  like  the  spokes  of  a 
wheel,  which,  as  they  revolve,  pass  successively  over  the  poles 
of  the  two  electro-magnets  H  H ;  it  also  communicates  a 
rotary  motion  to  the  conical  pendulum  G  above  it,  which  serves 
to  regulate  the  synchronism.  The  shaft/at  the  receiving  station 
carries  a. fly-wheel  i  in  place  of  the  radial  armatures  at  the 
sending  station,  and  also  a  conical  pendulum  g.  At  the  lower 
end  of  the  same  shaft  is  a  cylindrical  commutator,  having  six 
conducting  segments  separated  by  insulating  pieces.  As  the 
commutator  revolves,  the  axis/  is  alternately  put  in  connection 
through  the  contact  springs  m^  andrnj  with  the  zinc  and  copper 
poles  of  the  main  battery  LB',  'i'he  axis /is  permanently  con- 
nected with  the  electro-magnet  e. 

The  synchronous  movement  of  the  clockwork  at  the  two 
stations  is  controlled  by  the  action  of  a  relay  R,  the  armature  of 
which  is  adjusted  by  means  of  its  retracting  spring,  so  that  it  re- 
quires the  combined  current  of  the  main  batteries  at  both  ends 
of  the  line  to  move  it 

By  reference  to  the  connections,  as  shown  in  figs.  455  and 
456,  it  will  be  seen  that  the  position  of  the  apparatus  is  such 
that  the  spring  m^  is  insulated,  while  spring  TWg  is  in  electrical 
connection  with  L  and/  If  we  suppose  the  tracing  point  E  to 
rest  on  that  portion  of  the  metallic  paper  not  covered  with  insu- 
lating ink,  the  main  battery  L  B  will  transmit  its  current  to  the 
line,  passing  through  the  relay  R  (but  not  affecting  it),  and 
thence  through  the  magnet  e  at  the  receiving  station,  causing  it 
to  lift  the  style  from  the  paper,  and  finally  passes  to  the  earth 
by  the  way  of  L  and  spring  m^. 
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If  now  the  clockwork  at  both  stations  be  set  in  motion,  the 
tracing  point  E  will  pass  over  the  non-conducting  lines  of  writing, 
breaking  the  circuit  for  a  greater  or  less  length  of  time,  and 
allowing  the  style  to  fall  back  against  the  paper  for  a  cor- 
responding period  of  time.  While  this  is  going  on,  however, 
the  main  battery  L  B',  at  the  receiving  station,  is  brought 
into  periodical  action  .by  the  commutator  L  on  the  vertical 
shaft  /  and  thus  its  current  is  thrown  upon  the  line,  in  addi- 
tion to  that  of  the  battery  L  B,  six  times  during  each  revo- 
ution  of  the  vertical  shaft/  Each  of  these  pulsations  will 
operate  the  relay  E,  closing  the  circuit  of  the  local  battery 
O  B,  and  thus,  by  means  of  the  electro-magnets  H  H  acting 
upon  the  radial  armature  J,  will  exert  an  accelerating  or  re- 
tarding influence  upon  the  shaft  R  As  this  correction  is 
applied  six  times  during  each  revolution,  the  movement  of 
the  machinery  at  the  sending  station  is  brought  into  perfect 
accord  with  that  at  the  receiving  station  without  difficulty. 

When  the  tracing  point  E  has  traversed  the  whole  surface 
of  the  copy  upon  the  cylinder  B  at  the  sending  station,  and 
the  style  has  in  like  manner  traversed  the  paper  at  the  re- 
ceiving station,  the  tracing  paper  is  removed  from  the  cylinder, 
and  the  writing  transferred  to  an  ordinary  sheet  of  paper  by 
means  of  a  press. 

Lenoir's  apparatus  is  very  ingenious  in  principle,  and  is  much 
more  simple  than  Caselli*s,  while  its  speed  of  transmission  is 
considerably  greater.  In  consequence,  however,  of  the  method 
of  operating  with  two  diJfferent  strengths  of  current,  the  syn- 
chronism is  maintained  with  great  difficulty  upon  a  line  having 
any  escapes  or  faults  which  give  rise  to  fluctuations  in  the 
strength  of  the  working  current' 

sawyer's  AUTOGRAPHIC  TELEGRAPH. 

Mr.  W.  E.  Sawyer,  of  Washington,  D.  C,  has  recently  in- 
vented an  autographic  system  possessing  several  novel  fea- 
tures. In  this  method  the  original  messages  are  written  on 
ordinary  writing  paper,  with  common  ink,  containing  a  little 


Digitized  by  CjOOQ IC 


BONELLI'S  TYPO-TELEGRAPH.  768 

glycerine,  to  prevent  its  drying  too  rapidly.  The  writing 
is  then  dusted  with  powdered  shellac,  and  laid,  face  down- 
wards, upon  a  thin  plate  of  clean  zinc.  The  plate  and  paper 
are  next  passed  between  heated  rollers,  by  which  process  a 
reversed  copy  of  the  writing  is  transferred  to  the  zinc  plate 
in  non-conducting  lines,  the  whole  process  occupying  but 
three  or  four  seconds.  The  metallic  plate  is  finally  bent  ix)und 
-a  cylinder,  similar  to  that  of  Lenoir's  apparatus,  while  at  the 
receiving  station  a  sheet  of  chemical  paper  is  wrapped  round  a 
similar  cylinder.  Each  cylinder  is  driven  by  a  small  electro- 
motor provided  with  a  heavy  fly-wheel.  The  synchronism  is 
adjusted  at  one  point  during  each  revolution  of  the  cylinders; 
this  is  effected  by  the  transmission  of  a  pulsation  of  reverse 
polarity,  which  retards  the  movement  of  either  cylinder  in  case 
it  tends  to  run  faster  than  the  other.  The  original  copy  being 
reversed  upon  the  zinc  plate,  it  is,  of  course,  necessary  to  run 
the  receiving  instrument  in  the  opposite  direction,  in  order  to 
bring  out  ihQ  facsimile  as  it  should  be.  By  a  peculiar  arrange- 
ment of  the  line  batteries,  which  it  is  difficult  to  explain  without 
a  diagram,  Mr.  Sawyer  has  succeeded  in  overcoming  much  of 
the  difficulty  heretofore  experienced  in  autographic  systems, 
owing  to  the  effects  of  electro-static  induction  upon  long  lines. 
It  is  obvious  that  the  above  described  process  of  transfer- 
ring the  original  messages  from  ordinary  paper  to  a  metallic 
plate  for  transmission,  is  a  vast  improvement  over  the  method 
of  Caselli  and  his  successors,  who,  as  we  have  seen,  make  use  of 
metallic  paper.  The  plate  itself  is  not  only  a  far  better  con- 
ductor, but  the  lines  of  insulating  writing  are  much  harder  and 
sharper,  and  the  transmission  more  exact  and  perfect  than  when 
the  metallic  paper  is  used. 

BONELLl'S  TYPO-TELEGRAPH. 

This  system,  invented  by  the  Chevalier  Bonelli,  of  Italy, 
resembles  somewhat  both  the  automatic  and  autographic  systems 
which  have  been  described.  The  message  to  be  transmitted  is 
first  set  up  in  type  arranged  in  a  single  line,  with  the  necessary 
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punctuation  points  and  spacea  The  type  are  then  made  to  pass 
underneath  a  comb  having  five  metallic  teeth,  as  shown  at  M  in 
fig.  467.  Each  of  these  teeth  is  insulated  from  the  others,  and 
is  connected  with  a  separate  line  wire.  At  the  receiving  station 
the  line  wires  L  are  connected  with  five  metallic  styles  N,  which 
also  form  a  comb,  and  these  rest  on  a  strip  of  chemically 
prepared  paper.  The  line  of  type  and  the  chemical  paper  are 
made  to  pass  under  the  respective  combs,  at  a  uniform  rate,  by 
means  of  suitable  clockwork.  The  principle  of  operation  being 
the  same  as  in  Bain's  telegraph,  heretofore  described,  it  will 
readily  be  seen  that  each  letter  passed  over  at  the  sending  station 
will  be  reproduced  at  the  receiving  station  by  five  rows  of 
colored  dashes,  which,  taken  collectively,  represent  in  succession 
the  individual  letters  which  appear  as  shown  in  fig.  457.     The 


Fig.  46t. 

accuracy  of  the  synchronism  is  in  this  apparatus  a  matter  of 
comparatively  little  importance.  If  the  receiving  instrument 
runs  slower  or  faster  than  the  sending  instrument  the  letters  will 
be  compressed  or  extended,  but  their  characteristic  form  will 
remain  unaltered. 

Instead  of  iron  Bonelli  found  it  preferable  to  employ  platina 
for  the  material  of  his  marking  styles.  The  paper  is  prepared 
with  a  solution  of  nitrate  of  manganese,  which,  under  the  action 
of  the  current,  produces  nitric  acid,  and  leaves  a  brown  mark. 
Unfortunately  this  solution  is  much  less  sensitive  than  the 
prussiate  of  potash,  and  necessitates  a  more  powerful  current 

The  arrangement  of  circuits  preferred  by  Bonelli  is  shown  in 
fig.  458,  which  represents  a  single  one  of  the  five  wires  em- 
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ployed.  I  is  the  sending  and  TI  the  receiving  station.  M  is  the 
platinum  tracing  point  or  circuit-closer  which  traverses  the  type 
A  B.  At  the  receiving  station  N  is  the  marking  point  and  C  I) 
the  chemical  paper.  The  main  batteries  P  and  P'  at  the  respec- 
tive terminals  of  the  line,  are  placed  with  like  poles  to  the  line 
(zinc  in  both  cases).  The  copper  pole  of  P  at  the  sending 
station  is  to  the  earth,  while  at  the  receiving  station  the  copper 
pole  of  P'  is  connected  to  the  marking  point  N.  The  chemical 
paper  C  D  rests  on  a  metallic  plate  in  direct  connection  with  the 
earth.  The  main  battery  at  the  sending  station  is  divided  into 
two  unequal  sections  P  and  /),  either  section  of  which  may  be 
used  at  pleasure,  being  thrown  in  or  out  of  circuit  by  a  switch. 
This  battery  is  shunted  by  the  circuit-closer  M  whenever  contact 


I.       F 
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Fig.  468. 

is  made  with  the  type  A  B,  and  this  permits  the  current  of  the 
battery  P'  to  traverse  the  line  and  make  a  mark  on  the  chemical 
paper. 

On  a  well  insulated  line  the  opposing  batteries  may  be  of 
equal  strength  ;  indeed,  it  is  advantageous  to  make  the  batterv 
P'  at  the  receiving  station  somewhat  the  stronger,  though  not 
sufficiently  so  to  mark  the  paper.  If,  on  the  contrary,  the  line 
is  subject  to  considerable  escape  and  leakage,  then  the  battery 
P  -f-  p  should  be  increased,  in  order  to  compensate  for  the  weak- 
ened current  produced  thereby. 

The  apparatus  itself  consists  of  a  car  A  B  (Sg.  459),  run- 
ning back  and  forth  on  the  rails  H  H'  and  K  K',  which  form  a 
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track.  The  car  passes  under  two  combs  M  and  N,  M  being  the 
sending  and  N  the  receiving  comb.  On  the  upper  surface  of 
the  car  is  a  metalhc  frame  D,  which  holds  the  types,  and  another 
one  C,  which  supports  the  chemical  paper.     These  pass  success- 


Fig.  459. 

ively  under  the  combs  M  and  N,  so  that  the  transmission  of  one 
message  is  always  followed  immediately  by  the  reception  of 
another.  At  the  other  station  the  arrangement  is  reversed,  the 
types  being  placed  in  the  rear  and  the  chemical  paper  in  front 


Fig.  460. 

The  combs  M  and  N  are  fixed  upon  hinges  a  6,  and  are  raised 
and  lowered  by  the  car,  as  it  traverses  the  track,  by  means  of 
suitable  projections  c  d  upon  its  sides  (figs.  459  and  460).  A 
third  comb  P  serves  as  a  commutator,  and  is  made  to  connect 
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the  five  line  wires  with  the  earth  by  dipping  into  a  vessel  of 
mercury  Q,  when  a  message  is  to  be  received. 

The  car  is  moved  by  clockwork,  through  the  intervention  of  a 
cord  V.  When  at  rest  it  is  in  contact  with  a  bufEer  Z,  at  both 
stations,  in  which  position  it  is  retained  by  means  of  a  detent, 
this  being  so  arranged  as  to  be  released  by  the  action  of  an  electro- 
magnet The  magnets  at  both  stations  are  connected  with  one 
of  the  line  wires  through  the  buffer  Z ;  hence,  when  the  first 
current  ia  sent  they  become  magnetic,  releasing  the  car  and  clock- 
work by  means  of  the  detent  Both  cars  start  at  the  same  time 
and  complete  their  journey  in  15  to  20  seconds,  during  which 
time  two  despatches  of  26  to  30  words  each  are  exchanged.  The 
car  is  then  replaced  in  its  former  position,  supplied  with  a  fresh 
message  in  tjrpe  and  another  sheet  of  chemical  paper,  and  the 
operation  is  repeated. 

Owing  to  the  great  number  of  wires  required,  this  telegraph, 
although  a  very  ingenious  one,  has  never  proved  to  be  of  any 
commercial  valua  An  American  inventor  has  devised  a  method 
of  perforating  the  Boman  letters  in  a  strip  of  paper  by  means  of 
a  key-board  perforator,  which  is  an  improvement  upon  Bonelli^s 
type  method,  but  still  remains  open  to  the  same  objections  in  a 
practical' point  of  view. 
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SIMULTANEOUS  TRANSMISSION  IN   OPPOSITE  DIREOTIONa 

The  various  methods  which  have  been  devised  of  simulta- 
neously transmitting  two  or  more  communications  in  the  same  or 
opposite  directions  over  a  single  wire,  including  the  duplex, 
quadruplex  and  other  similar  combinations,  may  be  appropri- 
ately classed  under  the  general  head  of  multiple  telegraphs. 
The  possibility  of  making  use  of  a  single  wire  for  the  simulta- 
neous transmission  of  two  or  more  communications  seems  to 
have  first  suggested  itself  to  Moses  Q.  Farmer,  of  Boston,  about 
the  year  1852.  He  proposed  to  employ  two  rapidly  revolving 
synchronous  commutators,  one  at  each  end  of  the  line,  which 
would  serve  to  bring  the  latter  successively  and  simultaneously 
into  connection  with  two  or  more  short  branches  at  each  terminus, 
in  each  of  which  ordinary  telegraphic  apj)aratus  might  be  inserted. 
Thus  the  current  in  the  corresponding  branches  at  either  station, 
though  apparently  continuous,  would  actually  be  composed  of 
rapidly  recurring  synchronous  pulsations.  From  the  difficulty 
of  maintaining  synchronism  between  the  corresponding  instru- 
ments and  other  causes,  nothing  of  practical  value  resulted  from 
the  invention,  though  successful  experiments  were  made  on  a 
small  scale  on  one  of  the  municipal  lines  of  Boston  in  1852. 
The  same  idea,  however,  has  more  recently  been  carried  out  by 
Meyer,  who  exhibited  at  Vienna,  in  1873,  an  apparatus  upon 
this  principle  capable  of  transmitting  four  simultaneous  commu- 
nications, which  will  be  described  hereafter. 

The  methods  of  multiple  transmission  which  within  the  past 
few  years  have  proved  to  be  of  so  much  value  in  practical  tele- 
graphy, are  based  upon  an  entirely  diflEerent  principle  from  the 
above,  which  may  be  properly  considered  an  outgrowth  of  the 
invention  of  Dr.  Wilhelm  Gintl,  Director  of  the  Austrian  State 
Telegraphs  in  1853— ^an  invention  which  directed  the  labors  of 
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bodi  European  and  American  inventors  into  a  new  and  fruit- 
txxi  field. 

The  different  methods  or  processes  of  multiple  transmission 
may  be  conveniently  classified  as  follows : 

1.  The  simultaneous  transmission  of  two  communications  in 
opposite  directions, 

2.  The  simultaneous  transmission  of  two  communications  in 
the  same  direction. 

3.  The  simultaneous  transmission  of  four  communications, 
tiuo  in  each  direction. 

The  simplest  of  these  processes  and  the  earliest  to  be  success- 
fully employed  in  practice,  is  that  first  mentioned,  viz.,  simul- 
taneous transmission  in  opposite  directions.  The  conditions  to 
be  fulfilled  in  practically  carrying  out  this  method  of  tel^raphy 
are — first,  that  the  receiving  instrument  at  the  home  station  shall 
remain  entirely  unaffected  by  the  movements  of  the  transmitting 
key  at  that  station,  while  at  the  same  time  it  shall  remain  free 
to  respond  to  the  currents  transmitted  by  the  key  at  the  distant 
station ;  and  second,  that  the  in-coming  currents  from  the  distant 
station  shall  always  be  provided  with  an  uninterrupted  passage 
to  the  earth,  through  the  apparatus  of  the  home  station 

gintl's  method. 
As  previously  stated,  the  first  effort  in  the  direction  of  a  prac- 
tical solution  of  the  problem  in  question  was  made-  by  Dr.  Gintl, 
whose  experiments  were  performed  on  the  line  between  Prague 
and  Vienna  in  July,  1863.  In  Gintl's  method  the  first  condition 
was  fulfilled  by  the  use  of  a  differential  relay — that  is,  a  relay 
whose  helices  are  composed  of  two  distinct  wires,  one  of  which 
is  traversed  by  the  main  line  current,  and  the  other  by  that  of  a 
local  or  equating  battery.  These  coils,  wound  in  opposite  direc- 
tions upon  the  cores,  when  connected  in  their  proper  circuits, 
exert  equal  and  opposite  magnetic  effects  upon  the  relay,  so  that 
when  the  key  is  depressed,  although  the  entire  current  of  the 
main  battery  passes  through  one  wire  of  the  relay,  it  still 
remains  perfectly  unaffected.     In  order  to  close  the  circuit  of 
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the  main  and  equating  battery  at  the  same  instant  a  double  key 
is  used,  consisting  of  two  separate  levers  insulated  from  each 
other,  connected  together  by  an  insulating  cross-piece,  and 
having  in  front  a  common  knob.  Fig.  461  is  a  plan  of 
Gintrs  arrangement ;  ab  c  and  a'  J'  c'  represent  the  double  key. 
The  equating  circuit  I  11,  represented  by  dotted  lines,  passes 
through  one  wire  of  the  relay  (usually  the  outer  and  thicker). 
It  includes  a  local  battery,  and  is  opened  and  closed  by  the  key 
at  a  h.  The  front  contact  of  the  other  side  of  the  key  is  con- 
nected  to  the  positive  pole  of  the  main  battery  L  B,  the  negative 


pole  being  to  earth.  The  middle  contact  or  key  axis  V  is  con- 
nected to  the  other  coil  of  the  relay  by  the  wire  1,  and  thence  to 
the  line  wire  at  2.  The  rear  contact  c'  of  the  key  is  connected 
directly  to  the  earth. 

By  inspecting  the  connections  it  will  be  seen  that  when  the 
double  key  at  station  A  is  depressed,  the  current  of  the  main 
battery  at  that  station  is  sent  to  line  through  one  wire  of  the 
relay,  while  at  the  same  instant  the  circuit  of  the  equating  battery 
passes  in  the  opposite  direction  through  the  other  wire  of  the 
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relay.  If,  therefore,  the  strength  of  the  equating  current  has 
been  properly  adjusted,  the  effect  of  the  current  transmitted  to 
line  will  be  entirely  neutralized,  as  far  as  its  action  upon  the 
home  relay  is  concerned. 

If,  now,  while  the  key  at  station  A  is  transmitting  a  current 
to  the  line,  that  of  station  B  is  also  depressed,  the  main  bat- 
tery at  B  is  put  to  line  with  its  poles  reverse  to  that  of  the 
battery  at  A,  and  the  current  of  the  main  line  disappears. 
Thus  the  equilibrium  previously  established  by  the  equating 
battery  is  destroyed,  and  the  relay  at  A  will  give  a  signal 
corresponding  to  the  time  the  key  at  B  remains  depressed 
During  the  whole  time  that  the  key  is  kept  down  at  A  the 
relay  at  B  will  respond,  whether  the  key  at  B  is  depressed  or 
not,  because,  as  we  have  seen,  the  effect  of  B's  own  current 
upon  his  relay  is  neutralized  by  his  equating  battery.  If, 
therefore,  both  stations  work  their  apparatus  at  the  same 
moment,  the  respective  relays  will  respond  properly  thereta 

There  is,  however,  one  position  of  the  apparatus  in  which 
the  signals  transmitted  from  one  station  are  not  perfectly  re- 
ceived at  the  other.  This  is  when,  during  the  manipulation 
at  either  station,  the  lever  of  the  key  is  removed  from  the 
back  contact  c  c'  until  it  touches  the  front  contact  a  a\  or 
vice  versa.  In  these  cases  the  main  circuit  is  momentarily 
interrupted  at  J,  interfering  with  the  signal  which  should  be 
given  by  the  relay  at  the  same  station.  Thus,  the  second  of 
the  two  conditions  referred  to  is  imperfectlv  fulfilled  by  this 
apparatua  In  practice  it  was  also  found  to  be  a  great  ana 
insuperable  difficulty  to  maintain  the  balance  between  the 
main  and  equating  circuits  for  any  length  of  time. 

PRISCHEN^S  METHOD. 

An  important  improvement  upon  Gintl's  method  was  in- 
vented early  in  1854,  by  Carl  Frischen,  an  inspector  of  tele- 
graphs in  Hanover,  and  which  is  in  a  great  measure  free 
from  the  objections  which  proved  fatal  to  the  practical  success 
of  its  predecessor.      As  Frischen's  invention   is  the  basis  of 
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some  of  the  most  successful  methods  of  duplex  telegraphy 
now  in  use,  its  construction  and  the  principles  of  its  opera- 
tion will  be  explained  in  detail.  Fig.  462  is  a  diagram  showing 
the  arrangement  at  one  of  the  terminal  stations,  the  other,  of 
course,  being  a  duplicate  of  it  R  is  the  receiving  relay  provided 
with  two  separate  coils,  so  arranged  that  when  equal  currents 
pass  through  them  they  will  exert  an  equal  and  opposite  mag- 
netic eflEect  upon  the  cores,  and  thereby  neutralize  each  others 
One  pole  of  the  main  battery  B  is  connected  to  the  earth,  and 
the  other  to  the  front  contact  1  of  the  key  K.  The  back  contact 
8  of  the  key  is  connected  directly  to  the  earth,  while  to  the  lever 


J^.  462. 

2  is  attached  a  wire  which  divides  at  c,  one  branch  going  through 
the  right  hand  coil  of  the  relay  to  the  line  L,  and  the  other 
through  the  left  hand  or  opposing  coil,  and  thence  to  the  earth. 
It  is  obvious  that  by  making  the  resistance  in  the  two  branches 
which  diverge  from  the  point  c  exactly  equal,  a  current  can  be 
sent  to  the  line  by  the  depression  of  the  key  K  without  affecting 
the  relay  R  This  may  be  accomplished  by  inserting  a  rheostat 
at  X,  in  the  left  hand  circuit,  which  for  convenience  may  be 
termed  the  artificial  lina  Fig.  463  is  a  complete  plan  of  the 
arrangement  at  both  stations,  which  are  distinguished  by  the 
letters  A  and  B.     The  main  batteries  L  B  at  each  station  are 
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placed  with  their  +  poles  to  the  line  and  — «  poles  to  the  earth. 
B  and  E'  are  the  receiving  relays,  each  wound  with  two  separate 
coils,  as  before  explained.  The  rheostat,  W  or  W,  in  the  arti- 
ficial line  at  each  station,  must  be  so  adjusted  as  to  make  its 
resistance  exactly  equal  to  that  of  the  line  A  B  added  to  that  of 
one  wire  of  the  relay  at  the  distant  station. 

If  now  the  key  at  station  A  is  depressed,  the  current  from  the 
main  battery  L  B  will  divide  at  the  point  3,  one  portion  going 
by  way  of  4  and  6  to  the  line,  passing  through  one  coil  of  the 
relay,  thence  from  the  line  through  one  coil  of  the  relay  at  the 
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Fig,  463. 

distant  station  B,  by  way  of  VI  and  IV,  thence  by  III  and  if 
to  the  key  lever  at  V,  back  contact  c'  and  wire  XI  to  the  earth, 
fhe  other  portion  going  from  3,  in  an  opposite  direction,  through 
the  home  relay  by  way  of  7,  8,  rheostat  W  and  wires  9,  10  to 
the  earth.  These  two  branches  of  the  current  will  be  equal 
to  each  other,  as  before  explained,  and  will  produce  no  effect 
upon  the  relay  at  A  for  that  reason.  The  relay  at  B.  on  the 
other  hand,  will  be  affected  by  the  current  coming  from  A, 
and  will  respond  to  the  movement  of  the  key  at  the  latter 
station. 
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If  now  the  key  at  B  be  also  depressed,  one  half  of  the 
battery  current  tends  to  go  to  the  line,  but  as  it  meets  the 
current  from  A  of  opposing  polarity,  the  current  in  the  main 
line  is  neutralized  or  becomes  null  The  current  in  the  arti- 
ficial line  at  each  station  being  no  longer  opposed  by  the 
line  current,  will  operate  the  respective  relays,  and  the  signals 
given  will  correspond  to  the  length  of  time  the  key  is  de- 
pressed at  the  opposite  station.  Thus  it  will  be  seen  that 
each  station  receives  its  signal  through  the  action  of  the  dis- 
tant  battery  only. 

In  the  arrangement  described  a  third  position  occurs  when 
one  of  the  sending  keys,  for  instance,  at  B,  is  in  the  act  of 
changing  from  the  rear  contact  c'  to  its  front  contact  a\  and  vke 
versaj  in  which  case  the  current  from  A  is  interrupted  at  b\  and 
is,  therefore,  forced  to  pass  through  the  second  coil  of  the  relay, 
but  this  time  in  the  same  direction,  and  thence  through  the- 
rheostat  W  to  the  earth.  The  current  arriving  at  B  is  weakened 
one  half  in  consequence  of  the  additional  resistance  encountered, 
at  W\  but  this  is  compensated  for  by  its  passing  through  both 
coils  of  the  relay  at  B,  in  the  same  direction,  and  its  total  effect- 
upon  the  relay,  therefore,  is  not  lessened.  The  difficulty  in  this, 
connection  arises  from  the  fact  that  when  the  current  at  the 
receiving  station  is  thus  momentarily  made  to  traverse  both  coils, 
of  the  relay,  together  with  the  rheostat,  it  necessarily  causes  an 
unequal  division  of  the  current  between  the  two  opposing  relay 
coils  at  the  sending  station,  as  the  resistance  of  the  main  line 
becomes  about  double  that  of  the  artificial  line,  and  thus  the 
sender*s  relay  is  affected.  As  this  always  occurs  either  at  the 
beginning  or  the  end  of  a  signal,  no  actual  inconvenience  is 
experienced,  except  possibly  when  the  transmission  is  unusually 
rapid.  A  peculiarity  of  this,  in  common  with  many  other 
methods  of  simultaneous  double  transmission  in  opposite  direc- 
tions, consists  in  the  fact  that  it  may  be  operated  with  equal 
facility  when  the  main  batteries  are  arranged  with  agreeing 
instead  of  opposing  poles. 

In  the  autumn  of  1854  Siemens  and  Halske,  of  Berlin,  inde- 
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pendently  invented  a  method  precisely  the  same  as  that  of 
Frischen,  with  the  exception  of  the  relay,  which  was  constructed 
in  the  manner  represented  by  fig.  279,  page  506,  one  coil  being 
placed  in  the  main  and  the  otfier  in  the  artificial  line.  Finding 
that  they  had  been  substantially  anticipated  by  Frischen  they 
purchased  his  invention,  and  afterwards  introduced  the  method 
into  experimental  use  on  some  of  the  German  telegrapha  Frisch- 
en's  invention  was  patented  in  England  by  E.  S.  Newall,  and  was 
worked  experimentally  there  in  1854  and  '65.    It  was  only  in 
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Holland  that  the  system  at  this  time  succeeded  in  maintaining  a 
permanent  foothold,  it  having  been  used  in  that  country  for 
many  years  on  the  line  between  Amsterdam  and  Rotterdam,  and 
on  this  comparatively  short  route,  and  at  a  moderate  speed  of 
transmission,  was  found  to  answer  an  excellent  purpose. 

Early  in  1855  the  Frischen-Siemens-Halske  apparatus  was  put 
in  operation  between  Vienna  and  Munich,  a  distance  of  845 
miles,  and  also  between  Vienna  and  Trieste,  388  miles.  In 
August  of  the  same  year  Dr.  J.  B.  Stark,  of  Vienna,  published 
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a  report  on  the  working  of  the  system,  in  which  he  stated  that 
it  had  been  in  daily  use  for  several  months  on  both  these  circuits 
with  entire  success ;  and,  also,  that  by  means  of  a  repeater  fitted 
up  at  Vienna,  Munich  and  Trieste  were  enabled  to  correspond 
directly.  Fig.  464  shows  the  apparatus,  as  arranged  by  Stark, 
so  as  to  be  available  either  for  double  or  single  working.  It 
differs  from  the  arrangements  previously  described  merely  in  the 
addition  of  a  peg  switch  or  commutator  TJ  and  a  galvanometer 
G.    Ordinarily  the  pegs  are  placed  in  2  and  8 ;  but  if  it  is  desired 
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Fig.  466. 

to  frork  the  apparatus  as  an  ordinary  open  circuit,  or  "  single,^ 
as  it  is  technically  termed,  the  pegs  are  placed  in  1  and  8.  The 
change  can  thus  be  made  instantly  from  one  system  of  working 
to  the  other.  He  also  devised  the  ingenious  arrangement  shown 
in  fig.  465,  by  means  of  which,  when  the  switch  U  is  turned  on 
G,  the  received  message  is  automatically  repeated  back  over  the 
same  line  to  the  station  from  which  it  was  sent,  the  register  lever 
acting  as  a  key.  By  changing  the  switch  to  S  the  apparatus  is 
ready  for  simultaneous  double  correspondence  upon  the  usual 
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plan.  At  Vienna  the  two  lines  leading  respectively  to  Munich 
and  Trieste  were  provided  with  a  Swiss  commutator,  so  that  by 
merely  changing  the  pegs  they  might  be  worked  by  either  of 
the  plans  described,  or  be  arrangea  to  simultaneously  repeat 
from  one  line  to  the  other  in  both  directions.  Stark  also  devised 
a  modification  of  Frischen's  method,  which  consisted  in  using 
an  ordinary  relay  in  the  main  circuit,  and  for  the  artificial  line, 
employing  a  small  number  of  convolutions  of  wire  wound  on  the 
outside  of  the  relay  coils,  giving  but  little  resistance.  By  this 
arrangement  the  current  going  to  the  main  line  would  be  some- 
what diminished  on  account  of  the  low  resistance  of  the  branch 
or  artificial  line,  but  this  is  more  than  made  up  by  the  much 
greater  number  of  convolutions  through  which  it  passes.  In  this 
latter  improvement,  however,  he  had  been  anticipated  by  Prof. 
K  Edlund,  of  Stockholm,  who  published  in  June,  1855,  a  de- 
scription of  a  method  which  he  had  employed  between  Stock- 
holm and  Upsala,  in  August,  1854,  and  which  had  been  invented 
by  him  without  knowledge  of  Frischen's  method,  to  which  it 
bears  considerable  resemblance.  Edlund's  relays  were  con- 
structed with  two  opposing  coils  of  unequal  resistance  ;  the  coil 
included  in  the  main  line  having  5,000  convolutions,  while  that 
of  the  artificial  line  could  be  varied  between  700  and  1,170  con- 
volutions— the  balancing  of  the  action  upon  the  relay  being 
effected  by  increasing  or  decreasing  the  number  ot  convolutions 
in  the  circuit  of  the  artificial  line,  instead  of  employing  a  rheostat 
The  advantage  claimed  by  Edlund  consists  in  the  fact  that  in 
the  third  or  intermediate  position  of  the  key  referred  to  on  page 
774,  the  arriving  current  meets  but  little  resistance  in  its  path  to 
the  earth.  According  to  his  measurement  the  variation  of  the 
main  line  current  is  only  in  the  proportion  of  1  to  1.14  instead 
of  1  to  2,  as  in  Frischen's  method,  while  a  better  result  is  ob- 
tained, owing  to  the  greater  number  of  convolutions  of  the  relay 
included  in  the  main  circuit 

gintl's  chemical  method. 
In  consequence  of  the  unsatisfactory  practical  results  obtained 
from  the  apparatus  described  on  page  769,  Gintl  had  recourse  to 
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the  electro-chemical  process  of  recording,  by  which  he  succeeded 
in  obtaining  much  better  results.  At  an  exhibition  before  many 
of  the  leading  telegraphic  officials  in  October,  1854,  Gintrs  new 
method  operated  very  satisfactorily  between  Vienna  and  Linz. 
Fig.  466,  which  is  taken  from  a  paper  published  by  Qintl  in 
1855,  represents  the  invention  in  its  improved  form,  as  arranged 
at  one  of  the  terminal  stations.  E  is  the  main  battery  with  its 
positive  pole  to  the  line  and  negative  to  the  earth.  The  wire  a 
connects  the  battery  with  the  front  contact  of  the  key,  while  the 
wire  c  connects  the  back  contact  with  the  earth.  The  wire  b  is 
attached  to  the  axis  of  the  key,  and  goes  to  the  electro-chemical 


js-=- 


r 


register  R  and  thence  to  the  line  L.  A  compensating  battery  e 
is  arranged  with  its  poles  in  opposition  to  those  of  the  main  bat- 
tery E,  and  is  closed  at  a'  6'  simultaneously  with  the  closing  of 
the  battery  E  at  a  6  when  the  key  is  depressed.  The  battery 
e  tends  to  send  an  opposing  current  through  the  chemical  paper, 
and  by  means  of  the  rheostat  X  this  is  adjusted  so  that  it  is  just 
strong  enough  to  neutralize  the  action  of  the  main  current  Thus, 
if  E  and  e  represent  the  electro-motive  forces  of  the  two  batteries, 
X  the  resistance  of  the  rheostat,  and  L  that  of  the  line,  includ- 
ing the  apparatus  at  the  distant  station,  then 

E  :  e  :  :  L :  X ; 
in  which  case  the  current  passing  through  E  will  be  null,  the 
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receiving  instrument  being  in  the  same  condition  as  the  bridge 
wire  of  a  Wheatstone  balance.  Any  current,  however  slight, 
from  the  distant  station,  would  destroy  the  equilibrium,  and 
cause  a  mark  to  be  made  upon  the  chemical  paper.  By  a  sub- 
sequent improvement,  made  known  in  June,  1855,  Gintl  sue- 
ce^ed  in  avoiding  the  still  existing  difficulty  of  the  breaking  of 
the  circuit  of  the  in-coming  current  by  the  key  in  passing  from  the 
front  to  the  rear  contact,  and  vice  versa^  and  at  the  same  time 
dispensing  with  the  auxiliary  compensating  battery.  This 
arrangement  will  be  understood  by  reference  to  fig.  467.  When 
the  instrument  is  in  use  the  wires  a  and  h  are  connected  by 
means  of  a  peg  inserted  at  d,  and  thus  when  the  key  is  at  rest 
the  battery  is  on  short  circuit  by  the  way  ot  adb  and  c    The 

L 


Fig,  467. 

moment  the  key  is  depressed  this  circuit  is  broken  at  c,  while  at 
the  same  time  the  branch  circuit  is  closed  at  a'  b\  The  rheostat 
X  is  so  adjusted  that  its  resistance  is  less  than  that  of  the  chemical 
paper.  Consequently,  the  out-going  current  goes  from  b  to  the 
binding  screw  of  the  register,  where  it  divides,  one  portion  going 
through  the  chemical  paper  to  line,  and  the  remainder  by  way 
of  V  a!  and  X  to  line.  The  resistance  of  X  is  diminished  until 
the  portion  of  the  current  going  through  R  is  not  sufficient  to 
mark  the  paper,  except  when  aided  by  a  current  from  the  re- 
mote station.  It  is  evident  that  the  latter  has  at  all  times  an 
uninterrupted  path  to  the  earth,  whatever  may  be  the  position 
of  the  key. 
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NYSTROM^S  METHOD. 

In  the  latter  part  of  1856  a  method  involving  the  same  genera] 
principle  as  that  of  Qintl,  but  in  a  much  more  practical  form, 
was  invented  by  C.  A.  Nystrom,  of  Oereboro,  Sweden,  an 
account  of  which  was  published  in  January,  1856.  Nystrom's 
principal  improvement  consisted  in  an  attachment  by  which  the 
connection  of  the  main  line  with  the  earth  remained  unbroken, 
irrespective  of  the  position  of  the  key.  Fig.  468  represents  this 
arrangement  The  supplementary  contact  lever  ab  Cj  turning 
upon  an  axis  at  6,  is  normally  kept  in  contact  with  its  anvil  at  c 
by  means  of  a  spring.  When  the  key  K  is  depressed,  the 
circuit  of  the  main  battery  E  is  closed  between  K  and  a  before 
the  previously  existing  earth  contact  at  c  is  interrupted,  conse* 


Fig,  4G8. 


quently  the  in-coming  currents  from  the  line,  after  passing 
through  the  receiving  instrument  R,  have  an  uninterrupted  path 
to  the  earth  from  the  point  J,  either  through  c  or  K,  whatever 
may  be  the  position  of  the  key.  This  was  a  most  valuable  im- 
provement, and  under  the  name  of  the  continuity-preserving 
transmitter,  is  in  extensive  use  at  the  present  day. 

The  effect  of  the  out-going  current  upon  the  home  receiving 
instrument  was  neutralized  by  the  use  of  Gintl's  arrangement  of 
an  opposing  auxiliary  battery  e  and  rheostat  X,  brought  into 
action  by  insulated  contact  points  a'  c'  attached  to  the  key,  the 
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principle  of  which  arrangement  has  been  ah-eady  explained  in 
connection  with  fig.  466. 

freece's  method. 

A  method  of  simultaneous  transmission  in  opposite  directions 
was  invented  by  W.  H.  Preece,  of  Southampton,  England,  in 
1855,  and  was  tried  in  1856  between  Liverpool  and  Manchester, 
but  apparently  with  indifferent  succesa  It  was,  however,  re- 
vived in  1872,  and  was  worked  on  several  English  lines  with 
much  better  results.  The  diagram,  fig.  469,  will  serve  to  illus- 
trate the  principle  of  Mr.  Preece^s  method.  Its  characteristic 
feature  consists  in  the  balance  upon  the  relay  of  the  home 

B 


Fig.  469. 

station  being  effected,  not  by  two  branch  currents  from  the  same 
battery,  as  in  Frischen's  plan,  but  by  the  entire  current  in  one 
direction  and  a  branch  of  the  entire  current  coming  from  the 
other  direction.  If  we  suppose  the  relay  E  of  fig.  469  to  be 
wound  with  two  separate  and  equal  wires,  and  the  branch  line 
<;  W  o  to  be  disconnected,  then  any  current  sent  to  line  by  the 
depression  of  the  key  T,  or  any  in-coming  current  from  the  line 
L  passing  to  the  earth  through  the  back  contact  8  of  the  key, 
would  have  no  effect  upon  the  armature  of  the  relay.  If  now 
the  branch  c  W  a  be  connected,  having  a  resistance  equal  to 
that  of  the  line  L  beyond  the  point  c,  and  the  key  T  be  de- 
pressed, the  entire  current  of  the  battery  B  would  pass  through 
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the  left  hand  coil  of  the  relay,  while  only  one  half  of  it  would 
pass  from  the  point  c  to  line  through  the  opposing  coil,  the  re- 
mainder going  to  earth  by  way  of  c  W*and  cu  On  the  contrary, 
an  in-coming  current  would  also  divide  at  c  in  the  inverse  pro- 
portion of  the  resistances  cY  a  and  c  W  a,  and  the  portion  pass- 
ing by  way  of  V  would  nearly  counteract  the  effect  of  the  un- 
divided current  in  the  other  coiL  Consequently,  the  problem  is 
to  weaken  as  much  as  possible  the  effect  of  the  undivided  cur- 
rent in  the  left  hand  coU  of  the  relay  at  the  sending  station,  to- 
gether with  that  of  the  arriving  current  in  the  same  coil,  which 
tends  to  prevent  the  relay  from  giving  signals  by  counteracting 
the  effect  of  the  other  coiL  In  practice  Mr.  Preece  effects  this 
result  by  the  use  of  a  Siemens  polarized  relay,  the  wire  aW  c 
being  connected  at  a  point  c,  between  the  two  coils,  which  are 
so  wound  as  to  oppose  each  other  when  a  current  is  sent  through 
them  consecutively  in  the  ordinary  manner.  With  this  arrange- 
ment it  is  only  necessary  to  remove  the  adjustable  pole-piece  of 
the  left  hand  coil  to  a  greater  distance  from  the  armature  than 
the  right  hand  one  to  effect  a  balance,  so  that  the  relay  will  re- 
spond to  in-coming  currents,  but  will  not  be  effected  by  out- 
going currents. 

SIEMENS  AND  HALSKE*S  METHOD  WITH  TWO  RELAYS. 

The  English  patent  of  Siemens  and  Halske,  taken  out  in 
1864,  described  a  method  of  simultaneous  transmission  which 
consists  in  a  slight  modification  of  the  ordinary  connections  used 
in  working  the  open  circuit  Morse  system.  The  main  battery 
at  each  station  is  inserted  between  the  front  contact  of  the  key 
and  the  earth.  Two  receiving  relays  are  required  at  each  ter- 
minus, one  being  placed  between  the  line  and  the  key  axis  and 
the  other  between  the  rear  contact  and  the  earth,  and  a  record- 
ing instrument  is  connected  with  a  local  battery  and  both  relays, 
so  that  the  action  of  either  one  or  both  together  will  operate  it 
The  armature  of  the  first  relay  is  adjusted  so  that  it  can  only  be 
moved  by  the  combined  current  of  both  main  batteries,  that  of 
the  second  relay   so  that  the  unaided  current  of  the  distant 
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battery  is  sufficient  to  accomplish  the  same  result  When  there- 
fore the  key  is  at  rest,  the  in-coming  current  passes  through  its 
rear  contact  and  both  relays ;  the  relay  of  low  adjustment  re- 
sponds while  the  other  is  unaffected.  If  now  the  key  be  de- 
pressed, the  circuit  is  transferred  from  the  branch  containing 
this  relay  to  the  branch  containing  the  main  battery,  and  the 
combined  current  of  both  batteries  passes  through  the  relay  of 
high  adjustment  This  method  is  of  no  practical  value,  for  the 
reason  that  a  break  must  necessarily  occur  in  the  local  or  reg- 
ister circuit  every  time  the  latter  is  transferred  from  the  arma- 
ture of  one  relay  to  that  of  the  other,  to  say  nothing  of  the 
circumstance  that  the  main  circuit  is  completely  interrupted 
while  the  key  is  passing  from  its  front  to  its  rear  contact,  or  vice 
versa — ^a  defect  which  this  apparatus  possesses  in  common  with 
the  earliest  plan  of  QintL 

ZUR  nedden's  method. 

Early  in  1865  Dr.  Zur  Nedden  published  a  description  of  a 
method  which  is  virtually  an  improvement  upon  the  one  above 
described,  and  was  not  improbably  suggested  by  it  Fig.  470 
is  a  diagram  of  Zur  Nedden's  apparatus.  The  relay  E^  is 
wound  with  finer  wire  than  the  relay  R,  so  that  it  has  about 
twice  the  number  of  convolutions  in  its  helices.  The  register 
or  sounder  S  is  so  connected  as  to  be  operated  by  the  local 
battery  e  upon  the  closing  of  either  or  both  of  the  relays  R  and 
Rj.  To  shorten  as  far  as  possible  the  break  of  continuity 
which  occurs  whenever  the  key  passes  from  its  rear  to  its  front 
contact,  or  vice  versa^  which  was  a  fatal  defect  in  Siemens  and 
Halske's  arrangement,  as  above  noted,  Zur  Nedden  constructed 
the  key  as  follows:  A  metallic  thimble  a  is  inserted  in  the 
base  board  of  the  key  and  projects  a  little  below  its  under  sur- 
face. A  flat  spring  h  is  also  secured  to  the  under  side  of  the 
base,  and  by  virtue  of  its  own  elasticity  presses  against  the 
thinible  a  when  the  key  is  at  rest,  forming  an  electrical  connec- 
tion therewith.  The  contact  screw  c,  directly  underneath  the 
free  end  of  the  spring  5,  is  mounted  upon  an  insulated  bracket, 
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and  should  be  so  adjusted  as  to  be  almost  in  contact  with  the 
spring.  Whenever  tiie  key  K  is  depressed,  an  adjustable  pin, 
which  is  inserted  in  the  key  lever,  passes  through  the  hollow 
thimble  and  strikes  the  spring  J,  which  is  instantly  pushed  away 
from  a  and  into  contact  with  c,  and  this  is  done  so  quickly  that 
the  break  in  the  continuity  is  scarcely  perceptible.  Otherwise 
the  arrangement  is  the  same  as  that  of  the  common  three  point 
key — a  corresponding  to  the  rear  contact,  b  to  the  axis,  and  c  to 
the  front  contact 

The  operation  is  as  follows :  When  the  key  K  is  depressed, 
the  current  of  the  main  battery  B  flows  to  line  at  L,  by  way  of 


Fig.  470. 

J,  c,  3  and  4,  passing  through  the  relay  K  of  few  convolutions, 
which  does  not  respond  to  the  current  of  a  single  battery. 
When  the  key  is  at  rest  the  incoming  currents  pass  by  way  of 
wire  1  through  the  more  sensitive  relay  Ej,  thence  to  the  earth 
at  G,  by  way  of  2  and  b.  The  relay  Rj  responds  and  operates 
the  sounder  S.  If  while  the  distant  key  is  still  closed  the  home 
key  be  also  depressed,  the  route  of  the  in-coming  current  is  trans- 
ferred from  the  branch  1  and  relay  R^  to  the  branch  4  and  relay 
E,  but  as  the  combined  current  of  the  main  batteries  at  botli 
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stations  now  passes  through  the  relay  R  it  will  respond,  and  will 
continue  the  signal  upon  the  sounder  S  which  was  commenced 
by  the  other  relay. 

Although  this  method  is  a  decided  advance  upon  its  pre- 
decessor, yet  it  is  open  to  the  same  objection  in  one  respect, 
inasmuch  as  any  signal  commenced  by  one  relay  and  completed 
by  the  other  would  be  interrupted  at  the  moment  tlie  main  cir- 
cuit was  transferred  from  one  to  the  other.  In  all  cases  a  per* 
ceptible  time  would  elapse  after  the  local  circuit  was  brokea 
by  one  relay  and  before  it  was  closed  by  the  other. 

farmer's  method. 

In  1868  Moses  G.  Farmer,  of  Salem,  Massachusetts,  patented 
a  method  of  simultaneous  transmission,  in  which  he  substantially 
adopted  Qintl's  arrangement  for  neutralizing  the  effect  of  the 
ou^going  current  upon  the  relay  of  the  home  station,  m  connec- 
tion with  the  form  of  relay  used  by  Siemens  and  Halske^  which 
is  represented  in  fig.  279,  page  506.  The  batteries  and  instrunienta 
were  so  arranged  as  to  be  operated  by  a  reversal  of  the  main 
line  current  The  diagram,  fig.  471,  illustrates  the  principle  of 
Farmer's  method.  The  key  K,  when  depressed,  simultaneously 
lifts  three  separate  contact  levers,  A,  k^  and  A,.  The  contact 
levers  k^  and  i,  are  so  connected  with  the  main  battery  B,  line 
wire  L  and  earth  E,  that  the  depression  of  the  key  has  the  effect 
of  interchanging  the  poles  of  the  main  battery  with  respect  to  the 
line  and  earth  wires,  or  in  other  words,  of  reversing  tlie  cunetit 
upon  the  line,  precisely  as  in  case  of  the  key  illustrated  in  fig, 
270,  page  500.  It  will  be  observed  that  this  reversal  is  effected 
without  at  any  time  interrupting  the  continuity  of  tlie  main 
circuit  The  relay  E  is  constructed  with  two  separate  coils^  r^ 
and  rj,  the  former  being  included  in  the  main  circuit,  l^etween 
the  key  and  the  earth,  and  the  latter  in  the  circuit  of  a  heal  or 
equating  battery  6,  which  is  so  arranged  as  to  be  cIo8e*l  by  the 
contact  lever  A,  whenever  the  key  is  depressed,  at  the  same  in- 
stant that  the  battery  is  reversed  upon  the  main  line.  Tl:e  core^ 
of  the  two  coils  of  the  relay  are  provided  with  beveled  pole 
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pieces,  which  are  so  arranged  that  they  act  as  armatures  to  each 
Other.  The  core  of  r^  is  fixed,  while  that  of  r,  turns  upon  its 
axis,  the  arm  r  which  opens  and  closes  the  local  circuit  of  the 
register  or  sounder  (not  shown)  being  rigidly  attached  thereto. 
When  the  poles  of  the  two  magnets  r  ^  and  r  j  attract  each  other 
the  arm  r  is  pressed  against  the  stop  p  and  the  local  circuit  is 
closed,  but  when  the  attraction  ceases,  or  is  succeeded  by  a  re- 
pulsive action,  the  spiral  spring  acts,  drawing  down  the  arm  r 
and  opening  the  local  circuit  The  action  of  the  apparatus  is  as 
follows:  The  main  batteries  B  at  the  two  terminal  stations  are 


Fig,  471. 

preferably  arranged  with  their  n^ative  poles  to  the  line,  as 
shown  in  fig.  471.  In  the  normal  position  of  the  apparatus  these 
neutralize  each  other,  and  there  is  no  current  upon  the  line.  The 
equating  circuit  is  open  at  A,  and  there  is  no  attraction  between 
the  poles  of  the  magnets  r^  and  r,  of  the  relay  R  If  now  the 
key  K  is  depressed,  the  battery  B  at  the  home  station  is  re- 
versed ;  its  polarity  then  coincides  with  that  of  the  battery  at  the 
distant  station,  and  the  combined  current  of  both  batteries 
traverses  the  line,  producing  a  corresponding  magnetic  effect  in 
the  coil  rj ;  at  the  same  instant  the  equating  circuit  is  closed  at 
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I  and  the  current  of  the  equating  battery  b  traverses  the  other 
coil  r,,  giving  it  an  equal  and  opposite  magnetic  polarity,  in  con- 
sequence of  which  the  home  relay  is  unaffected  by  the  depression 
of  the  key  at  the  same  station.  When  the  key  at  the  remote 
station  is  depressed  and  the  home  key  is  not,  the  relay  responds, 
because  the  equating  current  is  absent  in  the  coil  r,.  If  the 
home  key  be  depressed,  the  depression  of  the  distant  key  causes 
the  main  batteries  to  oppose  each  other,  in  which  case  the  signal 
at  each  station  is  given  by  the  action  of  its  own  equating  battery. 
By  an  obvious  modification  of  this  plan  the  equating  circuit 
might  be  taken  from  the  main  battery  B,  dispensing  with  the 
special  battery. 

In  Farmer's  arrangement,  as  in  Nystrom's,  the  continuity 
of  the  main  circuit  is  never  interrupted,  and  in  addition  to 
this  the  resistance  of  the  circuit  remains  the  same,  whatever 
may  be  the  position  of  the  key. 

A  second  patent  was  taken  out  in  1859,  by  the  same  inventor, 
for  another  method  of  simultaneous  transmission  in  opposite 
directions,  which  is  in  effect  an  improvement  upon  that  of  Zur 
Nedden  (fig.  470).  Instead  of  two  relays  of  an  unequal  number 
of  convolutions,  Farmer  employed  a  single  relay  with  two 
separate  coils  arranged  in  the  same  way,  thus  avoiding  the  in- 
terruption arising  from  the  transfer  of  the  local  circuit  from  one 
relay  to  the  other.  He  also  made  use  of  a  continuity  preserving 
key,  but  in  other  respects  the  principle  of  the  apparatus  is  the 
same  as  that  of  Zur  Nedden. 

Fig.  472  is  a  diagram  of  the  connections  representing  a  terminal 
station  A  and  an  intermediate  station  C,  of  which  there  may 
be  any  required  number.  It  is  only  necessary  to  describe 
the  arrangement  at  the  terminal  station  A,  as  the  intermediate 
station  differs  therefrom  but  slightly  in  a  particular  which  will 
hereafter  be  referred  to.  The  relay  is  provided  with  two  coils, 
r  and  r^,  which  are  so  wound  as  to  assist  instead  of  opposing 
each  other,  as  in  Frischen's  plan.  The  coil  r^  contains  about 
twice  as  many  convolutions  of  wire  as  the  coil  r,  or  it  may 
be  otherwise  arranged ;  the   object  being  that  with  a  given 
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current  the  coil  r^  shall  exert  twice  the  magnetic  effect  upon 
the  relay  that  the  coil  r  does.  TPhe  line  wire  which  enters 
the  station  is  divided  into  two  branches  at  i,  one  branch 
going  directly  to  the  earth  by  way  of  2  and  1,  passing  through 
the  coil  rj,  and  the  other  by  way  of  K,  8,  and  4,  passing 
through  the  coil  r.  For  transferring  the  in-coming  current 
from  one  of  th^e  branches  to  the  other  Farmer  employed  a 
continuity -preserving  key  K  k  upon  the  same  principle  as  that 
used  by  Nystrom  in  1855.  When  the  apparatus  is  in  a  posi- 
tion of  rest,  as  shown  in  the  figure,  the  route  of  the  in-com- 
ing current  is  by  way  of  2  r^  and  1  to  the  earth  at  E.  If 
the  key  K  is  depressed,  the   circuit   of  the  main  battery  is 


Fig.  int. 

closed  by  the  contact  of  its  rear  end  with  the  supplementary 
contact  lever  k^  which  is  at  the  same  time  lifted  from  the 
point  2.  The  out-going  current  now  passes  through  the  coil  r 
of  the  relay  at  the  home  station,  and  through  the  coil  r^  at  the 
distant  station.  As  the  coil  r^  produces  twice  as  great  a  mag- 
netic effect  upon  the  relay  R  as  the  coil  r,  it  is  easy  to  so 
adjust  the  respective  relays  that  the  distant  one  shall  attract  its 
armature,  while  that  at  the  home  station  remains  unaffected. 
When  both  keys  are  depressed  the  circuit  is  through  the  coil  r  at 
each  station,  but  the  effect  upon  each  relay  is  doubled,  because 
the  line  is  traversed  by  the  combined  current  of  two  batteriea 
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In  order  to  render  it  certain  that  the  receiving  instrument  at 
the  home  station  should  remain  unaflEected  by  the  out-going  cur- 
rent, Farmer  made  use  of  the  same  device  which  had  been  em- 
ployed by  Gintl  in  1865,  and  which  was  described  in  connection 
witii  fig.  467,  viz.,  an  adjustable  rheostat  X  placed  in  a  branch 
circuit  or  shunt  passing  around  the  receiving  instrument,  by  which 
means  so  much  of  the  out-going  current  can  be  made  to  pass 
through  the  shunt  that  the  remaining  portion  will  not  be  suffi- 
cient to  produce  any  effect  upon  the  receiving  instrument  In 
this  patent  Farmer  also  described  a  method  of  repeating  from 
one  circuit  to  another  in  simultaneous  transmission.  This,  how- 
■ever,  as  we  have  seen,  had  been  accomplished  by  Stark  on  the 
Munich,  Vienna  and  Trieste  line  as  early  as  1855,  and  by  a 
method  substantially  identical 

The  simple  and  ingenious  method  of  inserting  any  required 
number  of  intermediate  stations,  which  was  devised  by  Farmer 
in  connection  with  this  invention,  deserves  notice.  Such  an  in- 
termediate station  is  represented  at  C  in  fig.  472.  The  only 
variation  from  the  ordinary  arrangement  of  a  terminal  station 
consists  in  connecting  the  line  wire  running  in  one  direction  in 
the  place  of  the  earth  wire.  When  the  key  is  depressed  at  the 
intermediate  station  the  relays  of  both  terminal  stations  respond, 
as  the  battery  traverses  the  entire  line.  This  arrangement  is,  of 
course,  equally  applicable  to  Frischen's  or  any  other  substan- 
tially similar  method  of  simultaneous  transmission.  In  a  sub- 
sequent patent  the  same  inventor  described  a  simpler  arrange- 
ment, in  which  a  relay  having  but  a  single  coil  is  employed,  and 
the  action  of  the  home  battery  upon  it  is  prevented  by  means  of 
an  adjustable  shunt,  which  carries  a  considerable  portion  of  the 
outgoing  current  by  another  route. 

The  different  inventions  of  Farmer  were  experimentally 
worked  on  the  line  between  Boston  and  Portland,  and  else- 
where, in  1858  and  1859.  They  never  came  into  extended 
practical  use — ^not  so  much  perhaps  from  lack  of  intrinsic  value 
as  from  other  causes,  such  as  the  comparatively  inferior  condi- 
tion of  the  lines  at  that  early  date,  and  the  fact  that  the  require- 
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ments  of  the  service  were  then  so  moderate  as  to  be  satisfactoril  j 
met  by  the  use  of  the  ordinary  modes  of  transmissioa 

frischen's  method  with  polarized  relays. 

In  January,  1868,  Frischen  published  a  description  of  a 
modification  of  his  invention  of  1854,  in  which  he  employed 
Siemens's  polarized  relays,  wound  with  two  equal  and  opposing 
coils,  in  combination  with  a  positive  and  a  negative  main  battery 
at  each  station,  one  being  connected  with  the  front  and  the  other 
with  the  back  contact  of  the  key.  When  the  key  is  depressed 
the  polarity  of  the  outgoing  current  is  reversed,  as  in  Farmer's 
method.  The  connections  are  in  all  other  respects  the  same  as 
in  Frischcn's  arrangement  of  1854,  and  the  operation  differs  so- 
littie  from  the  latter  that  further  description  is  not  necessary. 

maron's  method. 

In  1868,  Maron,  a  Prussian  telegraphic  inspector,  published  a. 
description  of  a  method  invented  by  him,  in  which  the  receiving- 
instrument  was  placed  in  a  neutral  position  in  respect  to  the  out- 
going currents.  This,  as  we  have  seen,  had  already  been  accom- 
plished by  Gintl,  as  described  in  connection  with  fig.  466,  and 
also  by  Nystrom,  as  shown  in  fig.  468 ;  but  Maron  succeeded  in 
effecting  the  same  thing  in  another  and  better  way,  without  the 
equating  or  compensating  battery.  In  his  latest  arrangement 
Gintl  had  attempted  to  do  this,  but  in  an  imperfect  manner. 
By  Maron's  method,  on  the  other  hand,  a  perfect  balance  may 
be  maintained  in  the  wire  containing  the  receiving  instrument,^ 
and  this  renders  it  unnecessary  to  use  any  special  form  of  instru- 
ment, the  system  of  tel^raphy  employed  being  a  matter  of 
entire  indifference.  Fig.  478  represents  Maron's  arrangement 
of  circuits.  The  main  battery  B  has  its  respective  poles  con- 
nected to  the  axis  2,  and  to  the  rear  contact  3  of  the  key,  so  that 
when  the  key  is  in  a  position  of  rest  the  battery  is  on  short  cir- 
cuit, but  when  it  is  depressed  the  current  goes  to  the  line.  The 
artificial  resistances  a,  b  and  X  form  three  sides  of  a  Wheat- 
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«tone  balance,  and  the  line  L,  together  with  the  earth,  constitute 
the  fourth  side.  The  receiving  instrument  K  is  placed  in  the 
hridge  wire  5,  6.  It  is  obvious,  therefore,  that  if  the  resistances 
■are  adjusted  in  the  following  proportion,  viz : 

a  :  6  :  :  L  :  X, 

neglecting  the  resistance  of  the  earth,  which  is  usually  too  small 
to  affect  the  result,  the  bridge  wire  5,  6,  will  be  neutral  with 
respect  to  any  current  entering  the  system  at  the  point  4.  Con- 
■sequently  the  out-going  currents,  which  pass  into  the  line  when- 
ever the  key  K  is  depressed,  will  produce  no  effect  whatever 

s         I. 


Fig.  473. 

upon  the  instrument  in  the  bridge  wire.  On  the  other  hand, 
the  in-coming  current  over  the  line  L  will  divide  at  5,  part  going 
through  the  wire  5,  6,  relay  E  and  rheostat  X,  and  the  re- 
mainder by  the  way  of  a,  4  and  8  to  the  earth.  For  the  con- 
venience of  the  operator  when  balancing  the  resistance  X  against 
that  of  the  line,  Maron  proposed  to  place  a  galvanometer  g  in 
the  bridge  wire,  which  could  be  short  cii-cuited  by  a  peg  when 
not  in  use-  By  the  withdrawal  of  another  peg  at  d  the  main 
battery  could  be  disconnected  when  the  apparatus  was  not  in 
use.  Maron  found  by  calculation  that  the  most  favorable  results 
wore  obtained  by  making  the  resistance  X  equal  to  one  half  that 


Digitized  by  CjOOQ IC 


792       SIMULTANEOUS  TRANSMISSION  IN  OPPOSITE  DIRECTIONS. 

of  the  line,  and  consequently  b  equal  to  one  half  of  a.  He  also 
suggested  the  employment  of  a  continuity-preserving  key  in  con- 
nection with  the  apparatus,  upon  substantially  the  same  prin- 
ciple as  that  of  Nystrom. 

STEARNS'S  METHOD  WITH  DIFFERENTIAL  RELAY. 

At  the  period  when  Mr.  Joseph  B.  Steams,  of  Boston,  com- 
menced his  experiments  in  simultaneous  transmission,  which 
was  in  1868,  very  little  was  known  in  America  respecting  the 
previous  labors  of  European  electricians  in  the  same  direction. 
The  methods  of  Gintl,  Frischen  and  Siemens-Halske  may  be 
said  to  comprise  all  that  were  at  that  time  familiar,  even  by 
name,  to  American  electricians.  Mr.  Steams,  therefore,  natu- 
rally turned  his  attention  to  the  improvement  of  the  last  named 
method,  as  the  one  which  had,  up  to  that  time,  given  the  best 
results  in  practice.  Mr.  Stearns's  apparatus  was  put  in  opera- 
tion on  two  or  three  circuits  in  1868,  but  was,  however,  very 
sparingly  employed  until  1872.  During  this  year  important  im- 
provements were  added,  which  led  to  its  immediate  adoption 
upon  many  of  the  most  important  lines  in  the  United  States 
under  the  name  of  the  duplex  telegi-aph,  which  had  been  applied 
to  it  by  Mr.  Stearns.  The  general  principle  of  Stearns^s  appara- 
tus does  not  differ  inaterially  from  that  of  Frischen,  and  will 
be  readily  understood  by  reference  to  fig.  474.  The  key  is  re- 
placed by  a  transmitter  T,  which  is  controlled  by  a  key  El,  a 
local  battery  Z,  and  an  electro-magnet  t  The  principal  object 
in  introducing  this  modification  was  to  adapt  it  to  the  use  of 
the  American  operator,  who  is  accustomed  to  hearing  the  ac- 
companiment of  his  own  sounder  when  transmitting,  but  there 
are  some  incidental  advantages,  among  which  may  be  mentioned 
the  fact  that  the  movement  of  the  transmitter  from  the  front  to 
the  rear  contact,  or  the  reverse,  is  much  quicker  when  operated 
by  an  electro-magnet  than  when  operated  by  hand.  Experience 
also  shows  that  the  operator  can  transmit  more  rapidly  and  with 
less  fatigue  when  the  apparatus  is  thus  arranged.  The  trans- 
mitter acts  upon  exactly  the  same  principle  as  Nystrom's  key, 
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the  contact  of  the  battery  with  the  line  being  made  before  the 
contact  between  the  latter  and  the  earth  is  interrupted.  The 
action  of  the  apparatus  is  so  similar  to  that  of  Fnschen  as  to  re- 
quire but  a  brief  description.  The  resistance  X  in  the  artificial 
line  is  made  equal  to  that  of  the  main  lina  When  the  key  K 
is  depressed  the  circuit  of  local  battery  I  is  closed,  the  electro- 
magnet t  attracts  its  armature,  operating  the  transmitter  T,  which 
first  makes  contact  at  a,  and  almost  at  the  same  instant  lifts  the 
contact-lever,  which  is  pivoted  at  6,  and  breaks  contact  at  c 
The  current  from  battery  B  now  goes  by  way  of  the  transmitter 
T,  and  thence  through  a  and  b  to  the  point  dy  where  it  divides 


Fig.  474. 

into  two  equal  portions,  one  going  through  the  right  hand  coil 
of  the  differential  relay  E  to  the  line  L,  and  thence  to  the  earth 
^t  the  distant  station,  and  the  other  by  way  of  the  left  hand  coil 
of  the  relay  through  the  rheostat  X,  and  thence  directly  to  the 
OartK  As  these  two  branches  or  divisions  of  the  current  are 
^qual  and  opposite  in  their  effects  upon  the  relay  E,  it  will  not 
Respond.  The  in  coming  currents  from  the  distant  station,  on 
the  contrary,  pass  only  through  the  right  hand  coil  of  the  relay 
ll,  and  thence  find  their  way  from  d  to  the  earth  by  way  of  h,  c 
and  Xj  or  else  by  J,  a,  T,  B  and  y,  the  route  depending  upon  the 
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position  of  the  transmitter.  The  resistance  y  is  termed  the 
spark  coil,  and  is  only  required  when  a  battery  of  small  internal 
resistance  is  used,  in  which  case  the  spark  caused  by  the  mo- 
mentary short  circuiting  of  the  battery  at  a  c  would  otherwise 
cause  some  embarrassment  The  resistance  x  is  made  equal  to 
the  resistance  of  the  battery  (added  to  that  of  the  spark  coil  in 
case  the  latter  is  used),  and  thus  the  in-coming  current  a^  /fays 
meets  with  exactly  the  same  resistance,  irrespective  of  the  route 
by  which  it  passes  from  the  point  d  to  the  earth  at  K 

In  Chapter  X.XTV,  which  treats  of  the  phenomena  of  charge 
and  discharge  in  land  lines,  it  has  been  stated  that  when  a  bat- 
tery is  connected  to  a  long  line  for  a  moment,  and  the  line  is 
then  detached  from  the  battery  and  instantly  connected  to  the 
earth  through  a  galvanometer,  that  a  return  charge  passes  from 
the  line  to  the    earth,  which   suddenly    deflects  the  needle. 
While   referring  to   that   chapter  for  a  full   explanation   of 
the  causes  which  produce  this  eflEect,  it  may  be  stated  that  the 
conditions  of  simultaneous  transmission  in  opposite  directions 
are  such  as  to  render  it  necessary  to  arrange  the  connections  in 
a  manner  which  produces  precisely  the  same  eflEect  upon  the 
relay.     For  example,  in  fig.  474,  we  have  seen  that  the  outgoing 
current,  so  long  as  the  key  is  depressed,  passes  to  the  line 
through  the  relay  R  without  aflfecting  the  latter.    When  the 
key  is  raised  the  battery  contact  is  broken  at  a,  while  at  the 
same  instant  the  line  is   connected   to    the  earth  at  c.     The 
result  of  this  is,  that  upon  a  line  of  say  fifty  or  more  miles  in 
length,  a  return  discharge  occurs  at  the  termination  of  each 
transmitted  signal,  which  passes  through  the  right  hand  coil  only 
of  the  home  relay,  and  produces  a  false  signal,  which  tends  to 
create  confusion  in  the  reception  of  signals  coming  in  the  oppo. 
site  direction.     This  difliculty  increases  rapidly  when  the  length 
of  the  circuit  is  increased,  so  that  in  a  line  of  400  miles  or  more 
the  received  signals  become  utterly  unintelligible.     It  was  this 
serious  practical  diflftculty,  far  more  than  any  other,  which  stood 
in  the  way  of  the  general  introduction  of  simultaneous  trans- 
mission for  many  years.    In  fact,  it  was  not  until  1872  that  any 
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effective  means  of  surmountiDg  it  was  discovered  Early  in 
that  year  Mr.  Stearns,  while  experimenting  upon  a  line  between 
New  York  and  BuflEalo,  applied  a  condenser  composed  of  alter- 
nate sheets  of  tin  foil  and  paraffine  paper,  which  he  connected  to 
the  artificial  line  on  each  side  of  the  rheostat  X,  as  shown  at  C, 
in  fig.  474,  which  at  once  and  effectually  disposed  of  the  diffi- 
culty in  question  and  rendered  duplex  telegraphy  a  practical 
and  efficient  system  for  every  day  work.  The  principle  upon 
which  the  condenser  acts  is  merely  that  of  causing  a  discharge  to 
pass  through  the  left  hand  coil  at  the  same  moment  the  return 
discharge  from  the  line  passes  through  the  right  hand  coil,  and 
thus  balancing  or  neutralizing  the  effect  of  the  induction  cur- 
rents or  discharges  upon  the  home  relay. 

STEARNS'S  DIFFERENTIAL  DUPLEX,  AS  OPERATED  BY  THE  WEST- 
ERN UNION  TELEGRAPH  COMPANY. 

In  adapting  the  duplex  method  to  the  practical  requirements 
of  the  tel^raphic  service,  it  has  been  found  necessary  to  make 
some  modifications  in  the  apparatus  in  order  to  render  it  more 
convenient  in  respect  t^  its  manipulation  and  adjustment 

Fig.  476  is  an  elevation  of  the  transmitter,  or,  as  it  is  some- 
times  called,  the  sending  sounder.  The  local  circuit  and  key 
are  connected  to  the  electro-magnet  L  M  by  means  of  the  bind- 
ing screws  L  L.  The  wire  leading  to  the  earth  is  attached  to 
the  binding  screw  1,  which  is  in  electrical  connection  through  a 
standard  with  the  lever  D  of  the  transmitter.  The  line  wire  is 
attached  at  2,  and  is  connected  by  a  wire  with  the  flat  spring  B, 
which  is  mounted  with  an  insulating  support  C  upon  the  lever 
D.  The  main  battery  wire  is  attached  to  the  screw  3,  and  is 
thus  connected  with  the  contact  screw  A.  When  the  transmit- 
ter is  in  the  position  shown  in  the  figure  its  local  magnet  is 
active,  the  key  being  supposed  to  be  depressed  in  order  to  send 
a  current  to  line.  The  spring  B,  representing  the  line,  is  in 
contact  with  the  screw  A,  representing  the  main  battery.  Now, 
if  the  key  is  released,  the.  left  hand  end  of  the  lever  D  is 
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depressed,  and  the  end  of  spring  B  is  brought  in  contact  with 
the  bracket  on  the  extremity  of  lever  D,  and  is  at  the  same 
instant  removed  from  A.  Thus  the  line  is  transferred  from  the 
battery  to  the  earth  or  vice  versa  without  interrupting  the  circuit 
The  diagram  opposite  (fig.  476)  represents  the  arrangement 
at  a  terminal  offica  The  continuous  lines  represent  the  main 
wires,  and  the  dotted  lines  the  local  wires.  K  K'  are  keys  in  a 
local  circuit  which  operates  the  transmitter  T.  L  L'  are  local 
batteries.  M  is  a  main  battery,  G  ground.  S,  common  Morse 
sounder.     RA,  rheostat      C,  condenser.     R,  duplex  relay;  ^  f 


Hg.  476. 

are  binding  posts  connected  with  the  adjustable  resistance  coils ; 
r,  r'  are  the  terminals  of  small  resistance  coils  used  for  maintain- 
ing an  equal  resistance  when  line  is  to  earth  through  battery,  or 
to  earth  direct  The  connections  of  the  wires  with  the  various 
parts  will  be  readily  traced.  The  plugs  in  the  resistance  coils 
must  be  removed  until  the  resistance  of  the  coils  equals  the 
resistance  of  the  line.  When  they  are  equal  the  armature  of 
the  relay  will  not  be  aflFected  by  the  working  of  the  transmitting 
sounder.  The  object  of  the  condenser  is  to  receive  a  charge 
from  the  main  battery  equal  to  that  entering  the  line,  which 
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Fig.  476. 


Digitized  by  CjOOQIC 


798       SIMULTANEOUS  TRANSMISSION   IN  OPPOSITE  DIREC?nONa 

charge  being  returned  tlirougli  the. relay  coil  connected  with  the 
rheostat,  at  the  same  time  that  the  line  returns  its  charge  through 
the  other  coil,  neutralizes  its  effect  upon  the  armatura 

The  small  resistance  coils  represented  iu  fig.  476  as  being 
enclosed  in  the  box  containing  rheostat  Eh  at  r  and  /,  are  gen- 
erally enclosed  in  separate  boxes. 

Fig.  477  illustrates  the  method  devised  for  regulating  the  con- 
denser charge  by  means  of  a  rheostat 

Strips  of  brass  are  placed  upon  the  top  of  the  rheostat  for  the 
purpose  of  affording  a  means  of  adjusting  or  regulating  the 


TO  EARTH 


Fig.  477. 

effect  of  the  condenser  charge  upon  the  relay,  when  the  conden- 
ser has  an  electro-static  capacity  greater  than  that  of  the  line 
wire. 

For  convenience  of  explanation,  let  us  suppose  the  rheostat  com- 
posed of  a  number  of  equal  resistances,  say  1,000  ohms  each  (fig. 
478),  and  the  static  capacity  of  the  line  be  four  micro-farads,  and 
that  of  the  condenser  to  be  eight  micro-farads.  If  the  conden- 
ser wire  be  connected,  as  is  usual,  at  a,  or  between  the  relay  and 
the  rheostat,  it  will  receive  a  high  charge  from  the  battery,  and 
when  the  battery  is  removed  will  return  the  whole,  or  nearly  the 
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whole  of  the  charge  through  the  relay  to  the  earth,  and  the 
charge  being  greater  than  that  returned  from  the  line,  will  over- 
balance the  latter  and  produce  a  movement  of  the  armature.  If 
the  condenser  wire  be  connected  at  any  other  point— as,  for 
example,  between  the  coils  b  and  o — ^it  will  not  receive  so  high  a 
charge  from  the  battery  as  it  would  if  connected  at  a,  and  this 
smaller  charge  upon  returning  will  divide,  a  portion  only  of  it 
passing  in  the  direction  of  the  arrow  g  through  the  coil  b  and  the 
relay  to  the  earth;  the  other  portion  of  the  charge  passing 
through  the  coils  c  and  d  in  the  direction  of  the  arrow  h  to  the 
earth.  Again,  if  the  condenser  wire  be  connected  at  e,  or 
between  the  rheostat  and  the  earth,  it  will  receive  no  charge  at 
all  from  the  battery,  and,  of  course,  can  return  nona 


Fig.  478, 

Thus  it  will  be  seen,  that  by  connecting  the  condenser  at  dif- 
ferent points  between  the  coils  of  the  rheostat,  any  required  por- 
tion of  the  charge  can  be  sent  through  the  relay. 

The  rheostat  is  arranged  substantially  as  shown  in  fig.  477. 

The  strip  S  furnishes  a  means  of  connecting  the  condenser 
between  any  two  coils  of  the  rheostat,  and  thus  regulating  the 
quantity  of  charge  which  shall  flow  from  the  condenser  through 
the  relay  with  sufficient  exactness. 

In  making  up  the  resistance  necessary  to  balance  the  line  in 
any  case,  as  many  as  possible  of  the  low  numbers  should  be 
used,  so  that  these  low  resistances,  or  any  of  them,  may  be  inter- 
posed between  the  relay  and  the  point  where  the  condenser  is 
connected. 
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STEABNS'S    BRIDGE    DUPLEX,  AS  ARRANGED   BY  THE    WESTERN 
UNION  TELEGRAPH  COMPANY. 

This  apparatus  is  arranged  upon  the  same  general  plan  as  that 
of  Maron  (fig.  478),  in  combination  with  a  transmitter  like  that 
represented  in  fig.  475,  and  a  suitably  arranged  condenser. 

Fig.  479  will  serve  to  show  the  principle  upon  which  this  in- 
vention is  based.  H,  A,  B,  etc.,  represents  the  apparatus  at  one 
end  of  a  line ;  and  H',  A',  B',  etc,  the  apparatus  at  the  other 
end.  In  this  diagram  the  line  L  constitutes  one  side  of  the 
balance,  the  resistance  coU,  or  rheostat  R,  the  opposite  side,  while 
the  other  two  sides  are  formed  by  two  branch  circuits,  A  and  B. 
The  receiving  instrument  is  placed  in  the  bridge  between  P  and 
G.  The  two  branch  circuits  unite  at  H,  and  are  connected  by  a 
wire  to  the  lever  I  of  key  K,  When  the  knob  of  the  key  is  de- 
pressed a  current  is  sent  along  the  wire  to  H,  and  there  branchy 
a  portion  passing  through  the  resistance  coils  A  to  line  L,  and  a 
portion  through  resistance  coils  B  and  R  to  the  eartL 

Now,  if  the  resistance  of  the  branch  A  bears  the  same  propor- 
tion to  that  of  L  diat  the  resistance  of  B  bears  to  B,  then  no  cur- 
rent will  pass  through  the  relay.  For  example,  suppose  the  re- 
sistance of  A  to  be  1,000  ohms,  L  4,000,  B  500,  and  R  2,000, 
then  no  current  would  pass  through  the  relay  at  the  transmitting 
station,  because  the  resistances  in  the  opposite  circuits  on  each 
side  of  the  bridge  are  in  the  same  ratio  to  each  other—  tihat  of  two 
to  one — and,  consequently,  the  receiving  instrument  will  be  unaf- 
fected by  the  signals  transmitted  from  the  home  station.  When, 
however,  a  current  from  the  distant  station  is  sent  to  line,  a 
portion  of  it  passes  through  the  receiving  instrument  in  the 
bridge,  for,  at  the  point  F,  it  finds  two  paths  to  pursue,  one 
through  the  resistance  A  to  the  lever  l,  and  small  resistance  v  or 
w  and  battery  to  the  earth,  and  the  other  through  the  relay  and 
coils  B  and  R  to  earth. 

When  two  or  more  paths  are  open  to  the  passage  of  a  current, 
it  will  divide  itself  between  them  in  proportion  to  their  several 
conductivities. 
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If  the  resistance  of  the  relay  is  500  ohms,  the  total  resistance 

500X2000 

of  the  branch,  of  which  it  forms  a  part,  will  be  600  H — 

500  +  2000 
=  900,  and  the  resistance  of  the  branch  F  A  being  1000,  the  joint 

900X1000    900,000 

resistances  of  the  two  branches  at  F  would  be ^ 

900+1000  1,900 
478  ohms,  which,  added  to  the  resistance  of  the  line,  4,000  ohms, 
would  make  the  resistance  of  the  circuit  4,473  ohma  Now,  if 
the  electro-motive  force  is  50,000  units,  the  strength  of  current  at 
F  would  be  11,18  units,  and  this  current  would  be  divided  be- 
tween the  two  branches  in  proportion  to  their  conductivities, 
(conductivity  being  the  reciprocal  of  resistance).  Thus  the  con- 
ductivity of  the  branch  F  A  would  be  .0010  and  that  of  the  F' 
G  E  .0011,  and  hence  47.62  per  cent  of  the  received  current,  or 
5.82  imits,  would  flow  through  the  branch  A  to  the  ground,  and 
52.88  per  cent,  or  5.86  units,  would  flow  through  the  relay  ta 
the  ground.  Of  course  the  amount  of  current  flowing  through 
the  relay  can  be  increased  or  decreased  by  modifying  the  resist- 
ances in  B  and  R. 

Key  K  is  so  arranged  that  the  line  is  always  connected  to  the 
ground,  either  through  the  back  contact  direct,  or  through  the 
front  contact  and  battery,  v  and  w  are  small  resistances,  placed 
in  the  circuits  to  prevent  the  battery  from  being  put  even  mo- 
mentarily on  short  circuit,  and  also  for  the  purpose  of  maintain- 
ing a  uniform  resistance  in  the  circuit  when  the  line  is  connected 
to  earth  direct,  or  through  the  battery.  C  is  a  condenser,  for 
compensating  the  static  charge  from  the  line,  and  is  attached  by 
a  wire  to  a  brass  plate  C  P,  on  the  rheostat  R,  which  is  pro- 
vided with  holes  for  plugs,  for  connecting  it  with  the  resistance 
coil  plates,  whereby  the  condenser  charge  can  be  sent  through 
any  portion  of  the  resistance  coils,  as  desired 

Figs.  475  and  480  are  illustrations  of  the  apparatus  in  use  by 
the  Western  Union  CJompany  in  the  bridge  duplex. 

Fig.  480  shows  the  adjustable  resistances,  condenser  plate 
and  binding  screws  for  connecting  the  apparatus.    The  outer 
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circular  ring  corresponds  to  the  point  H  in  fig.  479,  and  is  at- 
tached to  binding  screw  T,  which  is  connected  by  wire  with 
binding  screw  2  in  fig.  475,  corresponding  with  the  lever  I  in  fig. 
479.  The  discs  in  the  outer  circle  are  connected  with  resistance 
coils  of  40  ohms  each,  terminating  with  resistances  of  400  and 
600  ohms,  respectively,  and  corresponding  with  rheostats  A  and 
B  in  fig.  479.  The  discs  in  the  inner  circle  are  attached  to  re- 
sistance coils  of  1,000,  2,000  and  4,000  ohms  each,  correspond- 
ing with  rheostat  R  in  fig.  479,  and  are  connected  with  binding 
screw  E,  which  is  attached  to  an  earth  wire.  The  large  disc  in 
the  centre  is  attached  to  binding  screw  0,  which  is  connected 
with  the  condenser. 

The  line  wire,  and  one  side  of  the  relay,  is  connected  with 
binding  screw  L,  and  the  other  side  of  the  relay  with  binding 
screw  R  By  inserting  a  plug  at  different  points  in  the  series  of 
holes  between  the  outer  circle  of  discs  and  the  circular  ring,  the 
two  sides  of  the  bridge,  corresponding  with  A  and  B,  fig.  479, 
can  be  varied  at  pleasure ;  and  by  inserting  plugs  in  the  holea 
between  the  inner  circle  of  discs,  the  third  side  of  the  bridge, 
corresponding  with  rheostat  R,  in  fig.  479,  can  be  lengthened  or 
shortened,  as  desired  By  inserting  a  plug  between  the  inner 
circle  of  discs  and  the  condenser  plate,  any  portion  of  the  charge 
can  be  sent  to  line  that  is  desired. 

When  the  duplex  is  employed  in  working  a  cable  of  consider- 
able static  capacity,  it  is  desirable  to  modify  the  above  condenser 
arrangement  somewhat,  because  the  latter  discharges  so  much 
quicker  than  the  former,  and  it  is  necessary  to  make  the  dis- 
charges of  the  condensers  and  cables  equal  in  duration  as  well 
as  in  quantity.  If  a  cable  returns,  for  example,  a  certain  charge, 
say  10  m./,  a  condenser  having  a  capacity  of  10  m./  will  not 
produce  a  balance^  /or  the  reason  that  the  condenser  discharges. 
so  much  more  quickly  than  the  cabla  To  make  the  discharges 
equal  in  duration  as  weU  as  amoimt,  resistance  should  be  intro- 
duced between  the  condenser  and  the  branch  circuit 

The  following  arrangement  has  been  found  to  work  well  upon 
a  cable  of  18  m./.    A  resistance  of  160  ohms  is  inserted  between 
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the  first  series  of  condensers  and  the  fourth  side  of  the  bridge, 
at  the  right  of  point  G,  fig.  479,  and  a  resistance  of  50  ohms  is 
inserted  between  the  first  and  second  series  of  condensers.  The 
first  series  of  condensers  returns  its  charge  to  the  relay  through 
the  resistance  of  160  ohms,  and  the  second  group  of  condensers 
returns  its  charge  through  the  50  ohm  coil,  and  also  the  160 


Fig,  480. 

ohm  coiL  The  charge  of  the  second  group  is  retarded  slightly 
more  than  that  of  the  first  group.  The  160  ohm  coil  was  wound 
with  one  copper  wire,  but  had  no  iron  core,  and  it  was  found  to' 
retard  the  charge  as  much  as  250  ohms  rheostat  resistance.  A 
coil  with  an  iron  core  would  retard  the  charge  much  more,  be- 
cause the  charge  current  would  have  more  work  to  do  at  that 
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point,  and  a  part  of  it  would  be  converted  into  magnetism  for  a 
while,  and  afterward  reconverted  into  electricity  and  continue 
the  current  at  the  last  when  it  is  needed.  With  the  above  com- 
bination the  static  balance  is  absolutely  perfect,  not  the  slightest 
quiver  of  the  armature  being  observable  when  the  circuit  is 
opened  and  closed.  Duiing  rainy  weather,  when  a  part  of  the 
circuit  is  composed  of  a  land  line,  it  is  necessary  to  remove  a 
part  of  the  condensers,  but  not  the  retardation  coils. 

The  bridge  duplex  possesses  many  points  of  superiority  over 
the  differential,  and  is  inferior  in  only  one ;  but  that  one  is  of 
«uch  a  nature  as  practically  to  exclude  it  from  use  on  long  cir- 
cuits. Its  defect  is  that,  with  equal  battery  power,  its  magnetic 
strength  is  less  than  that  of  the  differential.  In  order  to  deter- 
mine the  difference  between  the  two  systems  in  this  respect,  let 
us  assume  two  lines  of  6,000  ohms  each,  equipped,  one  with  the 
differential  and  the  other  with  the  bridge,  and  at  each  end  of 
each  a  battery  of  80  cells  Grove,  having  an  internal  resistance 
of  40  ohms  and  an  electro-motive  force  of  say  150  volts.  Also, 
suppose  the  resistance  of  the  bridge  relay  and  of  each  of  the  two 
wires  of  the  differential  to  be  500  ohms,  and  of  the  spark  coils 
100  and  140  ohms  each.  Under  these  conditions  the  resistance 
of  the  combined  circuits  working  from  each  battery  will  be  (in- 
cluding the  internal  resistance  of  the  batteries)  in  the  differential 
3,542  ohms,  and  in  the  bridge  2,054  ohms,  provided  the  latter 
is  arranged  with  resistances  of  1,500,  500,  and  2,000  ohms  on 
three  of  the  sides. 

The  currents  from  the  batteries  will  be,  on  the  differential 
.0428,  and  on  the  bridge  .0780  farad.  From  the  battery  each 
current  divides,  passing  over  two  separate  circuits.  The  strength 
of  current  being  in  inverse  proportion  to  the  resistance  in  each 
of  the  two  circuits  from  either  battery,  that  passing  to  line  on 
the  differential  will  be  .0212,  and  on  the  bridge  .0183  farad. 
The  lines  being  perfectly  insulated,  these  figures  will  also  re- 
present the  quantity  of  current  arriving  from  the  distant  station. 

The  strength  of  the  electro-magnet  of  the  receiving  instru- 
ment, other  things  being  equal,  is  directly  proportional  to  the 
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number  of  turns  of  wire  in  the  helices ;  and  in  any  electro- 
magnet of  given  dimensions  the  number  of  turns  is  in  propor- 
tion to  the  square  root  of  the  resistance  of  the  wire  composing- 
the  helices.  The  bridge  and  differential  relays  at  present  in 
use  are  generally  of  the  same  dimensions ;  and  for  purposes  of 
comparison,  at  least,  they  should  be  so.  Assuming  the  resist- 
ance of  each  half  of  the  differential  relay  to  be  500  ohms,  it  is 
evident  that,  in  estimating  the  proportion  between  the  number 
of  turns  of  wire  in  the  differential  and  bridge  relays,  the  former 
should  be  regarded  as  a  single  relay  of  1,000  ohms.  The  whole 
number  of  turns  in  the  differential  relay  will  therefore  bear 
the  same  proportion  to  the  number  in  the  bridge  relay  (the 

resistance  of  which  is  500  ohms),  as  y  1.000  to  y  500.     Now 

r  1.000  —  81.62,  and  y  500  —  22.26.  The  whole  number  of 
turns  of  wire  in  the  differential  will  therefore  be  to  the  number 
in  the  bridge  as  8162  to  2286.  But  the  received  current  passes: 
through  only  one  half  of  the  differential  relay;  therefore,  in  esti- 
mating the  comparative  -effect  of  the  current  upon  it,  it  must  be: 
regarded  as  having  but  half  that  number  of  turns,  that  is  1581.. 
If,  therefore,  the  whole  of  the  received  current  could  be  made: 
to  pass  through  the  bridge  relay,  as  it  does  through  one  half  of 
the  differential,  and  these  currents  were  of  equal  strength  in 
each  case,  the  bridge  relay  would  give  the  greater  magnetic 
effect  in  the  proportion  of  2236  to  1581.  The  latter  of  these 
conditions,  however,  cannot  be  fulfilled,  and  in  the  case  under 
consideration  neither  is.  With  the  bridge  arranged  as  described,, 
the  proportion  of  arriving  current  passing  through  the  relay  will 
be  very  nearly  exactly  |-  of  the  whole.  This  arriving  current, 
as  above  shown,  is  .0183  farad,  |-  of  which  is  .0114.  JTo  obtain 
the  proportionate  strength  of  the  two  relays  we  have  only  to 
multiply  the  number  of  turns  of  wire  in  the  helices  of  each  by 
the  quantity  of  current  passing  through  each.  Thus  we  have 
for  the  differential  1581  X  0212  =-  33.51,  and  for  the  bridge 
2236  X  -0114  =-  25.49;  or,  in  other  words,  the  magnetic  strength 
of  the  bridge  relay  will  be  a  little  more  than  76  per  cent,  of  that 
of  the  differential  m  the  case  under  consideration. 
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The  apparent  advantages  possessed  by  the  bridge  over  the 
difierential  system  are : 

1.  It  is  less  liable  to  injury  by  lightning. 

2.  It  requires  less  condenser  capacity. 

8.  The  capacity  of  the  condenser,  or  rather  its  neutralizing 
efiect  upon  the  relay,  can  be  more  conveniently  made  adjustable 
to  the  varying  conditions  of  the  line. 

4.  The  resistances  are  more  easily  and  quickly  adjusted  by 
the  operator. 

These  advantages  make  the  bridge  preferable  to  the  differential 
on  short  lines  of  low  resistance,  where  the  comparative  lack  of 
power  is  not  a  material  disadvantage,  and  especially  where  bat- 
teries with  low  internal  resistances  are  used. 

THE  DUPLEX  TELEGRAPH  AS  OPERATED  BY  THE  POST-OFFICE 
TELEGRAPHS  IN  GREAT  BRITAIN. 

The  method  suggested  by  Prischen  in  1868,  in  which  he  pro- 
posed to  employ  differential  polarized  receiving  instruments,  and 
arrange  the  keys  so  as  to  send  reversals,  has  been  adapted  to 
Stearns's  apparatus  in  Great  Britain,  with  the  most  excellent 
practical  results.  Fig.  481  illustrates  the  arrangement  of  the 
apparatus  so  clearly  that  scarcely  any  explanation  is  needed 
The  key  is  provided  with  a  switch  so  that  the  battery  may  be 
disconnected  when  not  required  for  working.  A  differential 
galvanometer  is  employed  for  convenience  in  balancing  the  re- 
sistanoes  with  accuracy.  The  rheostat  coils  are  arranged  in  a 
circle,  and  contact  is  made  by  means  of  two  arms  resembling  the 
hands  of  a  watch,  one  of  which  is  connected  to  the  higher  and 
the  other  to  the  lower  resistances.  A  series  of  retardation  coils 
is  connected  with  the  condenser,  so  that  its  return  discharge  may 
be  graduated  to  correspond  with  that  from  the  line.  The  polarized 
relay  is  of  Siemens's  pattern,  with  differential  helices. 

8TEARNS*S  AND  SMITHES  ELECTRO-MECHANICAL  METHOD. 

In  1872  Mr.  Stearns  obtained  a  patent  for  a  method  of  simul- 
taneous  transsmision,  which  consists  in  combining  with  the  re- 
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ceiving  magnet  a  device  controlled  by  the  transmittcTj  wliich, 
by  mechanical  meanjs,  prevents  the  home  instrument  from  re- 
sponding to  the  signals  transmitted  from  the  home  station,  but 
does  not  prevent  it  from  responding  to  the  sigtuds  of  the  distant 
station.  This  method  was  afterwards  indepent^ntly  re-invented 
by  Mr  G.  Smith,  whose  ap]>aratus.  although  upon  precisely  the 
same  principle  as  that  of  Stearns^  i^^  arranged  in  a  more  con- 
venient manner,  aurl  has  been  found  to  opemte  admirably  in 
prac:tieal  service.  The  details  of  Smitii's  arrangement  will  be 
tindersto<xl  l>y  reference  tu  iig-  482, 
M  is  the  receiving  relay,  which  operates  the  sounder  S  in  th& 


1     ^- 

R 

^^^r 

■,..,      ..-'  u 

*-..- 

II- 

ft'/.  4B2. 

usual  manner  by  means  of  the  locid  1  mattery  /.  The  armature 
lever  A  of  the  relay  turns  on  an  arbor  at  a^  and  plays  lietween 
the  front  and  back  contact  stops  b  and  i\  D  is  a  contivet  lever 
having  its  fulcrum  at  d.  When  the  transmitter  T  is  in  its  [losi- 
tion  of  rest  its  projecting  arm  t  is  in  such  a  position  th^it  the  arm 
D  is  drawn  against  it  by  the  tcrisi<jn  lif  tlse  iidjustaltle  Sjaral 
spring  $,  as  shown  in  the  ti rawing^  and  i.s,  therefiU'Cj  in  electrical 
contact  therewith ;  but  when  the  armature  of  tlie  transmiltev  is 
depr^sed,  the  arm  i  i,s  withdrawn,  and  the  lever  D  falLs  back, 
by  the  tension  of  its  spring  ^,  against  the  j^rojeeting  stop  Uj  of 
the  relay  armature  A. 

The  connections  arc  aiTantred  as  follows; 
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One  pole  of  the  main  battery  E  is  connected  to  the  fulcrum  a 
of  the  relay  annature  A,  and  the  other  pole  to  earth  at  G.  The 
fulcrum  of  the  transmitter  T  is  also  connected  to  earth,  a  spark 
coil  r  being  inserted,  equal  in  resistance  to  the  battery,  in  the 
usual  manner.  The  line  L  goes  first  to  the  helices  of  the  relay 
M  and  thence  to  the  fulcrum  d  of  the  contact  lever  D.  The 
transmitter  T  may  be  worked  directly  by  hand  in  the  same 
manner  as  an  ordinary  key,  but  it  is  preferable  to  arrange  it  in 
the  ordinary  way  with  a  local  magnet  m  and  key  K,  as  in  the 
figura 

It  being  understood  that  the  diagram  represents  the  normal 
position  of  the  apparatus  when  not  in  use,  the  principle  of  its 
operation  will  be  very  easily  understood.  The  armature  spring 
«i  is  adjusted  to  correspond  to  the  in-coming  or  received  currents 
from  the  battery  of  the  distant  station.  When  the  home  station 
has  its  key  K  open,  as  represented  in  the  figure,  the  relay  and 
sounder  respond  to  the  writing  of  the  distant  operator,  the  same 
as  a  plain  relay ;  the  currents  entering  at  L  pass  through  the 
relay  M,  and  thence  find  their  way  to  the  ground  by  way  of  the 
contact  lever  D,  transmitter  T,  and  spark  coil  r.  The  upper 
spring  5  is  so  adjusted  that  when  acting  in  conjunction  with  the 
spring  «i  their  combined  pull  will  hold  the  armature  lever  A  in 
its  back  stop  c  with  sufficient  force  to  withstand  the  attraction 
produced  in  the  relay  magnet  M  by  the  action  of  the  main  bat- 
tery E,  either  at  the  home  or  the  distant  station  alone,  but  the 
combined  effect  of  the  two  batteries,  when  both  of  them  are  in 
circuit  at  the  same  time,  will  be  sufficient  to  overcome  the  com- 
bined tension  of  the  springs  without  difficulty.  This  being  the 
case,  it  will  be  seen  that  when  the  annature  of  the  transmitter 
T  at  the  home  station  is  depressed,  that  the  arm  t  is  drawn  back, 
when  the  spring  s  pulls  the  contact  lever  D  against  the  stop  a^ 
of  the  armature  lever  A,  which  connects  the  main  battery  E  to 
the  line  through  the  home  relay  M,  but  at  the  same  time  the 
combined  tension  of  the  two  springs  s  and  «j  is  exerted  to  pre- 
vent its  armature  from  responding.  If,  however,  the  distant  key 
is  depressed,  and  the  battery  of  the  distant  station  also  placed  in 
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circuit,  tbe  tension  of  both  springs  is  overcoxne,  the  armature  A 
responds  to  the  increased  attraction  of  the  magnet  M  and  closes 
its  local  circuit  at  5,  thus  recording  the  signal  from  the  distant 
station. 

In  working  this  apparatus  it  is  of  course  necessary  that  the 
main  batteries  shoxdd  be  placed  with  unlike  poles  towards  each 
other,  as  in  the  ordinary  closed  circuit  system. 

This  apparatus  may  be  worked  at  an  intermediate  station  as 
well  as  at  a  terminal  one,  the  only  change  being  to  replace  the 
ground  wire  by  tiie  remaining  line  wire,  as  shown  by  the  dotted 
lineL^. 

The  apparatus,  when  set  up  in  this  way,  may  be  provided 
with  an  ordinary  Morse  Icey  with  circuit  closer  k  placed  in  the 
line  circuit  This  having  been  done,  the  whole  arrangement  can 
be  "  singled  up "  or  converted  into  an  ordinary  closed  circuit 
llorse  system  at  a  moment's  notice  by  the  following  procedure : 
Each  terminal  station  closes  the  key  K  and  slackens  the  adjust- 
ment of  the  spring  s.  Each  way  station  slackens  the  spring  $ 
in  the  same  manner,  but  leaves  the  key  K  open.  By  means  of 
the  key  k  any  station,  way  or  terminal,  may  correspond  with 
any  other,  precisely  as  in  ordinary  working. 

When  arranged  for  duplex  working,  any  station,  whether  way 
or  terminal,  may  call  any  other  station  and  work  duplex  with 
them  whenever  the  line  is  not  in  use  elsewhere. 

This  apparatus  has  been  tested  in  practical  service,  both  for 
through  and  intermediate  business,  upon  circuits  of  various 
lengths,  up  to  460  miles  of  Na  6  gauge  wire,  and  has  proved 
entirely  successful.  It  may  also  be  used  at  intermediate  or  way 
stations  in  connection  with  the  Steams  differential  duplex. 

VAES'S  METHOD. 

In  1872  Mr.  X  R  Yaes,  of  Bottardam,  published  a  descrip- 
tion  of  a  method  of  simultaneous  transmission,  which  he  had 
experimentally  tried  in  the  latter  part  of  1868  upon  a  line  of 
180  miles  in  length,  with  satisfactory  results  both  as  regards  the 
Morse  and  the  Hughes  system.     By  an  inspection  of  fig.  483, 
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which  illustrates  the  principle  of  Yaes^s  method,  it  will  be  seen 
that,  SO  far  as  it  goes,  it  is  identical  with  that  of  Steams,  consist- 
ing of  Frischen's.differential  receiving  instrument  combined  with 
Nystrom's  key,  and  having  a  rheostat  inserted  between  the  point 
5  and  the  earth,  to  compensate  for  the  internal  resistance  of  the 
battery.  In  adapting  his  method  to  the  Hughes  printing  tele- 
graph, Vaes  makes  use  of  two  instruments  in  each  office,  one  for 
sending  and  the  other  for  receiving.  The  electro-magnet  of  the 
former  is  woimd  with  a  single  wire,  while  that  of  the  latter  is 
provided  with  two  wires.  These  are  connected  in  such  a  way 
that  the  out-going  current  passes  through  both  wires  of  the  send- 


^.483. 

ing  instrument,  while  the  in-coming  current  passes  through  one 
wire  only  of  the  receiving  instrument 

winter's  methods. 

The  following  methods  of  simultaneous  transmission  were 
patented  in  Great  Britain  by  George  K.  Winter,  an  English 
telegraphic  engineer  residing  in  India :  Mr.  Winter  makes  use 
of  opposing  batteries,  and  thus  the  battery  power  required  is 
little  more  than  that  required  for  single  working,  while  the  ad- 
justment of  compensating  changes  in  the  insulation  of  the  line  is 
simplified.     At  each  end  of  the  line  the  battery  is  permanently 
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connected  with  the  same  pole  to  earth  in  each  case.  The  receiv- 
ing instrument  is  inserted  between  the  battery  and  the  line  at 
at  each  end.  At  a  point  in  the  coil  of  the  instrument,  much 
nearer  to  the  battery  end  than  the  line  end,  the  wire  is  connected 
with  one  terminal  of  a  key,  the  other  terminal  being  connected 
with  earth.  The  effect  of  depressing  the  lever  of  the  key  is  to 
connect  together  these  two  terminals.  A  resistance  coil  may,  if 
necessary,  be  inserted  between  the  battery  and  the  instrument 

Fig.  484  shows  the  general  arrangement  A  and  B  repre- 
sent the  two  terminal  stations ;  I  is  the  line  between  them.  At 
each  station  i  is  the  receiving  instrument,  k  key,  b  battery, 
e  the  earth  connection  and  r  a  resistance  coiL  Suppose  one-tenth 
of  the  wire  of  the  instrument  i  is  between  k  and  r  and  nine- 


u 
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Fig.  484. 

tenths  between  k  and  I;  let  the  resistance  r  be  nine-tenths  that 
of  the  line,  and  let  us  first  suppose  the  insulation  of  the  line  to 
be  perfect  K  now  the  key  at  A  is  depressed  the  battery  b 
is  on  short  circuit  through  the  resistance  and  one-tenth  of  the 
instrument  The  current  from  the  battery  at  B  flows  through 
the  whole  of  the  instrument  at  B,  the  whole  of  the  line  wire  and 
nine-tenths  of  the  instrument  at  A.  Its  action  upon  the  instru- 
ment at  A  is  antagonistic  to  that  of  the  battery  acting  locally  at 
that  station,  and  as  it  has  to  go  through  about  nine  times  the  re- 
sistance, it  has  only  about  one-ninth  of  the  strength  of  the  cur- 
rent of  the  battery  on  short  circuit  at  A,  but  as  it  has  nine  times 
as  many  convolutions  of  the  instrument  wire  to  pass  through, 
the  actions  are  just  balanced,  and  the  instrument  at  A  is  im- 
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aflEected.  At  B,  however,  it  is  evident  that  the  whole  of  the 
battery  acts  through  the  whole  of  the  coil  of  the  instrument,  and 
produces  a  signal  accordingly,  which  is  only  slightly  weakened 
by  the  insertion  of  the  resistance  r.  When  B  communicates 
with  A  matters  are  simply  reversed.  When  both  keys  are  de- 
pressed at  once,  the  battery  at  each  station  acts  locally,  and  the 
action  on  each  instrument  is  only  about  one-tenth  less  than  the 
action  of  the  whole  of  the  battery  when,  after  traversing  the  line, 
it  acts  upon  the  whole  of  the  coil  of  the  instrument  as  in  single 
ending. 

Now,  suppose  the  insulation  to  become  imperfect,  there  will 
be  a  slight  current  from  each  battery  winning  through  the  instru- 
ment to  line,  and  tending  to  produce  a  signal    All  that  is  neces- ' 


5 


FKg.  485. 

sary  to  remedy  this  is  to  give  the  instrument  a  bias  against 
making  a  signal  equal  and  opposite  to  the  effect  produced  by 
the  leakage  current  With  most  instruments  this  is  done  by  the 
ordinary  adjustment  of  the  instrument  with  which  the  operators 
are  already  familiar. 

Another  but  less  effective  method  by  the  same  inventor 
is  shown  in  fig.  485.  In  this  arrangement,  the  key,  instead  of 
being  connected  to  a  point  in  the  wire  in  the  interior  of  the  in- 
strument coil,  is  joined  to  a  point  in  a  resistance  8  acting  as  a 
shunt  on  the  receiving  instrument,  much  nearer  to  the  battery 
end  of  the  shunt  than  the  line  end.  A  suitable  proportion 
between  the  resistance  s  and  the  instnmient  coils  is  say  4  or  5 
to  1.  The  point  where  the  key  is  connected  may,  if  required| 
be  made  adjustable  by  means  of  a  sliding  contact 
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Both  the  above  arrangements  can  be  applied  to  intermediate 
instruments  very  simply,  by  making  the  point  where  the  key  is 
connected  nearer  to  the  middle  of  the  instrument  coil  in  the  first 
arrangement,  and  of  the  shunt  in  the  second  method.  The  in- 
termediate stations  can  then  communicate  with  each  other  or  the 
terminal  stations  in  duplex  and  without  batteriea  The  arrange- 
ments of  the  intermediate  stations  are  shown  in  the  figures. 

The  effect  of  the  static  induction  of  the  line  in  the  opposed 
battery  system  is  as  follows:  When  both  keys  are  in  their 
normal  position  the  potential  of  the  whole  line  is  raised  or 
lowered  by  the  opposing  batteries  above  or  below  that  of  the 
earth,  and  the  line  will  in  consequence  hold  a  charge  which  will 
depend  for  its  quantity  upon  the  inductive  capacity  of  the  line. 
When  either  of  the  keys  is  depressed,  the  potential  of  the  circuit 
at  that  point  will  be  made  the  same  as  that  of  the  earth,  and  half 
the  charge  of  the  line  will  flow  out  through  the  line  coil  of  the 
instrument  In  the  second  of  the  two  systems  (see  fig.  485)  the 
eflfect  of  the  charge  and  discharge  will  be  lessened  by  part  being 
carried  off  by  the  shunt  It  is  evident,  therefore,  that  at  each 
depression  of  the  key,  we  have  a  strong  instantaneous  current 
flowing  in  one  direction  through  the  line  coils  of  the  instrument, 
whereas  when  the  key  is  raised  there  is  another  instantaneous 
current  flowing  in  the  opposite  direction  through  the  whole  coiL 
The  effects  of  the  inductive  discharge,  when  not  compensated,  are, 
on  the  whole,  much  less  marked  in  this  than  in  the  open  circuit 
system. 

Mr.  Winter's  method  of  effecting  the  compensation  for  the  in- 
ductive discharge  is  by  winding  the  shunt  on  the  battery  side 
of  the  key  upon  an  iron  core,  as  shown  at  x  in  fig.  486. 

smiph's  method. 

Mr.  Gerritt  Smith,  Assistant  Electrician  of  the  Western  Union 
Telegraph  Company,  has  invented  a  method  of  duplex  working 
which  differs  materially  from  any  of  the  systems  referred  to  here- 
tofore, and  which  has  proved  successful  in  its  practical  working. 

The  principle  on  which  the  operation  of  Mr.  Smith's  system 
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depends  will  be  best  understood  by  reference  to  the  familiar 
illustration  in  fig.  486.  Suppose  abcto  represent  a  tel^raph 
line,  attached  at  one  end  a  to  the  grounded  battery  E,  of  say 
100  cells,  while  the  other  end  c  is  connected  directly  to  the  earth. 
Let  the  resistance  of  the  line  be  4,000  ohma  A  current  of 
moderate  and  uniform  strength  would  flow  through  the  line 
from  the  positive  pole  of  the  battery  at  E  to  the  earth  at  c  K 
a  wire,  having  practically  no  resistance,  is  now  connected  from 
the  line  wire  at  a  to  the  ground,  as  indicated  by  the  dotted  line 
ttj,  a  very  powerful  current  will  flow  through  it  This  current 
is  equal  to  the  full  power  of  the  battery  E ;  in  other  words,  the 
battery  is  placed  on  short  circuit,  and  the  current  flowing  over 
the  line  to  c  becomes  practically  nothing.  Now,  instead  of  the 
wire  ttj,  if  a  second  battery  of  100  cells  is  connected  between 
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Fig.  486. 

the  point  a  and  the  ground,  with  its  positive  pole  likewise  to  the 
line,  its  current  will  exactly  neutralize  that  of  the  battery  E  in 
the  short  circuit,  but  a  current  will  pass  over  the  line  from  a  to 
c  as  before. 

If  the  connection  J^  be  made  to  the  earth  from  the  middle 
of  the  line  at  6,  a  current  will  flow  from  that  point  to  the  earth 
as  before ;  but  it  will  be  much  weaker  than  in  the  former  in- 
stance, as  it  is  obliged  to  pass  through  2,000  ohms  of  line  resist- 
ance between  a  and  b.  This  current  may  be  neutralized  as  in  the 
former  case,  by  inserting  a  battery  in  the  wire  Jj,  with  its  posi- 
tive pole  to  the  line,  but  in  this  case  the  current  being  weaker,  a 
smaller  number  of  cells,  say  fifty,  will  be  suflicient  to  oppose  it, 
and  when  this  is  done,  the  current  from  E  will  pass  to  c  as  before. 

It  will  be  readily  understood  that  it  is  not  at  all  essential  that 
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the  point  J  should  be  in  the  geographical  centre  of  the  line  to 
produce  the  above  effect  The  2,000  ohms  between  a  and  b  may 
consist  merely  of  a  resistance  coil,  while  the  2,000  ohms  between 
b  and  c  may  consist  of,  say  100  miles  of  line,  more  or  less.  Pre- 
cisely the  same  result  will  follow  as  in  the  first  instance.  The 
battery  of  50  cells  at  b^  will  balance  the  100  cells  at  E,  in  either 
case;  there  will  be  no  current  whatever  in  the  wire  0^,  and  a 
relay  inserted  in  it  would  remain  entirely  tmaffected  if  the  circuit 
of  both  batteries  were  opened  and  closed  simultaneously.  A  cur- 
rent would,  however,  flow  from  6  to  c  whenever  the  two  batteries 
"Were  connected  to  the  system. 
Mr.  Smith  has  applied  this  principle  to  the  working  of  a 


Fig.  487. 

duplex  in  the  following  manner :  The  transmitter  T  (see  fig.  487) 
is  worked  either  directly  by  the  finger  of  the  operator,  or  prefer- 
ably by  a  magnet,  local  battery  and  finger  key  K,  as  in  the 
Steams  duplex.  It  is  so  arranged  that  the  two  batteries  E  and 
Ej  are  both  placed  in  circuit  simultaneously  whenever  the  key 
is  depressed.  The  circuit  of  battery  E,  when  closed,  passes 
through  the  wire  1,  spring  s  of  the  transmitter  T,  wire  2,  and 
rheostat  R,  to  the  junction  of  wire  4  and  the  line,  where  it  meets 
the  opposing  current  from  battery  Ej,  which  comes  through 
wires  8  and  4,  including  one  wire  of  differential  relay  M.  The 
current  of  the  principal  battery  E  is  materially  weakened  by  the 
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resistance  of  the  rheostat  R,  so  that  a  much  smaller  battery  Ej 
is  suflBcient  to  oppose  its  tendency  to  find  its  way  back  to  the 
earth  through  the  wire  4  and  relay  M.  It,  therefore,  goes  ov«r 
the  line  to  the  distant  station,  and  operates  the  instrument  at  that 
point  Thus  we  have  the  first  condition  of  duplex  working  pro- 
vided for,  as  the  two  batteries  E  and  E^  exactly  neutralize  each 
others  effect  in  the  wires  8  and  4  and  relay  M. 

The  currents  received  from  the  distant  station  over  the  line 
divide  at  the  junction  of  the  wire  4,  one  portion  going  to  the 
earth  through  the  rheostat  R  and  wire  2,  and  the  other  portion 
through  the  wire  4  and  relay  M,  recording  the  signal  It  will  be 
seen  that  so  far  as  the  strength  of  the  out-going  current  is  con- 
cemedy  it  is  quite  immaterial  what  the  resistance  of  the  relay  M 
is,  and  this  may,  therefore,  be  made  of  whatever  resistance  will 
produce  the  most  favorable  effect  with  the  in-coming  current 

An  ordinary  relay  might  be  used  with  this  duplex,  but  in 
practice  it  has  been  found  preferable  to  substitute  a  differentially 
wound  relay.  The  extra  chxjuit  of  this  forms  a  part  of  the  wire 
6,  which  is  attached  to  the  battery  2,  and  to  one  side  of  a  con- 
denser C,  the  other  side  of  which  is  connected  to  the  eartL  By 
this  contrivance  the*  return  current  or  static  charge  is  effectually 
compensated.  When  the  circuit  of  the  battery  E  is  closed  the 
condenser  C  takes  a  charge  When  the  battery  is  removed  from 
the  circuit  the  line  and  the  condenser  discharge  themselves, 
simultaneously,  but  the  two  charges  pass  off  in  opposite  direc- 
tions through  the  two  wires  of  the  differential  relay,  and  their 
effect  upon  its  cores  is  therefore  nulL 

The  resistance  of  the  spark  coil  r  should  be  made  equal  to  that 
of  the  joint  resistance  of  the  batteries  E  and  Ej.  The  balance 
of  the  whole  system  is  obtained  by  varying  the  rheostat  R 

Instead  of  a  transmitter  with  the  continuity-preserving  springs 
5  *j,  an  arrangement  might  be  used  which  would  short  circuit 
both  batteries  when  the  key  is  up,  by  a  connection  which  would 
be  interrupted  when  the  latter  is  depressed,  so  as  to  allow  the 
current  to  flow  to  line 

The  above  duplex  system  has  been  tested  on  a  number  of 
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diflEerent  lines  of  the  Western  Union  Company  with  the  most 
satisfactory 'resnlta  The  resistances  of  the  lines  in  good  weather 
varies  from  5,000  to  6,800  ohma  With  176  gravity  cells  in 
battery  E,  and  185  similar  cells  in  battery  E^,  the  resistance 
which  is  required  in  B  to  effect  a  balance  with  6,800  ohms  in  the 
line  is  about  1,711  ohms.  The  differential  relay  used  had  a  re- 
sistance of  about  800  ohms  on  each  sida 

HASKINS'S   METHOD. 

The  following  method  of  simultaneous  transmission  was  in- 
vented  in  the  early  part  of  1874  by  Mr.  C.  a  Haskins,  General 


Fig.  488. 

Superintendent  of  the  lines  of  the  North  Western  Telegraph 
Company  at  Milwaukee,  Wis.  The  novelty  of  the  invention 
consists  principally  in  the  peculiar  manner  in  which  the  receiv- 
ing relay  is  constructed  and  operated,  and  we  will,  therefore, 
give  a  description  of  this  part  of  the  apparatus  before  explaining 
the  general  principle  of  operation. 

Fig.  488  is  an  end  view  of  the  relay,  the  connections  and  other 
parts  of  the  apparatus  being  shown  on  a  small  scale  and  in  out- 
line, for  convenience  of  explanation.  The  relay  consists  of  two 
spools  or  helices  A  Aj,  which  are  placed  parallel  to  each  other 
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and  connected  together  at  the  point  2,  so  as  to  form  a  continu- 
ous circuit  from  1  to  8,  precisely  in  the  same  manner  that  the 
helices  of  an  ordinary  relay  are  arranged.  Instead,  however,  of 
connecting  the  two  cores  together  by  means  of  a  yoke  piece  or 
back  armature,  so  as  to  form  a  single  electro-magnet,  as  is  usually 
done,  semicircular  pole  pieces  of  soft  iron,  C  and  Cj,  are  attached 
to  each  end  of  the  core  of  each  helix.  Therefore  each  core,  with 
its  pole  pieces  and  helix,  in  reality  constitutes  a  distinct  electro- 
magnet, having  four  poles,  the  two  poles  at  one  end  having 
always  a  magnetic  polarity  opposite  to  the  two  poles  at  the  other 
end,  whenever  a  current  is  passing. 

Between  the  two  helices  A  A^,  and  parallel  to  them,  is  a  shaft 
or  axis  rf,  carrying  at  each  end  a  permanentiy  magnetic  bar  n  ^, 
which  may  be  termed  a  polarized  armature.  In  the  drawing,  n 
represents  the  north  pole  and  s  the  south  pole  of  one  armature, 
the  former  being  at  the  top  and  the  latter  at  the  bottom.  The 
position  of  the  armature  at  the  other  end  of  the  axis  is  exactiy 
the  reverse  of  this,  the  south  pole  being  at  the  top  and  the 
north  at  the  bottom.  These  armatures  are  arranged  as  shown 
in  the  figure,  their  poles  being  situated  directly  between  the 
poles  C  Cj  of  the  electro-magnets  which  face  each  other.  A 
contact  arm  e,  rigidly  attached  to  the  axis  rf,  projects  upward  at 
a  point  midway  between  the  two  polarized  armatures,  and  is  pro- 
vided with  a  contact  point  The  arm  e  plays  between  the  ad- 
justable stops/ and /i,  the  latter  being  insulated,  and  opens  and 
closes  the  local  circuit  of  the  receiving  sounder  in  the  same 
manner  as  an  ordinary  relay.  An  adjustable  spiral  spring  s^ 
retains  the  armature  in  the  position  shown  in  the  figure,  the 
local  circuit  being  open  when  no  current  is  passing.  The  coil 
A  is  mounted  in  a  frame  a,  which  slides  in  a  bed  plate  ft,  and  is 
capable  of  being  moved  by  means  of  the  screw  A  to  or  from  the 
other  coil  and  the  armature.  Thus  it  will  be  seen  that  the  ad- 
justments are  virtually  the  same  as  in  the  ordinary  relay. 

The  arrangement  of  the  connections  is  indicated  in  outline  in 
the  figure.  The  main  batteries  at  each  end  of  the  line  are  placed 
with  their  unlike  poles  towards  each  other,  precisely  as  in  the 
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tisual  arrangement  for  a  Morse  circuit.  When  both  keys  are  at 
rest,  the  main  line  is  to  groiind  at  each  end  through  both  helices 
A  Aj  of  the  relays,  and  also  through  the  resistance  r.  The  key 
merely  serves,  when  depressed,  to  connect  the  battery  to  the 
main  line  at  a  point  between  the  helices  of  the  relay. 

There  are  but  three  different  electrical  conditions  of  the  line 
possible  when  this  apparatus  is  working,  which  are  as  follows : 

1.  When  the  home  key  is  open  and  the  distant  key  closed.  It* 
each  battery  consists  of  say  100  cells,  the  resistance  of  the  line 
1000  ohms,  rheostat  r  1200,  and  relay  helices  200  each ;  the 
strength  of  current  in  this  case  will  be  1000  -=-(200  +  1000  + 
400  + 1200)  =  0.35.  This  current  will  go  to  earth  at  the  home 
station  through  both  helices  of  the  relays,  and  the  force  acting 
upon  the  armature  n  sin  opposition  to  the  spring  s^  will  be  0.35 
X  2  =  0.70  when  the  distant  key  is  closed,  and  nothing  when  it 
Is  open. 

2.  When  the  home  key  is  closed  and  the  distant  key  open.  'J'he 
current  from  the  home  battery  divides  at  the  point  2,  and  to 
avoid  complexity  we  will  assume  that  the  battery  has  no  internal 
resistance.  The  strength  of  the  current  going  to  line  will  be 
1000  H-  (200  +  1000  +  400  +  1200)  =  0.85 ;  which  will  there. 
fore  act  in  one  coil  Aj  of  the  home  relay  in  opposition  to  the 
spring  s^  with  a  force  of  0.35.  The  other  branch  of  the  current 
going  through  the  rheostat  at  the  home  station  has  a  force  in  A 
of  1000  -r-  (200  +  1200)  =  0.71,  which  is  double  that  of  the 
current  going  to  line,  and  acts  in  the  same  direction  with  spring 
s^.  Thus  the  armature  of  the  home  relay  is  held  still  with  a 
force  ot  0.36  whenever  a  current  is  sent  to  line. 

3.  When  the  home  and  distant  keys  are  both  closed  In  this 
case  the  line  current,  in  consequence  of  both  batteries  being  on, 
becomes  2000  -f-  (200  +  1000  +  200)  =  1.66 ;  which  acts  upon 
the  coil  A  J  upon  the  line  side,  but  is  opposed  by  the  current  in 
A  on  the  rheostat,  side  in  both  relays.  This,  as  in  the  former 
case,  amounts  to  0.71.  Therefore,  the  effective  force  acting  upon 
each  armature  in  opposition  to  the  spring,  to  give  a  signal,  will 
be  1.66  —  0.71  =0.95. 
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Thus,  in  this  arrangement  we  would  have,  under  the  oondi- 
tions  stated,  an  effective  force  acting  upon  the  armature  n  8^ 
varying  from  0.70  to  0.95.  It  will  at  once  be  seen  that  this 
margin  enables  the  operators  to  work  freely  over  escapes  and 
changes  of  resistance  in  the  Una  Thus,  in  the  case  ^^ited,  in 
order  to  disturb  the  balance  of  the  sender's  relay,  so  as  to  give 
him  back  his  own  signals,  the  resistance  of  the  line  must  be- 
diminished  sufficiently  to  increase  the  strength  of  current  from 
0.85  to  0.71 — more  than  double— which  would  require  a  very 
heavy  leakage.  In  practice,  the  resistance  of  the  rheostat  r  is 
made  a  constant  quantity,  all  necessary  adjustments  beings 
effected  precisely  as  in  an  ordinary  instrument,  and  with  no  mora 
inconvenience. 

The  Steams  condenser  c  may  be  applied  when  necessary,  in 
the  manner  shown  in  the  figure,  forthe  purpose  of  neutralizing 
the  static  discharge. 

EDISON'S  METHODS. 

A  method  of  simultaneous  transmission,  invented  by  T.  A. 
Edison  -of  New  Jersey,  in  1878,  is  shown  in  fig.  489.  Its  pecu- 
liarity  consists  in  the  fact  that  the  signals  are  transmitted  in  one 
direction  by  reversing  the  polarity  of  a  constant  current,  and  in 
the  opposite  direction  by  increasing  and  decreasing  the  strength 
of  the  same  current  The  relay  R  at  station  A  consists  of  twa 
soft  iron  electro-magnets  r^  and  r,  which  act  upon  the  same 
armature  lever,  thereby  closing  the  local  circuit  of  the  sounder 
or  other  receiving  instrument  in  the  usual  manner.  The  trans- 
mitter  T  is  operated  by  a  key  and  local  battery  as  in  Stearns's 
method,  and  is  so  arranged  that  when  the  key  is  in  a  position  of 
rest  the  negative  current  from  the  battery  Ej  passes  to  line 
through  the  electro-magnet  r,  of  the  home  relay  B,  but  if  the 
key  is  depressed  the  lever  T  of  the  transmitter  makes  contact 
between  the  battery  E  and  the  earth,  and  at  almost  the  same 
instant  interrupts  the  previously  existing  contact  between  E  j  and 
the  earth;  thus  there  is  at  all  times  either  a  positive  current 
going  to  line  through  r^,  or  a  negative  current  through  r^ 
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At  station  B  the  currents  pass  through  a  polarized  receiving  in- 
strument B),  and  thence  through  a  rheostat  X  to  the  earth.  The 
tension  of  the  spring  of  relay  B  is  adjusted  so  that  the  current 
going  to  line  is  not  sufficient  to  overcome  it  except  when  the 
rheostat  X  is  cut  out  by  depressing  the  key  K  at  station  B.  Con- 
sequently A  sends  to  B  by  reversing  the  polarity  of  the  current 
without  changing  its  strength,  while  B  sends  to  A  by  changing 
the  strength  of  the  current  irrespective  of  its  polarity. 

The  polarized  relay  can  be  placed  at  a  number  of  stations  on 
the  line,  and  each  will  be  able  to  receive  the  signals  from  the 
stations  transmitting  the  positive  and  negative  currents.  A 
neutral  or  Morse  relay  may  also  be  placed  at  a  number  of  stations, 
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ng.  489 

if  devices  are  applied  to  prevent  the  mutilation  of  the  signals  by 
^^hange  in  the  polarity  of  its  iron  cora 

The  principle  embodied  in  this  invention,  as  we  shall  hereafter 
Bee,  has  been  successfully  employed  in  quadruplex  transmission 
t>y  the  introduction  of  suitable  modifications  in  the  arrangement 
of  the  apparatus. 

In  1874  Edison  invented  a  method  of  simultaneous  transmission 
y^j  induced  currents,  which  has  given  very  satisfactory  results 
in  experimental  trials.  The  arrangement  of  fche  apparatus  differs 
from  Steams^s  in  that  a  compound  differential  induction  coil  I 
1 1  f,  (fig.  490)  is  substituted  in  place  of  the  home  relay ;  the 
xniddle  or  secondary  coil  I  being  connected  to  a  polarized  re 
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ceiving  instrument  R  The  out-going  currents  divide  between 
«j  and  t,,  and  as  these*  oppose  each  other  in  their  action  upon 
the  iron  core,  no  induced  current  is  set  up  in  L  The  in-coming 
currents  pass  through  t  ^  alone,  and  thus  an  induced  current  is 
generated  in  T  at  the  beginmng  and  end  of  every  signal  which 
operates  the  polarized  receiving  instrument  R  The  latter  may 
be  either  a  relay  or  an  ink- writer. 

It  would  require  too  much  space  to  refer  in  detail  to  the  great 
number  of  minor  modifications  which  have  been  made  in  the 
different  methods  of  simultaneousi  transmission  in  opposite  direc- 


Fig.  490. 

tions,  both  by  European  and  American  inventors.  It  is  believed 
that  every  invention  of  the  kind  possessing  any  essential  novelty 
has  been  explained  with  sufi&cient  clearness  to  give  the  reader  a 
correct  comprehension  of  the  subject,  both  in  general  and  in 
detail  The  system,  in  some  form,  is  now  in  use  on  the  more 
important  land  lines  in  nearly  every  country  in  the  world,  and 
the  adaptation  of  it  to  submarine  lines  also  has  thus  far  been 
quite  successful  In  the  United  States  the  duplex  has  since 
1874  been  largely  superseded  by  the  quadruplex  method,  which 
has  now  been  brought  to  great  perfection,  and  will  be  described 
at  length  in  a  succeeding  chapter. 
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CHAPTEE  XXXIX. 

SIMULTANEOUS  TBANSMISSION  IN  THE   SAME  DIRECTION. 

The  success  of  the  ingenious  invention  of  Frischen,  in  1854, 
was  sufficient  to  give  an  entirely  new  direction  to  the  minds  of 
many  enterprising  European  electricians,  and  during  the  follow- 
ing year  the  problem  of  simultaneous  transmission  in  the  same 
direction,  which  naturally  suggested  itself  as  the  next  step  in 
the  progress  of  invention,  was  solved  with  more  or  less  success 
by  the  independent  labors  of  a  number  of  different  inventors. 

In  any  system  of  simultaneous  double  transmission  in  the 
same  direction,  two  keys  are  required  at  the  sending  station,  and 
at  least  four  different  electrical  conditions  of  the  line  must  be 
provided  for,  one  for  each  of  the  four  following  cases ; 

1.  When  the  first  key  is  closed  and  the  second  key  open. 

2.  When  the  second  key  is  closed  and  the  first  key  open. 

3.  When  both  keys  are  closed. 

4.  When  both  keys  are  open. 

The  methods  of  Stark  and  Siemens,  though  differing  in  detail, 
were  arranged  upon  one  general  principle,  the  four  electrical 
conditions  of  the  line  being  as  follows : 

1.  A  positive  current  having  a  strength  of  1. 

2.  A  positive  current  having  a  stiength  of  2. 

3.  A  positive  current  having  a  strength  of  3. 

4.  No  current 

STARK'S    METHOD. 

The  first  attempt  made  in  this  direction  was  by  Dr.  J.  B. 
Stark,  of  Vienna,  in  1855.  His  method  consists  of  sending  from 
the  transnutting  station,  by  two  keys,  two  currents  of  different 
strength,  which  on  arriving  at  the  receiving  station,  each  set  a 
relay  in  motion. 
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The  relays  are  arranged  in  such  a  way  that,  when,  the  weaker 
currents  traverse  the  line,  only  one  of  them  responds ;  when  the 
stronger  current  traverses  the  line,  the  other  relay  alone  re- 
sponds ;  and  lastly,  when  both  currents  go  together,  both  the  re- 
lays respond  to  them. 

At  the  sending  station  Stark  arranged  two  keys  as  in  fig.  491 ; 
K  being  a  simple  Morse  key,  and  K'  a  similar  lever,  supplied  at 
the  back  with  an  insulated  earth  contact,  which  it  moves  against 
the  two  anvils  6  and  6.  The  usual  front  and  back  contacts  of 
the  keys  are  marked  in  the  figure  1  and  8  respectively,  and  the 
levers  2.  The  battery  is  divided  into  two  unequal  parts,  b  and 
c,  the  number  of  elements  represented  by  b  being  double  that  of 
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c  The  battery  c  is  put  into  circuit  with  the  line  by  pressing 
down  the  key  K ;  i,  by  the  key  K' ;  and  both  together  by  de- 
pressing both  keys  at  the  same  time. 

The  copper  pole  c  is,  therefore,  connected  to  the  contact  1  of 
K,  the  zinc  pole  of  same  to  5  of  K'.  Copper  pole  of  6  is  con- 
nected with  1,  and  zinc  pole  with  6  of  K'.  The  lever  of  K'  is 
in  connection  with  the  back  contact,  3  of  K ;  the  line  is  brought 
to  the  lever  2  of  K,  and  the  back  contact  of  K'  goes  to  the  re- 
lay, etc. 

When  K  alone  is  depressed,  the  currents  of  c  pass  from  z  (6 
and  4  of  K')  to  earth,  and  from  c  (I  and  2  of  K)  to  line. 
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When  K'  is  depressed,  the  currents  of  b  pass  from  z  (6  and  4 
of  K')  to  earth,  and  from  c  (1  and  2  of  K')  to  Una 

When  both  K  and  K'  are  depressed,  the  united  currents  of  b 
and  c  pass  from  zinc  of  b  (6  and  4  of  K')  to  earth,  and  from  cop- 
per of  c  (1  and  2  of  K)  to  lina 

Bjr  the  depression  of  one  or  other  or  both  the  keys  at  the 
sending  station,  three  dijQEerent  strengths  of  current  are  therefore 
produced,  which  are  in  the  relation  of  1,  2,  8.  These  currents 
we  will  call  S,  Si  and  S,. 

At  the  receiving  station  all  currents  pass  through  relays  I  and 
n,  fig.  492.  A  common  local  battery,  Ej,  serves  both  these  in- 
struments ;  its  zinc  pole  being  connected  with  the  lever  of  each 


Fig.  402. 

of  them,  and  its  copper  pole  with  their  metal  contacts.  The  re- 
lay 11  is  furnished  with  outer  coils,  which  are  put  into  circuit 
with  another  local  battey  E,,  and  a  resistance  B,  by  means  of 
the  lever  of  relay  L 

The  lever  of  relay  I  is  held  on  its  insulated  contact  by  a  spiral 
spring,  whose  force  is  adjusted  so  that  the  currents  S,  or  those 
of  the  portion,  c,  of  the  battery,  are  imable  to  move  it,  but  so 
that  it  is  easily  moved  by  Sj  and  S, — ^the  currents  of  section  b 
and  the  whole.  Relay  II,  on  the  contrary  is  adjusted  delicately, 
so  as  to  respond  to  the  weaker  currents. 
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When,  therefore,  the  key  K  at  the  sending  station  is  pressed 
down,  the  current  of  c  is  sent  through  the  line,  and  passes 
through  the  coils  of  relays  I  and  11  to  earth.  Relay  I  is  un- 
aflfected,  but  relay  II  is  put  in  action,  and  the  register  or  sounder 
Mj,  in  the  local  circuit  (E^,  «,  relay  11,  8,  2,  M^,  c,  etc.),  records 
whatever  signals  are  given  by  K 

When  K'  is  depressed  at  the  sending  station,  current  S^  is 
transmitted,  and  the  lever  of  relay  I  deflected  against  the  local 
contact  Thus  two  local  circuits  are  closed ;  the  first  is  that  in- 
cluding the  battery  E,,  R,  and  the  extra  coils  of  relay  II,  by 
which  the  action  of  the  line  current  in  this  relay  is  counteracted, 
and  the  lever  held  still  against  the  insulated  contact ;  therefore 
Mj  does  not  respond  to  these  stronger  currents.  The  second 
local  circuit  is  that  of  the  sounder  or  register  M  and  battery  E^. 

The  intensity  of  the  counteracting  battery  Ej,  whose  magnetic 
effect  upon  the  armature  of  relay  II  we  will  call  S3,  is  regulated 
by  the  interposed  resistance  R,  until  it  balances  the  magnetizing 
power  of  the  line  current  sent  by  K. 

The  third  case  is  that  in  which,  during  the  manipulation  of 
the  two  keys,  both  happen  to  be  pressed  down  together.  When 
this  occurs  the  current  S,  of  the  whole  battery  goes  through 
both  the  relays  I  and  IL  Relay  I  is  put  in  action  as  before,  and 
closes  its  local  circuit  and  that  of  the  counteracting  battery  E,. 
But  as  the  opposite  magnetic  effect  S,  of  the  extra  coils  of  relay 
II  is  only  equal  to  that  of  Sj,  and  since  S^  is  equal  the  sum  of 
S  and  Sj,  it  is  evident  that  the  relay  II  will  be  acted  ui)on  by 
the  difference  of  the  magnetic  effects  due  to  the  line  and  the 
counteracting  currents,  or  by  S,  which  is  precisely  the  same 
as  that  produced  when  K  alone  is  depressed.  The  roister 
or  sounder  M^  will  therefore  also  be  set  in  motion.  Other 
arrangements  were  also  invented  by  Stark  for  tel^raphing  in  the 
same  direction  at  the  same  time  to  different  stations  along  the 
line,  both  directly  and  by  translation. 

Siemens's  method,  which  is  very  similar  to  that  of  Stark,  was 
invented  at  nearly  the  same  time. 

There  are  two  serious  difficulties,  leaving  minor  ones  out  of 
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consideration,  which  are  inherent  in  every  system  of  simultaneous 
double  transmission  in  the  same  direction.  In  the  first  place, 
when  either  key  is  passing  from  its  front  to  its  rear  contact,  it 
causes  a  momentary  interruption  of  the  signal  which  is  at  the 
same  time  being  transmitted  by  the  other  key.  The  second 
difficulty  is  a  still  more  serious  one,  and  arises  in  the  following 
manner :  In  the  simultaneous  operation  of  the  apparatus  there 
must,  of  necessity,  frequently  be  a  change  from  a  positive  to  a 
negative  condition,  or  vice  versa^  of  the  line,  or  at  least  of  the 
relays  or  receiving  instruments,  consequent  upon  the  movement 
of  a  single  key ;  yet  it  is  evident  that  therevereal  of  the  magnetic 
polarity  of  a  receiving  instrument  by  the  action  of  one  key  must 
interfere  with  a  signal  which  is  being  given  upon  it  at  the  same 
time  by  the  action  of  the  other  key.  This  difficultyis  met  with, 
in  some  form,  in  every  possible  arrangement  of  the  receiving  in- 
struments. Neither  Stark  nor  Siemens  suggested  any  method 
of  remedying  these  serious  defects,  and  judging  from  his  pub- 
lished paper  on  the  subject,  the  latter  evidently  considered  them 
insurmountabla 

It  is  evident  that  Dr.  Stark,  even  at  this  early  date,  clearly 
saw  that  the  successful  solution  of  the  difficult  problem  of  simul- 
taneous transmission  in  the  same  direction  included  as  a  neces- 
sary consequence  the  solution  of  the  problem  of  quadruple 
transmission  also ;  for  a  knowledge  of  the  invention  of  Gintl,  as 
perfected  by  Frischen,  was  all  that  was  needed  to  show  that  it 
was  equally  applicable  either  to  a  single  or  a  double  telegraph 
in  one  direction. 

In  the  first  published  description  of  his  method,  dated  at 
Vienna,  October  81,  1856,  Stark  concludes  as  follows: 

"  With  the  method  of  double  transmission  in  the  same  direc- 
tion we  may  also  combine  that  of  counter  transmission  {gegen- 
qrrechen)j  and  hence  arises  the  possibility  of  simultaneously  ex- 
changing four  messages  upon  one  wire  between  two  stations, 
which  will,  however,  hardly  find  any  application  in  practice." 

This  is  unquestionably  the  earliest  published  suggestion  of 
what  is  now  known  as  the  quadruplex  system. 
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Kramer's  method. 

The  method  invented  by  Kramer,  shortly  after  the  above  de- 
scribed  method  of  Stark  had  been  made  kn6wn,  accomplished 
the  desired  result  by  means  of  another  and  better  arrangement  of 
currents  for  the  different  positions  of  the  keys,  as  follows : 

1.  A  negative  current  having  a  strength  of  1. 

2.  A  positive  current  having  a  strength  of  2. 

3.  A  positive  current  having  a  strength  of  1. 

4.  No  current 

To  avoid  the  interruption,  which  in  Stark's  method  was  caused 
by  the  movement  of  one  key  while  a  signal  was  being  given  by 
the  other,  Kramer  made  use  of  a  device  originally  invented  by 
Gintl  (fig.  467,  page  779),  viz.,  that  of  keeping  the  battery  con- 
stantly on  the  main  circuit,  but  shunted  by  the  key,  so  that  when 


Fig.  493. 

the  latter  was  depressed  the  short  circuit  was  broken  and  the 
current  flowed  to  line,  but  when  raised  the  battery  was  again 
short  circuited. 

Fig.  498  shows  the  manner  in  which  the  main  battery  L  B 
was  connected  with  the  key  and  the  line  wire  L  L'.  This  plan 
effectually  disposed  of  the  difficulty  in  question,  but  was  inju- 
rious in  its  effect  upon  the  batteries,  as  these  were  kept  closed 
on  short  circuit  whenever  the  keys  were  at  rest 

The  arrangement  at  the  receiving  station  is  shown  in  fig.  494. 
The  currents  which  arrive  from  the  sending  station  pass  succes- 
sively through  three  separate  relays  R^,  R,  and  R,,  of  which  the 
armature  levers  only  are  represented  in  the  figure.  The  arma- 
tures of  Rj  and  R,  are  polarized,  so  that  the  former  responds 
only  to  negative  and  the  latter  only  to  positive  currents  of  any 
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Strength.  R,,  on  the  other  hand,  is  a  soft  iron  or  neutral  relay^ 
hut  is  adjusted  so  as  to  respond  only  to  currents  having  a  strength 
of  2.  The  arrangement  of  the  registers  or  sounders  M^  and  M, 
and  the  local  batteries  b^  and  J,  will  be  understood  by  reference 
to  the  figure. 

In  a  position  of  rest,  when  there  is  no  current  upon  the  line, 
the  local  battery  b^  is  closed  on  short  circuit,  by  way  of  relay 
levers  a^  and  a,,  and  thus  the  register  or  sounder  M ^  is  cut  out 
The  local  circuit  of  M,  is  open  at  a,. 

When  the  first  key  alone  at  the  sending  station  is  depressed, 
and  a  negative  current  having  a  strength  of  1  is  sent  through 
the  relays,  Rj  only  responds.  This  breaks  the  short  circuit  of 
the  local  battery  6,  at  a^  and  M^  responds. 

When  the  second  key  alone  is  depressed,  sending  a  positive 
current  having  a  strength  of  2,  the  relays  R,  and  R,  respond. 


The  local  circuit  of  M,  is  closed  by  a,,  but  no  effect  is  produced 
upon  Mj  by  the  movement  of  a,. 

When  both  keys  are  depressed  simultaneously,  a  positive  cur- 
rent of  the  strength  of  1  goes  to  line,  and  the  lever  a,  of  relay 
R5  alone  responds,  but  this  operates  both  Mj  and  M^,  the 
former  by  breaking  the  short  circuit,  and  the  latter  by  direct 
closing  on  its  front  contact  in  the  ordinary  manner. 

If  the  first  key  is  closed  and  the  second  key  worked,  the  line 
current  is  changed  from  negative  to  positive  every  time  the 
latter  is  depressed.  As  neither  of  these  currents  has  sufficient 
strength  to  overcome  the  tension  of  the  spring  of  the  armature 
lever  a,,  this  will  remain  at  rest  as  in  the  diagram,  while  a^  and 
ttg  move  alternately.    Thus  the  local  of  M^  is  constantly  closed 
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through  the  back  contact  of  a,,  whil^  M,  responds  to  the  move- 
ments of  the  second  key. 

Practically,  the  above  method  of  operating  a  register  or  sounder 
by  closing  and  breaking  a  shunt,  is  a  very  unsatisfactory  ona 
It  not  only  exhausts  the  local  battery  with  great  rapidity,  but 
the  demagnetization  of  the  iron  cores  takes  place  with  far  less 
rapidity  when  the  battery  is  cut  off  by  a  shunt,  even  of  very 
small  resistance,  than  when  it  is  completely  interrupted  by  break- 
ing the  circuit  in  the  usual  way,  and  this  renders  it  impossible 
to  receive  and  record  the  telegraphic  signals  with  the  rapidity  that 
is  necessaiy  in  modem  telegraphy. 

EARLY   METHODS    OF   SIMULTANEOUS    TRANSMISSION    IN   THE 
SAME   DIRECTION. 

In  October,  1855,  A.  Bernstein,  of  Berlin,  devised  a  plan  for 
the  simultaneous  transmission  of  two  messages  in  the  same 
direction,  which  is  shown  in  fig.  495. 

The  transmitting  apparatus  consists  of  two  independent  cir- 
cuit preserving  keys  K^  and  K,  in  connection  with  batteries 
B^  and  B,,  the  former  composed  of,  say  10,  and  the  latter  20 
cells,  as  shown  in  the  figure  at  station  A. 

The  movements  of  these  keys  produce  three  different  electrical 
conditions  in  the  line,  according  to  their  respective  positions  with 
reference  to  each  other,  as  follows : 

1.  First  and  second  keys  open.  The  route  of  the  circuit  may 
be  traced  as  follows :  Prom  the  earth  plate  G,  through  wire  6, 
adjustable  stops  5  and  4,  wire  8,  to  adjustable  stops  1  and  2  and 
line  L.  This  may  be  considered  the  normal  condition  of  the 
keys,  in  which  position  no  current  passes  to  the  line. 

2.  First  key  closed  and  second  key  open.  The  route  is  from 
earth  plate  Qt  to  wires  6,  7,  main  battery  B^,  thence  to  lever  l^ 
of  key  Ki,  and  wire  8  to  stops  2  and  1  and  line  L  to  distant 
station  as  before.  In  this  position  of  the  keys  the  smaller 
battery  B^  only  is  in  circuit,  sending  to  the  lino  a  positive  or  -f- 
current  of  -4-  10. 

8.  Second  key  closed  and  first  key  open.     The  route  now  is 
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from  eartli  plate  G,  wire  6,  to  stops  5  and  4 ;  thence  by  wires  S 
and  8,  to  main  battery  B,,  and  lever  l^  of  key  K,  ;  thence  by 
wire  9  to  stop  1,  and  line  L  to  distant  office.  In  this  position  of 
the  keys  the  larger  battery  B,  only  is  in  circuit,  sending  to  line 
a  positive  or  -(-  current  of  -}-  20. 

4  First  and  second  keys  both  depressed.     The  route  of  the 
circuit  in  this  case  is  from  earth  plate  G,  wire  6,  7,  to  battery 

battery 


^.  496. 


B,  to  lever  Z,,  wire  9  to  stop  1 ;  thence  to  the  line  L  and 
distant  station  as  befora  In  this  position  of  the  keys  both 
batteries  are  in  circuit,  sending  to  line  a  positive  or  -j-  current 
of +  80. 

At  station  B  a  receiving  instrument  or  relay  is  made  use  of, 
composed  of  a  single  electro-magnet  M,  having  three  armatures 
Bi,  R,  and  R,,  to  each  of  which  are  attached  retractile  springs 
r^,  r,  and  r,  respectively,  with  local  circuits  and  sounders  S^ 
and  Sg,  as  shown  in  the  figure. 
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Sounder  S^  should  respond  solely  to  the  movements  of  key 
Ku  and  sounder  S,,  in  like  manner,  to  the  movements  of  key 
Kj,  while  both  should  respond  when  keys  K^  and  K,  are 
simultaneously  depressed. 

The  manner  in  which  this  result  is  attained  will  be  under- 
stood by  reference  to  the  following  explanation  of  the  effect  of 
each  of  the  previously  mentioned  electrical  conditions  of  the 
line  upon  the  receiving  instrument  M  at  station  B : 

1.  The  normal  condition  of  the  transmitting  apparatus. 
No  current  to  lina 

The  local  circuit  of  sounder  S^  is  open  at  point  o,  armature 
B^  being  held  against  its  back  stop  by  the  retractUe  force  of 
spring  r^. 

Armature  Bj  is,  in  a  like  manner,  held  against  its  back 
stop. 

Armature  B,  rests  \ipon  its  back  stop,  owing  to  the  retractile 
force  of  spring  r,,  in  which  position  it  will  be  observed  that  a 
local  circuit  is  completed,  in  which  are  included  sounder  S,  and 
both  local  batteries,  but  as  the  two  latter  have  like  poles  together^ 
their  effect  upon  soimder  S,  is  substantially  neutralized;  con- 
sequently, the  latter  remains  inactiva 

2.  Positive  current  from  battery  Bj  only  =  +  10. 

The  local  circuit  of  sounder  Si  is  closed  between  the  point 
0  and  armature  B^,  because  the  action  of  the  current  upon  the 
relay  M  is  strong  enough  to  overcome  the-spring  r^,  and  force 
armature  B^  agamst  the  stop  o. 

Armature  B,  remains  on  its  back  stop,  because  the  power 
of  the  current  upon  the  line  is  not  sufficient  to  overcome  the 
tension  of  spring  r  j. 

Armature  B,  rests  upon  its  back  stop  because  the  current  is 
not  strong  enough  to  overcome  the  spring  r  j.  As  in  the  first 
case,  it  will  also  be  observed  here  that  armature  B,,  in  this  posi- 
tion, completes  a  local  circuit  in  which  is  included  sounder  S,. 
The  latter^  however,  remains  inoperative,  for  the  reasons  before 
explained. 

8.  Positive  current  from  battery  B,  =  -4-  20. 
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The  local  circuit  of  sounder  S,  is  closed  between  the  contact 
point  and  annature  R,,  because  the  power  of  the  line  current  is 
sufficient  to  overcome  the  spring  r,,  and  move  the  armature  R, 
against  its  contact  point  Armature  B,  still  remains  on  its  back 
stop,  because  the  current  upon  the  line  is  not  of  sufficient  strength 
to  overcome  the  tension  of  spring  r,.  In  order  to  prevent  a  false 
signal  from  being  given  by  sounder  Sj,  it  is  obviously  essential, 
in  this  case,  that  armature  B^  should  make  contact  with  the 
point  o  simultaneously  with  armature  B^,  by  which  means  the 
local  battery  of  sounder  S^  is  short-circuited,  thus  leaving  the 
latter  inoperativa 

4  Positive  current  from  both  batteries  (Bj  and  B,)  =  +  80. 

The  current  upon  the  line  in  this  case  is  sufficiently  powerful 
to  overcome  the  tension  of  the  retractile  springs  r^,  r,  and  r,, 
and  force  the  armatures  B^,  B,  and  B,  against  their  respective 
front  stops  o  and  o^,  operating  the  sounders  Si  and  S,. 

Thus  will  be  understood  the  manner  in  which  the  respective 
armatures  of  the  receiving  instrument  are  made  to  assume  their 
different  positions  with  relation  to  the  electrical  condition  of 
the  line,  so  as  to  record  the  proper  signals  upon  sounders  S^ 
and  S3. 

Instead  of  the  receiving  instrument  as  devised  by  Mr.  Bern- 
stein, viz.:  a  single  electro-magnet,  with  three  separate  arma- 
tures, of  different  adjustments,  three  independent  relays  may  be 
used,  with  local  connections  the  same,  without  departing  from 
the  principle  thereoi 

A  second  method  was  also  invented  by  Bernstein,  in  which, 
he  made  use  of  both  positive  and  negative  currents. 

Beferring  to  the  diagram,  fig.  496,  it  will  be  observed  that  the 
transmitters,  or  keys,  are  circuit  preserving,  the  sketch  differing 
from  the  original  in  form,  but  not  in  principle 

The  operation  of  the  two  keys  gives  rise  to  three  strengths  of 
current  upon  the  line,  according  to  their  respective  positions, 
with  reference  to  each  other,  as  follows : 

The  normal  position  of  the  keys  is  that  shown  in  the  figure, 
both  being  open. 
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The  loute  of  the  circuit,  in  each  of  the  before  mentioned  posi- 
tions of  the  keys  K^  and  K„  may  be  readily  traced  by  reference 
to  the  drawing. 

Key  Ki  alone  sends  a  positive  or  -f  current  of,  say,  10  cells 
from  battery  B. 

Key  Kj  alone  sends  a  negative  or  —  current  from  the  same 
battery  =,  — 10. 

When  both  keys  are  simultaneously  depressed,  the  negative 


4  **  L ru-ft 
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Ilg.  496. 

pole  of  the  smaller  battery  is  insulated,  and  the  larger  battery 
Bi  sends  a  positive,  or  +  current  =,  +  20. 

Bernstein's  receiving  apparatus,  in  this  case,  is  composed  of 
three  independent  relays,  polarized  by  means  of  the  auxiliary 
local  coUs  R^,  R,  and  R3,  the  two  former  being  constant,  and 
the  latter  controlled  by  the  armature  a,  of  relay  Mg,  as  shown 
in  the  figure  at  station  B. 

The  sounders  S^  and  S,  are  operated  by  shunting,  instead  of 
opening  and  closing  the  circuit 
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The  strength  of  the  current  in  each  of  the  auxiliary  local  cir- 
cuits before  mentioned  may  be  changed  at  will,  by  varying  the 
adjustable  resistance  coils  rj,  rj  and  r,.  It  should  not,  how- 
ever, be  of  sufficient  power  to  overcome  the  tension  of  springs 
^j,  5j  and  s^. 

The  current  from  auxiliary  local  R^,  circulating  in  M^,  is, 
say,  =  +  10,  and  that  of  auxiliary  local  Eg,  circulating  in  Mg, 
=  —  10.  That  of  relay  Mj  is  brought  into  action  only  when 
armature  a,,  of  relay  M,,  makes  contact  with  stop  o,  at  which 
time  a  current  of  +  10  circulates  through  M3. 

Bearing  this  in  mind,  it  will  be  readily  understood  by  the  fol- 
lowing explanation  how  the  armatures  a^,  a,  and  a^  of  the 
receiving  instruments  M^,  Mj  and  M3,  respectively,  are  made 
to  assume  positions,  with  relation  to  the  three  electrical  condi- 
tions of  the  line,  so  as  to  cause  sounder  S^  to  respond  solely  to 
the  movements  of  key  K^,  and  sounder  S3,  in  like  manner,  to 
the  movements  of  key  Kg,  while  both  respond  when  Kj  and  K,, 
At  the  sending  station,  are  simultaneously  depressed. 

1.  Kj  alone  depressed,  a  positive  or  +  current  to  the  line  of 
+  10.  The  strength  of  this  current,  supplemented  by  that  of 
the  auxiliary  local  R^,  is  sufficient  to  overcome  the  spring  5j, 
and  move  the  armature  a^  forward,  thus  breaking  the  shunt 
between  stop  P^  and  armature  a*,  and  leaving  sounder  S^  to  be 
Actuated  by  local  battery  l^. 

The  action  of  the  line  current  upon  relay  M,,  in  this  case, 
tends  to  partially  neutralize  the  effect  of  the  auxiliary  coil  R,  ; 
•consequently,  the  armature  a^  is  held  more  firmly  by  spring  «, 
in  the  position  shown. 

Armature  a,,  of  relay  M3,  also  remains  on  its  back  stop 
P|,  because  the  line  current  (viz. :  -f-  10 :)  is  not  of  sufficient 
strength  to  overcome  the  spring  53.  Thus  the  shunt  around 
sounder  S,  remains  unbroken,  and  the  latter  is  inoperative. 

2.  Key  Kj,  depressed. 

A  negative  or  —  current  of  —  10.  In  this  case,  the  polarity 
of  the  line  current  is  such  as  to  partially  neutralize  the  effect  of 
the  auxiliary  local  Rj.   The  armature  a ^  is,  in  consequence,  held 
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more  securely  by  spring  s^  against  stop  Pj,  thus  preventing  a 
signal  being  given  on  sounder  S^. 

Armature  a,  of  relay  M,  is  carried  from  stop  P,  to  o,  because 
the  strength  of  the  line  current,  viz. :  —  10,  added  to  that  of  the 
auxiliary  local  ( — 10),  is  sufficient  to  overcome  the  tension  of 
retractile  spring  «j,  thus  breaking  the  shunt,  and  causing  local 
battery  Z,  to  operate  the  sounder  S,. 

It  will  here  be  observed  that  when  armature  a,  connects  with 
stop  0,  the  auxiliary  local  of  relay  Mj  is  closed,  the  strength  of 
which  (viz. :  +  10)  being  the  same  as  that  from  the  line,  but  of 
opposite  polarity,  it  only  serves  to  substantially  neutralize  the 
effect  of  the  latter  upon  relay  M,,  and  armature  a,  is  held 
inactive  by  the  retractile  spring  s^. 

8.  Keys  K^  and  K„  both  depressed. 

A  positive  or  +  current  of  +  20. 

Armature  a^  of  relay  Mj  is  caused  to  move  forward,  thus, 
breaking  the  shunt,  and  allowing  a  current  from  local  battery  l^ 
to  operate  sounder  S^.  The  line  current  in  this  case  is  of  a. 
polarity,  and  sufficiently  powerful  to  completely  neutralize  the 
effect  of  the  auxiliary  local  R,  and  exert  a  force  upon  relay  M,, 
tending  to  attract  its  armature  a^  ;  but  the  latter  is  held  in  the 
position  shown,  against  stop  P„  by  the  retractile  spring  «,. 

The  armature  a,  of  relay  M,  is  carried  from  stop  P,  to  stop 
Oj,  because  the  line  current  is  sufficiently  powerful  to  overcome 
retractile  spring  «„  thus  breaking  the  shunt  and  permitting 
sounder  S,  to  respond. 

Practically,  the  method  of  using  one  receiving  instrument 
having  three  armatures  is  a  very  unsatisfactory  one,  for  the 
reason  that  the  effective  attraction  of  the  electro-magnet  for  any 
one  of  two  or  more  armatures  is  materially  lessened  whenever 
one  of  the  others  is  in  contact,  or  nearly  in  contact,  with  its 
poles. 

The  manner  of  operating  a  register,  or  sounder,  by  closing 
and  breaking  a  shunt,  as  in  the  system  above  described,  would 
render  it  impossible  to  receive  and  record  the  signals  with  accu- 
racy at  any  considerable  degree  of  speed. 


Digitized  by  CjOOQ IC 


BERNSTEIN'S  MBTHODa  889 

The  use  of  three  independent  receiving  instruments,  though 
free  from  the  objections  just  mentioned,  does  not  obviate  the 
difficulties  which  were  inherent  in  the  systems  of  simultane- 
ous transmission  in  the  same  direction,  invented  by  Stark 
and  Siemens,  in  1855,  and  which  by  the  latter  were  considered 
insurmountable. 

During  the  same  year  that  Bernstein  invented  the  methods  of 
simultaneous  transmission  in  the  same  direction,  which  we  have 
described,  Dr.  J.  Boscha,  Jr.,  of  Leyden,  was  engaged  in  the 
solution  of  the  same  problem.  Boscha  at  first  made  use  of 
three  receiving  instruments,  two  of  them  having  polarized  arma- 
tures, and  the  other  a  neutral  armature. 

To  obviate  a  defect  in  this  arrangement,  caused  by  a  reversal 
of  the  current  upon  the  line,  when  a  signal  was  being  received 
upon  the  neutral  relay,  he  subsequently  devised  the  plan  shown 
in  fig.  497  in  which  all  three  relays  are  polarized.  The  opera- 
tion of  the  transmitters  K^  and  K,  gives  rise  to  three  distinct 
electrical  conditions  of  the  line. 

First:  K^  and  K,  both  open.     No  current 

The  armatures  of  the  relays  K^,  Bj  and  B,  remain  in  the 
position  indicated  in  the  figure,  the  local  circuit  of  battery  e^  is 
open,  and  a  shunt  being  closed  around  the  battery  tf^,  sounders 
Si  and  S,  are  consequently  inoperative 

Second:  K^  closed  and  K,  open.    Current  — ^  —  2. 

This  current  causes  B^  and  Ej  only  to  respond ;  the  fomXer, 
immediately  after  breaking  the  shunt  around  battery  e„  closes 
the  local  circuit  of  battery  e^,  thus  operating  sounder  S^.  A 
signal  upon  Sj  is  prevented  by  Ej  opening  the  local  circuit  of 
battery  e,,  at  the  same  time  that  the  shunt  around  the  latter  is 
broken  by  E^. 

Third:  K^  open  and  K,  closed.     Current  =  +  1. 

This  current  causes  B,  alone  to  respond,  thus  breaking  the 
shunt  around  local  battery  e^,  and  recording  the  signal  upon 
sounder  S,. 

Fourth :  K,  and  K,  both  closed.     Current  +  1  —  2  —  —  1. 
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This  current  causes  R^  only  to  respond,  which,  by  first  break- 
ing the  shunt  around  battery  e,,  and  then  closing  the  circuit  of 
battery  e^,  causes  the  respective  sounders  S,  and  Sj  to  respond- 
In  1861,  Edward  Schreder,  i  of  Vienna,  published  the  following 
description  of  his  improved  method  for  the  simultaneous  trans- 
mission of  two  messages  in  the  same  direction  (fig.  498) : 

The  transmitting  devices  consist  of  two  continuity  preserving 
keys,  Kj  and  K,,  the  operation  of  which  gives  rise  to  three  dis- 
tinct electrical  conditions  of  the  line,  as  follows : 


Fig,  497.1 


First :  Keys  K^  and  K^,  both  open.     No  current 
Second:  K^  closed,  and  Kj  open.     Current  =  —  2. 
Third:  K^  open,  and  Kj  closed.     Current  =  +  1. 
Fourth:  Kj  and  K,  both  closed.     Current  =  —  1. 
At  the  receiving  station  Schreder  makes  use  of  two  relays,  one 
of  which  is  provided  with  two  polarized  armatures,  and  the  other 


^  Zeitschrift  des  Deutsch-Oesterreichischen  Telegraphen-Yereina,  heraiugegebeii 
in  deaaen  Auftrage  von  der  Koniglich  PreuBsischen  Telegraphen-Dlrection. 
Redigirt  von  Dr.  P.  Wilhelm  Brix.    VoL  VIII.     Berlin,  1861.     Page  85. 
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a  single  neutral  armature,  the  former  being  known  as  the  Stdhrer 
relay,  illustrated  and  described  on  page  542  of  "  Electricity  and 
the  Electric  Telegraph." 

Schreder  also  used  a  recording  instrument,  or  sounder  S„ 
wound  differentially,  which,  together  with  the  sounder  S^  were 
controlled  and  operated  by  the  relays  E^  and  Ej,  as  hereafter 
explained. 

It  is  obviously  essential  that  sounder  S^  should  respond  solely 
to  the  movements  of  the  key  Kj,  and  soimder  Sj  to  the  move- 


Ify.  498. 

ments  of  key  K„  while  both  S^  and  S,  should  respond  when 
Kj  and  K,  are  simultaneously  depressed  at  the  sending  statioiL 
The  manner  in  which  this  is  accomplished  will  be  understood  by 
reference  to  the  drawing,  and  the  following  explanation  of  the 
effect  of  the  before  mentioned  electrical  conditions  of  the  linC; 
upon  the  relays,  at  the  receiving  station : 

First:  K^  and  K,  open.     No  current 

The  armatures  a^  and  a,,  of  relay  Ej,  and  armature  a,  of  tihe 
^lay  Eg,  rest  in  the  position  shown  The  local  circuits  being 
open,  sounders  S^  and  S,  are  consequently  inoperative. 
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Second:  K^  closed,  and  K,  open.     Current  =  —  2  B. 

The  current  in  this  case  is  of  the  right  polarity,  and  of  suffi- 
cient strength  to  actuate  the  relays  R^  and  R^?  causing  armature 
a^  of  the  former,  and  armature  a^  of  the  latter,  to  make  con- 
tacts with  their  respective  stops  o^  and  Og?  ^^^s  closing  the  local 
circuit  of  battery  e,  and  sounders  S^  and  S,.  In  order,  however, 
that  sounder  S^  alone  should  respond,  it  is  essential  that  arma- 
tures a^  and  a^j  of  relays  R^  and  R,,  should  move  simultane- 
ously, that  is  to  say,  a^  should  make  contact  with  its  front  stop 
03  at  the  same  time  that  a^,  of  relay  R^,  makes  contact  with  its 
front  stop  Oj,  otherwise  a  false  signal  will  be  recorded  upon 
sounder  S^,  around  the  cores  of  which  two  paths  are  provided 
for  the  current  to  pass,  but  by  a  simultaneous  movement  of  the 
armatures  a^  and  a^  the  current  passing  through  sounder  S,  is 
divided,  each  half  passing  around  its  cores  in  opposite  directions, 
thereby  rendering  the  latter  inoperativa  Armature  a„  or  relay 
R„  is  held  more  firmly  in  the  position  shown  in  the  figure,  the 
local  circuit  of  battery  e^  remaining   open   between  a,  and 

stop  Oj. 

Xhird:  Kj  open,  and  Kg  closed.     Current  =  +  B^. 

The  polarity  of  the  current  in  this  case  is  such  as  to  cause  the 
armature  a,,  of  relay  Rj,  to  make  contact  with  stop  o,,  thus 
closing  the  local  circuit  of  battery  e^,  which,  passing  around  one 
half  only  of  sounder  S,,  causes  the  latter  to  respond. 

Armatures  a^  and  a,,  of  relays  R^  and  Rj  respectively, 
remain  in  the  position  shown,  thus  rendering  Sj  inoperativa 

Fourth :  Kj  and  Kg  closed.    Current  =  —  B. 

In  this  case  armature  ag,  of  the  relay  R^,  remains  in  the  posi- 
tion shown,  the  local  circuit  of  battery  e^  being  open  at  point  o^. 
This  current  not  being  of  sufficient  strength  to  overcome  the 
retractile  force  of  spring  5,  of  armature  aj,  the  latter  also  remains 
upon  its  back  stop.  Armature  a^,  of  relay  Rj,  is,  however, 
caused  to  move  forward,  and  make  contact  with  its  front  stop  Oj, 
thus  closing  the  local  circuit  of  battery  e,  which,  circulating 
through  sounder  S^  and  one  half  of  sounder  Sj,  causes  them 
both  to  respond. 
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Edison's  quadruplex  telegraph. 

The  quadruplex  system  of  telegraphy,  by  means  of  which  four 
communications,  two  in  each  direction,  may  be  simultaneously 
transmitted  over  a  single  wire,  has,  within  a  few  years,  found 
very  extensive  practical  application  upon  the  lines  of  the 
Western  Union  Telegraph  Company,  and  is  at  the  present  time 
operated  upon  160  lines,  between  almost  all  of  the  princi[)al 
cities  in  the  country. 

The  distinguishing  principle  of  this  system  consists  in  com- 
bining at  two  terminal  stations,  two  distinct  and  unlike  methods 
of  single  transmission,  in  such  a  manner  that  they  may  be 
carried  on  independently  upon  the  same  wire,  and  at  the 
same  time,  without  interfering  with  each  other.  One  of  these 
methods  of  single  transmission  is  known  as  the  double  current 
system,  and  the  other  is  the  single  current  or  open  circuit  system. 
In  the  double  current  system  the  battery  remains  constantly  in 
connection  with  the  line  at  the  sending  stations,  its  polarity 
being  completely  reversed  at  the  beginning  and  at  the  end  of 
every  signal,  without  breaking  the  circuit  The  receiving  relay 
is  provided  with  a  polarized  or  permanently  magnetic  armature, 
but  has  no  adjusting  spring,  and  its  action  depends  solely  upon 
the  reversals  of  polarity  upon  the  line,  without  reference  to  the 
strength  of  the  current  In  the  single  current  system,  on  the 
other  hand,  the  ti-ansmission  is  effected  by  increasing  and 
decreasing  the  current,  while  the  relay  may  have  a  neutral  or 
soft  iron  armature,  provided  with  a  retracting  spring.  A  better 
form,  however,  for  long  circuits,  is  that  of  the  polarized  relay, 
especially  adapted  to  prevent  interferences  from  the  reversals 
sent  into  the  line  to  operate  the  double  current  system.  In  this 
system,  therefore,  the  action  depends  solely  upon  the  strength 

Digitized  by  CjOOQ IC 


844  QUADRUPLEX  TELEGRAPHY. 

of  the  current,  its  polarity  being  altogether  a  matter  of  indiffer- 
ence 

It  will  thus  be  apparent  that  by  making  use  of  these  two 
distinct  qualities  of  the  current,  viz.,  polarity  and  strength,  com- 
bined with  the  duplex  principle  of  simultaneous  transmission  in 
opposite  directions,  four  sets  of  instruments  may  be  operated  at 
the  same  time,  on  the  same  wire.  This  method  possesses,  more- 
over, the  important  practical  advantage  that  the  action  of  each 
of  the  receiving  relays  is  perfectly  independent  Each  receiving 
operator  controls  his  own  relay,  and  can  adjust  it  to  suit  himself 
without  interfering  with  the  other. 

Fig.  499  shows  the  quadruplex  apparatus,  as  arranged  upon 
the  bridge  plan,  which  was  at  first  employed  by  the  Western 
Union  Telegraph  Company  in  1874,  when  the  system  was  placed 
upon  its  linea 

T^  is  a  double  current  transmitter  or  pole-changer,  operated 
by  an  electro-magnet,  local  battery  e^  and  finger  key  Kj.  The 
office  of  the  transmitter  T^  is  simply  to  interchange  the  poles  of 
the  main  battery  Ej,  with  respect  to  the  line  and  ground  wires, 
whenever  the  key  Kj  is  depressed ;  or,  in  other  words,  to  reverse 
the  polarity  of  the  current  upon  the  line  by  reversing  the  poles 
of  battery  E^.  By  the  use  of  properly  arranged  spring  contacts, 
«j  «„  this  is  done  without  at  any  time  interrupting  the  circuit 
Thus  the  movements  of  the  transmitter  Tj  cannot  alter  the 
strength  of  the  current  sent  out  to  line,  but  only  its  polarity  or 
direction.  The  second  transmitter,  T„  is  operated  by  a  local 
circuit  and  key  K,  in  the  same  manner.  It  is  connected  with  the 
battery  wire  12,  of  the  transmitter  Tj,  in  such  a  way  that  when  the 
key  K,  is  depressed,  the  battery  E^  is  enlarged  by  the  addition 
of  a  second  battery,  E„  of  two  to  three  times  the  number  of 
cells,  by  means  of  which  it  is  enabled  to  send  a  current  to  the 
line  of  three  or  four  times  the  original  strength,  but  the  polarity 
of  the  current  with  respect  to  the  line  of  course  still  remains,  as 
before,  under  control  of  the  first  transmitter  Tj. 

At  the  other  end  of  the  line  are  the  two  receiving  instruments 
Rj  and  R,.     Rj  is  a  polarized  relay  with  a  permanently  mag- 
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netic  armature,  which  is  deflected  in  one  direction  by  positive, 
and  in  the  other  by  negative  currents,  without  reference  to  their 
strength.  This  relay  consequently  responds  solely  to  the  move- 
ments of  key  Kj,  and  operates  the  sounder  S^  by  a  local  circuit 
from  battery  Lj  in  the  usual  manner.  Relay  R,  is  placed  in  the 
same  main  circuit,  and  is  provided  with  a  neutral  or  soft  iron 
armature.  It  responds  with  equal  readiness  to  currents  of  either 
polarity,  provided  they  are  strong  enough  to  induce  sufficient 
magnetism  in  its  cores  to  overcome  the  tension  of  the  opposing 
armature  spring.  The  latter,  however,  is  so  adjusted  that  its 
retractile  force  exceeds  the  magnetic  attraction  induced  by  the 
current  of  the  battery  E^,  but  is  easily  overpowered  by  tl^at  of 
the  current  from  E^  and  Ej  combined,  which  is  three  or  four 
times  as  great  Therefore,  the  relay  Eg  responds  only  to  the 
movements  of  key  K,  and  transmitter  T,. 

The  same  difficulty  which  troubled  former  inventors  arises 
BLgSiin  in  this  connection.  When  the  polarity  of  the  current 
upon  the  line  is  reversed  daring  the  time  in  which  the  armature 
of  Rg  is  attracted  to  its  poles,  the  armature  will  fall  off  for  an 
instant,  owing  to  the  cessation  of  all  attractive  force  at  the 
instant  when  the  change  of  polarity  is  actually  taking  place,  and 
this  would  confuse  the  signals  by  false  breaks  if  the  sounder 
were  connected  in  the  ordinary  way.  By  the  arrangement  shown 
in  the  figure,  the  armature  of  the  relay  R,  makes  contact  on  its 
back  stop,  and  a  second  local  battery  L,  operates  the  receiving 
sounder  Sg.  Thus  it  will  be  understood  that  when  relay  R^ 
attracts,  its  armature,  the  local  circuit  of  sounder  Sj  will  be 
closed  by  the  back  contact  of  local  relay  S ;  but  if  the  armature 
of  Rg  falls  off,  it  must  reach  its  back  contact^  and  remain  there 
long  enough  to  complete  the  circuit  through  the  local  relay  S 
and  operate  it  before  the  sounder  S,  will  be  affected.  But  the 
interval  of  no  magnetism  in  the  relay  R,,  at  the  change  of 
polarity,  is  too  brief  to  permit  its  armature  to  remain  on  its  back 
contact  long  enough  to  affect  the  local  relay  S,  and  through  the 
agency  of  this  ingenious  device  the  signals  from  K,  are  properly 
responded  to  by  the  movements  of  sounder  Sj. 
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By  placing  the  two  receiving  instruments  E|  and  Ej  in  the 
bridge  wire  of  a  Wheatstone  balance,  and  duplicating  the  entire 
apparatus  at  each  end  of  the  line,  the  currents  transmitted  from 
either  station  do  not  affect  the  receiving  instruments  at  that 
station.  Thus  in  fig.  499  the  keys  K^  and  K,  are  supposed  to 
be  at  New  York,  and  their  movements  are  responded  to  only  by 
the  receiving  relays  Ej  and  E,  at  Boston.  The  duplicate  parts 
which  are  not  lettered  operate  in  precisely  the  same  manner, 
but  in  the  opposite  direction  with  respect  to  the  line. 

In  applying  this  system  of  quadruplex  transmission  upon  lines 
of  considerable  length,  it  was  found  that  the  interval  of  no  mag- 
netism in  the  receiving  relay  E,  (which,  as  before  stated,  takes 
place  at  every  reversal  in  the  polarity  of  the  line  current)  was 
greatly  lengthened  by  the  action  of  the  static  discharge  from  the 
line,  so  that  the  employment  of  the  local  relay  S  was  not  suffi- 
cient to  overcome  the  difficulties  arising  therefrom.  A  rheostat 
or  resistance  Xj  was  therefore  placed  in  the  bridge  wire  with  the 
receiving  instruments  E^  and  Ej,  and  shunted  with  a  condenser 
cof  considerable  capacity.  Between  theflower  plate  of  the  con- 
denser and  the  junction  of  the  bridge  and  earth  wire  an  addi- 
tional electro-magnet  r  was  placed,  acting  upon  the  armature 
lever  of  the  relay  E,,  and  in  the  same  sensa  The  effect  of  this 
arrangement  is,  that  when  the  current  of  one  polarity  ceases,  the 
condenser  c  immediately  discharges  through  the  magnet  r,  which 
acts  upon  the  armature  lever  of  relay  E,,  and  retains  it  in  posi- 
tion for  a  brief  time  before  the  current  of  the  opposite  polarity 
arrives,  and  thus  serves  to  bridge  over  the  interval  of  no  mag- 
netism between  the  currents  of  opposite  polarity. 

It  will  be  seen  that  the  combination  of  transmitted  currents  in 
this  method  differs  materially  from  any  of  those  used  in  previous 
inventions.    They  are  as  follows : 

L  When  the  first  key  is  closed  and  the  second  open,  + 1 

2.  When  the  second  key  is  closed  and  the  first  open — 8  or — 4 

8.  When  both  keys  are  closed +8  ^^  +^ 

4.  When  both  keys  are  open —  1 
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Here  we  discover  another  very  important  practical  advantage 
in  the  system  under  consideration,  which  is  due  to  the  fact  that 
the  difference  or  working  margin  between  the  strengths  of  cur- 
rent required  to  produce  signals  upon  the  polarized  relay  and 
upon  the  neutral  relay,  respectively,  may  be  increased  to  any 
extent  which  circumstances  render  desirabla  Within  certain 
limits,  the  greater  this  difference  the  better  the  practical  results, 
for  the  reason  that  the  range  of  adjustment  of  the  neutral  relay 
increases  directly  in  proportion  to  the  margin.  The  ratio  of  the 
respective  currents  has  been  gradually  increased  from  1  to  2  to 
as  high  as  1  to  4,  with  a  corresponding  improvement  in  the 
practical  operation  of  the  apparatus. 

From  what  has  been  said,  therefore,  it  will  be  seen  that  before 
it  became  possible- to  produce  a  quadruplex  apparatus  capable 
of  being  worked  at  a  commercial  rate  of  speed  upon  long  lines, 
it  was  essential  that  its  component  parts  should  have  arrived  at 
a  certain  stage  of  development  When,  in  the  early  part  of  1872, 
simultaneous  transmission  in  opposite  directions  was  for  the  first 
time  rendered  practicable  upon  long  lines  by  the  combination 
therewith  of  the  condenser,  the  first  step  was  accomplished.  It 
now  only  remained  to  invent  an  equally  successful  method  of 
simultaneous  transmission  in  the  same  direction,  which,  as  we 
have  seen,  was  done  in  1874.  The  application  of  one  or  more 
of  the  existing  duplex  combinations  to  the  new  invention,  to 
form  a  quadruplex  apparatus,  soon  followed  as  a  matter  of 
course. 

The  following  method  of  simultaneous  transmission  in  the 
same  direction  was  invented  in  December,  1875. 

Fig.  500  is  a  diagram  of  the  apparatus  as  arranged  for  quadru- 
plex transmission-  The  lever  t^,  with  its  appendages,  constitutes 
the  first  or  single-point  transmitter,  which  is  the  same  as  that  of 
the  Steams  duplex,  being  operated  by  an  electro-magnet  T^,  local 
battery  t  and  key  Kj.  The  second  or  double-point  transmitter 
consists  of  a  quadrangular  plate  of  hard  rubber,  E,  mounted 
upon  an  axis,  and  capable  of  being  oscillated  by  the  arm  e, 
which  is  rigidly  attached  to  it     By  means  of  a  spring  c^,  the 
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arm  e  presses  upon  a  roller  fixed  upon  one  end  of  the  lever  rf, 
which  forces  the  other  end  of  the  lever  against  the  stop  d^.  The 
lever  d  carries  the  armature  of  the  electro-magnet  T„  which,  like 
the  single  point  transmitter,  is  operated  by  a  local  battery  and 
key  K,.  The  oscillating  plate  E  has  four  insulated  contact 
points/  g^fi^  gij  upon  its  respective  angles.  The  contact  levers 
F  and  G  are  mounted  on  axes  at  each  end  of  the  plate  E,  and 


Fig.  600. 

are  pressed  against  it  by  springs  s^  s^.  When  the  transmitter  is 
in  a  position  of  rest,  as  shown  in  the  figure,  F  is  in  contact  with 
/and  Gt  with/j,  and  the  parts  are  kept  in  this  position  by  the 
action  of  the  spring  e^.  When  key  K,  is  depressed,  the  arm  e 
is  raised  by  the  action  of  the  electro-magnet  T,  upon  the  bent 
lever  d;  this  turns  the  plate  E  upon  its  axis,  and  brings  F  into 
contact  with  g  and  Qt  with  g^ 
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In  this  apparatus,  as  in  the  one  previously  described,  there  are 
four  different  electrical  conditions  possible  when  trdnsmitting 
two  simultaneous  despatches  in  the  same  direction,  as  follows : 

1.  Both  keys  in  a  position  of  rest  This  position  is  represented 
in  fig.  600.  Disregarding  for  the  present  the  receiving  instru- 
ments and  their  connections,  the  circuit  may  be  traced  as  follows : 
From  the  earth  at  G  through  wires  9  and  8,  contact  spring  J, 
lever  ^j,  wire  7,  contact  point /^  and  lever  G,  wires  6  and  5,  and 
thence  through  the  receiving  instruments  to  the  line  L.  Thus 
the  line  wire  is  connected  to  earth  without  any  battery,  and  there 
is  no  current  upon  the  Una 

2.  The  first  key  closed  and  the  second  key  open.  The  route  is  the 
same  as  before  from  the  earth  at  G  to  contact  spring  b.  From 
this  point  it  now  diverges  through  contact  lever  F,  wires  12,  13, 
and  battery  B  to  wire  7,  and  thence  to  the  line  as  before.  The 
battery  B  is  now  in  circuit  and  sends  a  +  current  to  line. 

8.  The  second  key  closed  and  the  first  key  open.  The  route  is  now 
from  the  earth  at  G,  through  wires  9  and  8,  contact  spring  b  and 
lever  ij,  as  in  the  first  instance,  thence  through  batteiy  B,  wires 
18,  12,  contact  lever  G,  wires  6,  5,  and  through  the  receiving 
instruments  to  line.  The  same  battery  B  now  sends  a  —  current 
to  the  line. 

4.  Both  keys  closed.  The  route  is  now  from  the  earth  at  G,  by 
wires  9  and  8  to  contact  spring  b  ;  thence  by  contact  point  a  and 
wire  14  to  battery  SB ;  thence  by  wire  15,  through  g  to  lever  F, 
wire  12  and  g^  to  contact  lever  G,  and  finally  through  wires  ft 
and  5  to  the  line.  The  battery  8B,  which  contains  about  three 
times  as  many  elements  as  B,  now  sends  a  -}-  current  to  the  line 
It  will  thus  be  seen  that  the  two  batteries  B  and  8B  are  never 
thrown  together  on  the  line  at  the  same  time,  as  in  the  previous 
arrangement 

The  receiving  apparatus  consists  of  two  sounders,  S^  and  S,^ 
which  are  controlled  by  two  relays,  R^  and  Rj,  fig.  500,  The 
line  wire  L,  on  entering  the  receiving  station,  passes  through  the 
coils  of  both  relays,  and  thence  to  earth  through  the  transmitting 
apparatus.     Both  relays  are  provided  with  polarized  armatures^ 
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and  are  preferably  constructed  with  two  electro-magnets  m  m^^ 
arranged  with  their  poles  facing  each  other,  with  a  permanently 
magnetized  armature  between  the  opposite  poles. 

The  arriving  current,  entering  the  relay  K^,  passes  through 
the  wire  2  and  coil  A3  of  magnet  m  and  A3  of  m^^  which  are  so 
arranged  that  a  +  current  will  cause  the  polarized  armature  n  to 
be  attracted  by  m^  and  repelled  by  m,  while  with  a  —  current 
the  opposite  effect  will  be  produced. 

The  armature  of  relay  K^  is  provided  with  a  retracting  spring 
r^,  and  operates  the  sounder  S^  by. means  of  a  local  battery  l^,  in 
the  ordinary  manner.  The  relay  R,  consists  of  two  electro- 
magnets p  and  jOj,  and  its  armature  is  also  provided  with  a  re- 
tracting spring  rji ;  but  it  differs  materially  from  the  other  relay 
ia  the  arrangement  of  its  local  connections.  The  polarized  arma- 
ture 0  is  held  by  the  tension  of  the  spring  r^,  not  against  a  fixed 
stop,  but  against  the  free  end  of  a  movable  contact  lever  r,  the 
opposite  end  of  which  turns  upon  an  axis.  The  contact  lever  r 
is  itself  held  against  a  fixed  stop  j  by  a  spring  y^,  the  tension  of 
which  considerably  exceeds  that  of  spring  r,.  The  local  battery 
w  is  placed  in  the  wire  22,  leading  from  the  cpntact  lever  r  to 
the  differential  soimder  S3. 

The  manner  in  which  the  receiving  instruments  operate  in 
each  of  the  four  different  electrical  conditions  of  the  Une  is  a^ 
follows : 

1.  No  current  The  local  circuit  of  sounder  S^  is  kept  opeu 
by  the  action  of  spring  r^  on  armature  n,  and  it  remains  inactive. 
The  opposing  branch  circuits  28  and  24  of  sounder  S3  are  both 
closed  by  relay  R3,  which  render  it  also  inactive. 

2.  Current  of  ^  B,  The  relay  Rj  (which  is  affected  by 
positive  currents  of  any  strength)  operates  sounder  S^.  The 
armature  of  relay  R3  is  pressed  more  strongly  against  contact 
lever  r,  but  not  with  sufficient  power  to  overcome  the  spring  q^. 
Sounder  S3  is  therefore  unaffected 

8.  Current  of —  B.  The  armature  of  relay  R^  is  attracted 
toward  its  back  stop,  and  S^  is  not  affected.  The  armature  of 
R3  is  attracted  to  the  right,  and  opens  wire  24,  which  permits 
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the  local  battery  w  to  operate  the  sounder  Sj,  by  way  of  wires  22 
and  28. 

4  Current  o/*+  3B.  The  armature  of  relay  K^  operates  as 
in  the  second  case.  The  increased  power  of  the  current  from 
the  battery  of  many  elements  causes  the  armature  of  Rg  to  over- 
come the  resistance  of  spring  j^,  and  break  the  local  circuit  of 
wire  22,  leaving  the  sounder  S,  free  to  operate  by  way  of  wires 
22  and  24.     Thus  the  -}-  3B  current  operates  both  sounders. 

In  order  to  adapt  this  system  to  quadruplex  transmission,  addi- 
tional heUces  h  h^  and  A,  A3  are  placed  upon  the  receiving 
relays  R^  and  Eg,  which  are  placed  in  the  circuit  of  an  artificial 
line,  arranged  according  to  Stearns's  differential  duplex  method, 
which  diverges  at  the  point  5  and  goes  by  way  of  16,  17, 18, 19, 
20  and  21  to  the  earth  at  G,  and  is  provided  with  the  usual 
rheostat  X  and  condenser  C.  The  small  rheostat  x  is  employed 
to  regulate  the  time  of  discharge  from  the  condenser. 

By  the  arrangement  of  the  contact  lever  r,  in  connection  with 
the  armature  lever  o  of  relay  R,,  and  the  local  circuits  as  above 
described,  the  reversal  of  polarity  upon  the  line  takes  place 
without  interrupting  the  signal  upon  sounder  S„  for  the  reason 
that  when  the  armature  o  is  acted  upon  by  the  reversal  it  goes 
directly  over  from  one  extreme  position  to  the  other,  without 
stopping  at  the  intermediate  position  long  enough  to  affect  the 
sounder  Sj,  even  if  there  is  a  considerable  interval  between  the 
successive  currents. 

An  improvement  upon  the  above  arrangement  was  subse- 
quently invented,  in  which  an  entirely  novel  combination  of 
cuirents  upon  the  line  was  employed,  and  which  does  not  require 
the  polarity  of  the  current  to  be  reversed  during  the  transmission 
of  a  signal  In  fig.  501,  Tj  is  a  local  electro-magnet,  which  oper- 
ates the  single  point  transmitter  t^^  under  control  of  the  key  K^. 
The  key  K,  in  like  manner  controls  the  double  point  trans- 
mitter  t^.  The  four  electrical  conditions  of  the  line  in  the  dif- 
ferent positions  of  the  keys  are  as  follows : 

1.  Both  keys  open.  This  is  the  position  represented  in  the 
figure     The  route  of  the  current  is  from  the  earth  at  Q-,  through 
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"wiiB  1,  spring  h,  lerev  /j^  wires  2  and  3^  contact  point  o,  spring 0^ 
'wires  4  and  5,  battery  B,  wires  6  and  7^  contact  point  71^  and 
spring  Nj  thenL^e  by  vdte  8  to  line  L.     The  bntt^^iy  B  sends  a  + 
cuTTent  to  line* 
2.  First  iej  cioifed  and  seco7id  hei/  open.     The  route  iB  xiow 


Fig.  50  L 

from  earth  at  G^  by  wire  1  aii<l  spring  h  to  jwint  a^  wirc6  12  ;tn*l 
7  and  thence  as  before  to  the  hue.  In  thii^  c^iae  there  is  no 
battery  in  circuit,  and  no  current  g^nes  to  hue. 

3.  Second  hiy  closed  and  Jifst  h  y  oj}en.     Tlio   route  is  now 
from  earth  at  (x  by  vnro  1,  spring  h  and  lever  i^^  wires  2  mxd 
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18,  battery  8B,  wire  14,  point  o^,  spring  0,  wires  4  and  15,  con- 
tact point  Tij,  spring  N  and  wire  8  to  the  line.  The  large  bat- 
tery 8B  sends  a  —  current  to  the  line. 

4.  Both  keys  closed.  The  route  is  from  earth  at  G  by  wire 
1,  spring  i,  contact  point  a,  wires  12  and  6,  main  battery  B, 
wires  5  and  15,  contact  point  n^,  spring  N,  and  wire  8  to  line 
L.  In  this  case  the  lesser  main  battery  sends  a  —  current  ta 
line. 

The  receiving  apparatus  consists  of  two  sounders  S^  and  Sj, 
controlled  by  two  relays  Rj  and  R,,  both  of  which  have  polar- 
ized armatures,  and  are  constructed  in  the  same  manner  as  those 
described  in  connection  with  the  last  method  The  armature  of 
relay  Rg  is  provided  with  a  retracting  spring  r^,  and  operates 
the  sounder  S,  by  means  of  a  local  battery  Zg,  in  the  usufd  man- 
ner. The  polarized  armature  /,  when  no  current  is  passing 
through  the  line,  is  held  by  a  spring  r^  against  the  free  end 
of  a  contact  lever  r,  which  is  in  turn  held  against  the  fixed 
stop  q  by  the  tension  of  a  spring  j^,  which  considerably  exceeds 
that  of  the  spring  r^. 

The  manner  in  which  the  receiving  instruments  operate  in 
each  of  the  four  conditions  of  the  line  is  as  follows:  1,  Cur- 
rent  o/^-l-  B.  The  local  circuit  of  sounder  S^  is  kept  open  by 
the  action  of  the  positive  current  upon  the  polarized  armature  of 
relay  R^,  which  is  sufficient  to  overcome  the  tension  of  spring 
Tj,  and  it  therefore  remains  inactive.  The  local  circuit  of 
sounder  Sj  is  kept  open  by  the  action  of  the  positive  current 
upon  the  armature  h  of  relay  R,,  in  addition  to  the  action  of 
spring  Tj.  2.  No  current  The  armature  j  of  relay  Rj  is 
drawn  by  the  tension  of  spring  r^  over  against  the  contact  lever 
r,  thus  completing  the  local  circuit  of  sounder  S^,  The  armature 
of  Rg  is  held  back  by  spring  r^,  thus  breaking  local  circuit  of  S, 
3.  Current  of —  3  B.  In  this  case  the  action  of  the  negative 
current  from  the  greater  battery  causes  the  polarized  armature 
to  press  against  the  contact  lever  r  and  overcomes  the  tension  of 
spring  ji,  and  thus,  although  the  local  circuit  is  still  closed 
between  the  armature  /  and  contact  lever  r,  it  is  now  broken. 
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between  the  latter  and  the  fixed  stop  j,  and  henoe  sounder  S^ 
remains  inactive.  On  the  other  hand,  the  negative  current  carries 
the  armature  h  of  relay  R^  to  the  left,  closing  the  local  circuit 
and  actuating  the  sounder  Sj.  4.  Current  of —  E.  This  cur- 
rent is  not  sufficient  to  overcome  the  tension  of  spring  y^,  and^ 
therefore,  the  contact  lever  r  continues  to  rest  against  stop  2»  and 
the  local  circuit  of  S^  is  completed  Relay  R,,  which  operates 
by  negative  currents  of  any  strength,  closes  its  local  circuit 
through  the  sounder  S,. 

In  this  arrangement  it  will  be  seen  that  a  reversal  of  polarity 
upon  the  line  cannot  .occur  while  a  signal  is  being  given  by 
either  key.  This  method  may  be  readily  united  with  any  suit* 
able  duplex  method  to  form  a  quadruplex  combinBtion. 

Fig.  502  is  a  diagram  illustrating  a  quadruplex  method,  based 
upon  that  shown  in  fig.  499,  but  embodies  several  important 
modifications  and  improvements  not  shown  thera  Tliiii  an-ange- 
ment  was  extensively  employed  for  some  time  upon  the  Western 
Union  lines,  especially  upon  the  longer  circuits,  and  waa  found 
to  be,  in  many  respects,  far  superior  to  that  first  introduced.  It 
will  be  seen  that  no  changes  were  made  in  the  principle  of  the 
transmitting  portion  of  the  apparatus,  or  the  combination  of  cur- 
rents  sent  to  line  in  the  different  positions  of  the  keysj  but 
portions  of  the  receiving  apparatus  were  materially  altei^etL 

In  fig.  602  the  polarized  relay  Rj,  and  its  accompanying 
sounder,  are  placed  in  the  bridge  5,  6,  as  before.  The  neutral 
relay,'  which  was  formerly  placed  in  the  bridge  ^vire  also,  is 
discarded  altogether,  and  is  replaced  by  a  compound  differential 
polarized  relay  R,.  This  is  inserted,  not  in  the  bridge  wire,  but 
in  the  line  and  earth  wires ;  these  respectively  form  tlie  third  and 
fourth  sides  of  the  bridge,  of  which  A  and  B  are  the  firs^t  and 
second  sidea  Thus,  when  the  resistances  A  and  B  are  made 
equal,  the  outgoing  currents  will  divide  equally  between  the  line 
and  the  earth,  and  will  neutralize  each  other  in  thek  eilect  upon 
the  relay  Rj.  The  latter  consists  of  two  electro-magnets  facing 
each  other,  with  a  polarized  armature  between  them.  Wlien  no 
current  is  passing,  th3  polarized  armature  is  held  in  a  ccntml 
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position  between  two  spring  contact  levers  N  Nj,  and  the  cir- 
cuit of  the  local  relay  S  is  completed  through  these  and  the 
armature  lever.  The  ^rings  of  the  contact  levers  N  Nj  are 
adjusted  with  sufl&cient  tension  to  prevent  them  from  responding 
to  the  current  of  the  small  battery  E^  at  the  sending  station,  but 
the  additional  current  from  batt^  E^  will  overcome  the  spring 


LIME 
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of  N  or  of  Nj,  according  to  its  polarity,  and  thus  break  the  circuit 
of  the  local  relay  S,  which  by  its  back  contact  will  operate  the 
sounder  S,.  The  electro-magnets  r  r  are  arranged  to  act  in  con- 
junction with  Ej  Rj  upon  the  same  armature  lever,  and  are 
connected  with  a  condenser  c  and  a  rheostat  Xj  in  the  bridge 
wire,  for  reasons  which  have  been  fully  explained  on  page  847. 
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Fig.  50S  shows  the  connections  of  another  form  of  quadraplex 
apparatus,  embodying  several  important  improvements  that  are 
not  found  in  the  apparatus  heretofore  described*  Both  receiving 
relays  R^  and  R,  are  provided  with  differential  helices  and  polar- 
ized armatureSi  and  in  general  the  differential  method  is  employed 


Ilg.  603. 

throughout  in  place  of  the  bridge.  The  relays  R^  and  R,  may 
be  constructed  as  shown  in  the  figure,  or  according  to  Siemens's 
pattern.  Experience  has  shown  that  the  latter  form  gives,  on 
the  whole,  the  most  satisfactory  results,  and  it  has  therefore  been 
adopted  in  all  the  more  recent  apparatu&     The  combination  of 
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the  outgoing  currents  differs  from  that  employed  in  the  original 
quadruplex,  and  is  as  follows: 

Kj  open  and  K,  open,  current  traversing  line +  4  B 

Ki  open  and  K,  closed,     "  "  "    +    B 

Ki  closed  and  Kj  open,     "  "  "    — 4B 

Ki  closed  and  K,  closed,  "  "  "    —    B 

As  in  the  original  quadruplex,  key  K^  controls  the  polarity 
of  the  current  going  to  line,  but  the  depression  of  K,  decreases 
the  outgoing  current,  irrespective  of  its  polarity,  from  4  B  to  B ; 
or,  in  other  words,  cuts  off  the  battery  3  B  altogether. 

The  only  matter  requiring  detailed  explanation  is  the  action 
of  the  relay  Bj.  .When  both  keys  are  at  rest,  the  positive  cur- 
rent of  both  batteries  (4-  3  B  +  B)  is  passing  over  the  line,  and 
the  polarized  armature  is  pressed  against  the  contact  lever  n^, 
which  yields,  thus  allowing  it  to  separate  from  the  contact  lever 
n„  and  the  circuit  of  the  sounder  S^  is  broken.  When  K^  is 
closed,  the  polarity  of  the  entire  battery  upon  the  line  is  reversed, 
and  the  armature  passes  over  to  the  other  side  and  presses 
against  n^  in  the  same  manner,  so  that  the  sounder  S,  cannot 
be  operated  by  the  stronger  currents  of  either  polarity.  But 
the  depression  of  the  key  K,  in  either  case  decreases  the  current, 
until  it  is  unable  to  withstand  the  tension  of  the  springs  of  the 
contact  levers  n^  n,,  and  thus  the  local  circuit  through  the 
sounder  S,  is  completed,  and  the  latter  consequently  responds 
to  the  movements  of  key  K,. 

On  circuits  exceeding  200  miles  in  length,  the  sounder  S, 
is  preferably  operated  through  the  medium  of  a  local  relay, 
arranged  as  in  fig.  502.  The  combination  of  the  outgoing  cur- 
rents in  different  positions  of  the  keys  is  also  rearranged,  so 
as  to  conform  to  the  original  plans  (figs.  499  and  502),  and  is 
as  follows : 

K^  open  and  K,  open,  current  traversing  line +     B 

Ki  open  and  K,  closed,     *'  "  "     +  4  B 

Kj  closed  and  K^  open,     "  "  " —      B 

Kj  closed  and  K,  closed,  "  "  "     —  4  B 
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Figs.  504  and  505  comprise  a  plaa  view  and  diagram  of  a 
quartette  table,  aiTanged  for  quadruplex  working  on  a  long  cir- 
cuit, showing  the  relative  positions  of  the  different  part^  of  the 
apparatus.  In  fig.  504  the  compartment  at  the  top  of  tht;  figure 
is  jEor  receiving,  and  the  other  for  sending ;  while  in  fig,  506  the 
sending  operator  occupies  the  upper  compartment  and  the 
receiving  operator  the  lower  ona  The  letters  and  figures  of 
reference  indicate  the  same  parts  as  in  fig.  503.  Additional  let- 
ters of  reference  will  be  explained  elsewhere.  The  main  cir- 
cuitB  are  indicated  by  broken  lines,  and  the  locrd  circuits  by 
dotted  linea 

In  all  of  the  methods  of  multiple  transmission  hitherto  known, 
whereby  two  distinct  communications  may  be  simidtaoeously 
transmitted  over  one  conductor  in  the  same  direction,  or  com- 
bined with  any  suitable  one  of  the  several  known  methods  of 
simultaneous  double  transmission  in  opposite  directions,  so  that 
four  distinct  communications  may  be  transmitted  siniultaneoualy, 
without  interfering  with  each  other,  it  has  been  necesisaiy  to 
make  use  of  a  double-acting  receiving  instrument  or  relay  at  the 
receiving  station^  composed  of  a  single  electro-magnet  having 
two  or  more  armatures,  or  else  of  two  or  more  independent 
receiving  instrumenta 

The  practical  objection  to  the  first  mentioned  airangenient  is 
that  the  effective  attraction  of  the  electro-magnet  for  any  one  of 
two  or  more  armatures  is  materially  lessened  wlicrtever  one  of 
the  others  is  already  in  contact,  or  nearly  in  contact,  with  its 
poles.  Thus  the  movements  of  the  separate  annatnn?^  neces- 
sarily interfere  with  each  other,  which  interference  iemh  to  con- 
fuse the  signals.  The  second  arrangement,  viz.,  the  use  of  two 
independent  receiving  instruments,  although  being  free  (nnn  the 
above  mentioned  objections,  is  liable  to  certain  ntliLr  defects, 
the  principal  of  which  are  as  follows :  When  the  ajiparatus  m 
arranged  for  the  simultaneous  transmission  of  four  coiiinumica- 
tions,  two  in  each  direction,  it  is  found  difficult  to  arljui^t  the 
equating  resistances  and  condenser  capacities,  so  thut  neither  of 
the  two  receiving  instruments  are  affected  by  the  variations  in 
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EXPLANATION  OP  PIGS.  S04  AND  505. 


Ki,  Key  of  No.  1  tending  opermtor. 

Ti,  Doable  current  tranemitter,  operated  by 

Kj  orAf 
tfi,  Transmitter  local,  of  three  cella. 
it  I,  Key  of  No.  1  receiving  operator. 
Bi,  Single  polarised  relay. 
St,  Receiving  eoonder  operated  by  ditto. 
/.,  Soander  local,  of  two  cells. 
K«,  Key  of  No.  9  sending  operator. 
T,,  Single  current  transmitter,  operated  by 

K,  or  k,. 
0„  Transmitter  local,  of  three  cells. 


k^.  Key  of  No.  2  receiving  operator. 

R„  Compound  polarised  relay. 

S,  Local  relay  or  repeatiog  eounder  of  ditto. 

/,  Local  of  repeating  sonnder  (two  cells). 

S,,  Receiving  sonnder,  operated  by  S. 

{,,  Soander  local,  of  two  cells. 

B,  Smaller  division  of  main  battery. 

8  B,  Larger  division  of  main  battery. 

Q,  SwiUm  for  catting  ont  main  battery  and 

connecting  line  to  earth  while  balancing. 
X,  Larse  rheostat  for  balancing  resistance  of 

line. 
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the  strength  or  polarity  of  the  outgoing  currents  ;  as  the  changes 
necessary  to  effect  the  proper  adjustment  or  balance  of  one 
receiving  instrument  destroy  the  balance  of  the  other,  and  much 
care  and  skill  are,  at  times,  required  to  accomplish  the  desired 
result 

Again,  when  two  receiving  instruments  are  used,  one  must 
be  sufficiently  sensitive  to  respond  readily  to  weak  currents. 
The  other  must  be  much  less  sensitive,  responding  only  to  cur- 


rents of  greater  strength.  The  current  required  to  actuate  the 
latter  instrument  sometimes  affects  injuriously  the  working  of 
the  more  delicate  ona 

*  To  meet  these  difficulties,  a  somewhat  novel  and  ingenious 
arrangement  has  been  devised,  which  is  shown  in  fig.  506.  The 
principal  part  of  the  improvement  consists  in  the  use  of  a  new 
form  of  double  acting  relay,  composed  of  a  double  electro-magnet 
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and  a  single  armature,  the  latter  capable  of  being  placed,  by  the 
action  of  the  former,  in  four  diflEerent  positions  corresponding  to 
the  four  possible  positions  of  the  two  keys  at  the  sendiag  station* 
By  means  of  suitably  arranged  contact-levers,  two  independeot 
local  circuits  are  brought  into  action  by  the  same  armature  in  its 
different  positions,  so  as  to  actuate  two  independent  soundersL 

The  diagram  shows  the  receiving  instrument  or  relay  at  one 
terminal  station,  combined  with  other  well  known  apparatas^  in 
order  to  effect  the  simultaneous  transmission  and  reception  of 
two  communications,  in  the  same  or  in  opposite  directions,  or 
both,  upon  one  conductor. 

With  the  exception  of  the  arrangement  of  contact-points  and 
their  respective  local  connections  with  the  levers  N  and  Nj,  and 
armature  a^,  by  means  of  which  the  latter  controls  the  lotral  cir- 
cuits which  operate  the  sounders  S^  and  S,,  the  construction  of 
the  receiving  instrument  is  precisely  the  same  as  that  use*!  in  the 
quadruplex  system,  which  we  have  just  considered,  and  which  is 
fully  described  on  page  858.  As  shown  in  the  figui^,  the  con* 
tact-levers  N  and  Nj  of  the  receiving  instrument  turn  finely 
upon  suitable  f ulcrums  at  their  lower  ends,  while  tlieir  fi-ee  upper 
ends,  when  at  rest,  are  held  against  the  adjustable  contact  points 
q  q^  by  the  tension  of  the  adjustable  springs  r  r  j.  A  contact 
point  0  is  upon  the  upper  extremity  of  the  contact  lever  N  ;  and 
Oj  is  an  insulated  stop  occupying  a  corresponding  position  upon 
the  lever  N^.  The  contacts  q  q^  are  so  adjusted  as  to  allow  the 
arm  a^,  which  is  rigidly  attached  to  the  armature  a,  to  play 
between  the  stops  o  and  o^  upon  the  contact  levers,  which  limit 
its  motion  in  each  direction,  except  at  such  times  as  the  amiature 
a  moves  with  sufficient  power  to  overcome  the  retractile  tovce  of 
springs  r  r^^  in  which  case  the  lever  N  or  N^  is  pressed  away 
from  the  contact  q  or  q^  until  it  strikes  against  the  adjustable 
stop/}  or^j. 

The  operation  of  the  two  independent  transmitters  or  keja  K| 
and  K„  at  the  sending  station,  gives  rise  to  four  different  elec* 
trical  conditions  of  the  line,  according  to  their  respective  positioiis 
with  reference  to  each  other,  as  follows : 
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1.  First  and  second  keys  both  opea  This  is  the  position 
of  the  apparatus  shown  in  the  figure.  In  this  position  of  the 
keys  both  main  batteries  are  in  circuit,  sending  to  line  a  positive 
or  +  current  of  +  B  +  3B  =  -|-4B. 

2.  First  key  closed  and  second  key  open.  In  this  position 
both  main  batteries  are  also  in  circuit,  sending  to  line  a  negative 
or  —  current  of  —  8B  —  B  =  — 4B. 

3.  Second  key  closed  and  first  key  open.  In  this  position 
the  smaller  of  the  two  main  batteries  only  is  in  circuit,  sending 
to  line  a  positive  or  -f-  current  of  a  strength  of  +  B. 

4.  First  and  second  keys  both  closed.  In  this  position 
the  smaller  battery  only  is  in  circuit,  sending  to  line  a  negative 
or  —  current  of  a  strength  of  —  B. 

At  the  distant  terminal  of  the  line  L,  the  apparatus  is  arranged 
precisely  as  shown  in  the  figure. 

It  is  essential  that  one  sounder  (for  example,  Sj)  should 
respond  solely  to  the  movements  of  the  key  K^,  and  the  other 
sounder,  Sj,  in  like  manner  to  the  movements  of  the  key  Kg  ; 
while  both  should  respond  when  both  keys  are  simultaneously 
depressed  The  manner  in  which  this  result  is  accomplished 
wiU  be  understood  by  the  following  explanation  of  the  effect  of 
each  of  the  above  mentioned  electrical  conditions  of  the  line 
upon  the  receiving  instrument 

1.  Positive  current  from  both  batteries  (+  4  B).  The  local 
circuit  of  sounder  S^  is  open  between  the  point  o  and  arm 
a^,  and  that  of  S^  between  the  lever  N^  and  the  stop  y^, 
because  the  action  of  the  current  upon  the  armature  a,  tending 
to  attract  it  toward  Mj,  is  strong  enough  to  overcome  the  tension 
of  the  spring  r^,  and  force  the  lever  Nj  against  the  stop  p^, 

2.  Negative  currents  from  both  batteries  ( —  4  B).  The 
local  circuit  of  sounder  Sj  is  closed  at  the  point  of  contact 
between  arm  a^  and  contact  lever  N ;  but  that  of  sounder  Sj  is 
broken  between  the  contact  lever  N  and  the  stop  j,  because  the 
strength  of  the  current  upon  the  line  is  so  great  as  to  overcome 
the  tension  of  the  spring  r,  and  force  the  lever  N  against  the 
stop  p. 
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8.  Positive  current  from  battery  B  only  (+  B).  The  local 
circuit  of  sounder  S^  is  broken  between  the  arm  a^  and  the  con- 
tact o  on  the  lever  N,  but  that  of  sounder  S,  remains  closed, 
because  the  power  of  the  current  upon  the  line,  though  sufficient 
to  move  the  arm  a^  away  from  the  stop  o,  is  not  able  to  overcome 
the  spring  r^,  and  separate  the  lever  N^  from  the  stop  q^. 

4.  Negative  current  from  battery  B  only  ( —  B).  The  local 
circuits  of  both  sounders  S^  and  S,  remain  closed,  because 
the  strength  of  this  current  is  sufficient  to  bring  the  arm  a^  into 
contact  with  the  stop  o  upon  the  contact  lever  N,  but  is  not 
enough  to  overcome  the  spring  r,  and  thus  separate  the  lever  N 
from  the  stop  q. 

Thus  it  will  be  understood  that  the  armature  a  is  caused  to 
assume  four  different  positions  ccwrresponding  to  the  four  different 
electrical  conditions  of  the  line. 

When  the  armature  is  in  either  of  its  extreme  positions  the 
local  circuit  of  the  sounder  S,  is  broken.  When  the  armature 
passes  directly  over  from  one  extreme  position  to  the  other,  it,  of 
course,  closes  the  local  circuit  for  an  instant  as  it  passes  the 
middle  point,  but  not  long  enough  to  produce  any  effect  whatever 
upon  the  sounder  S,,  which  remains  inactive. 

Condensers  Oj  and  Cg  are  connected  to  the  artificial  line  A  for 
the  purpose  of  compensating  the  static  discharge  of  the  line. 
The  adjustable  rheostats  Vj  and  V.^  are  used  in  order  to  regu- 
late the  action  of  the  condensers  and  render  their  charge  and 
discharge  nearer  the  same  duration  as  that  of  the  lina 

An  independent  condenser  C  is  arranged  with  one  set  of  its 
poles  in  connection  with  the  main  line  L,  and  the  other  set  with 
the  artificial  line  A. 

No  effect  is  produced  upon  this  condenser  by  the  outgoing 
current,  as  the  potential  of  the  latter  is  substantially  the  same 
on  each  sida 

The  incoming  current  from  the  distant  station,  meeting  with 
the  resistance  of  the  helices  M  M^,  flows  into  and  charges  the 
condenser,  which  remains  charged  until  a  reversal  of  the  current 
takes  place  upon  the  line,  when  it  instantly  discharges  itself  and 
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sends  a  momentary  pulsation  through  the  electro-magnets  M  M^, 
thus  tending  to  hasten  the  action  of  the  receiving  magnet  upon 
its  armature  at  each  reversal,  thereby  improving  the  signals  upon 
long  line& 

The  effective  action  of  this  condenser  may  be  much  increased 
if  desired,  by  augmenting  the  resistance  of  the  helices  M  Mj, 
or  by  inserting  additional  resistances  between  these  and  the 
junction  of  the  wires  leading  to  the  condenser  on  each  side. 

The  double  acting  receiving  instrument  here  described,  and 
shown  in  the  figure,  is  equally  serviceable  in  connection  with  the 
arrangement  of  main  batteries  illustrated  and  described  on  pages 
848  and  852. 

The  apparatus  has  been  tested  in  practical  service  upon  all  of 
the  longest  circuits  on  which  the  quadruplex  system  is  worked 
from  the  Western  Union  Telegraph  Company's  New  York  office, 
and  continued  in  constant  use  for  one  week  on  the  New  York 
and  Albany  circuit  with  very  satisfactory  results.  In  regular 
practice,  however,  it  has  been  found  preferable  to  use  two  inde- 
pendent relays,  thus  enabling  each  operator  to  adjust  his  own 
instrument 

On  February  7,  1877,  a  test  was  made  on  a  direct  circuit 
between  New  York  and  Chicago,  via  Pittsburgh,  Pa.,  a  dis- 
tance of  913  miles,  and  the  simultaneous  reception  of  two  com- 
munications in  the  same  direction  was  accomplished  at  a  speed 
of  thirty  words  a  minute  on  each  of  the  respective  sounders  Sj 
and  Sj. 

Fig.  607  shows  a  general  plan  of  the  quadruplex  apparatus 
now  in  use  on  the  lines  of  the  Western  Union  Telegraph  Com- 
pany, and  which  embodies  the  more  I'ecent  improvementa 

The  transmitting  devices,  both  in  construction  and  mode  of 
operation,  are  precisely  similar  to  those  referred  to  in  connection 
with  fig.  506,  so  that  it  will  be  necessary  here  to  refer  only  to  the 
effect  produced  by  the  operation  of  the  two  independent  transmit- 
ters or  keys,  which  is  as  follows : 

1.  Key  Kj  and  K,  both  open.  In  this  position  the  entire 
battery  is  in  circuit,  sending  to  the  line  a  negative  or  —  current 
of  — B  — 8B=— 4B. 

Digitized  by  CjOOQ IC 


IMPROVED  RELAY. 


867 


2.  Key  K^  open  and  K^  closei  In  this  case  batter j  B 
only  is  in  circuit,  sending  to  the  line  a  negative  or  —  current  of 
—  B. 

3.  Key  K^  closed  and  Kg  open.  The  entire  battery  is  again 
in  circuit,  but  in  this  case  with  the  positive  or  +  pole  to  the 
line,  sending  a  current  of-|-8B-|-B=  +  '^B. 

4.  Key  Kj  and  Kg  both  closed.     In  this  position  the  battery 


Fig.  607. 

Bonly  is  in  circuit,  sending  to  the  line  a  positive  or  -f-  ctirrent 
of  +  B. 

Thus  it  will  be  understood  that  the  line  is  caused  to  a.'^siime 
four  distinct  electrical  conditions,  corresponding  with  tht.*  four 
possible  positions  of  the  keys  at  tlio  transmitting  station, 

The  receiving  apparatus  consists  of  two  sounders,  S^  avul  ^?^, 
which  are  controlled  by  relay's  Rj  and  Rg.  The  construction  •  >r  1{ . 
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is  the  same  in  every  particular  as  that  heretofore  described  ;  it 
being,  in  fact,  simply  a  polarized  relay  capable  of  responding  to 
positive  and  negative  currents. 

The  relay  K^,  however,  differs  materially  from  relay  R^  in  the 
arrangement  of  its  local  circuit  connections,  by  means  of  which 
the  sounder  Sj  is  operated ;  and  the  improvement  upon  the  form 
of  relay  heretofore  used  consists  chiefly  in  dispensing  with  one 
of  the  supplementary  contact  levers,  whereby  the  apparatus  is 
not  only  simplified,  but  made  to  work  with  greater  facility  and 
certainly  through  long  circuita 

The  normal  position  of  the  apparatus,  when  neither  key  at  the 
transmitting  station  is  depressed,  is  that  shown  in  the  diagram. 

The  manner  in  which  the  relays  R^  and  R,  operate  in  each 
of  the  four  electrical  conditions  of  the  line  mentioned,  so  as  to 
cause  he  sounder  S^  to  respond  solely  to  the  movements  of  key 
Kj,  and  the  sounder  Sj  in  like  manner  to  the  movements  of  key 
Kj,  and  both  in  response  to  a  simultaneous  depression  of  keys 
Kj  and  K„  will  be  understood  by  reference  to  the  following 
explanation: 

1.  Kj  and  Kj  both  open.  A  negative  or  —  current  from 
both  batteries  ( — 4B).  The  local  circuit  of  sounder  S^  is  kept 
open,  because  the  polarity  of  the  line  current  tends  to  hold  the 
armature  h  of  relay  R^,  on  its  back  stop  p.  The  local  circuit 
of  sounder  S,  is  also  open  between  armature  j  and  lever  r, 
because  the  current  on  the  line  is  sufficiently  powerful  to  over- 
come the  spring  r^,  and  hold  armature  /  against  stop  o;  thus 
sounder  Sj  remains  inactive. 

2.  Ki  open  and  K^  closed.  A  negative  or  —  current  from 
battery  B  only  ( —  B).  The  local  circuit  of  sounder  Sj  re- 
mains open  between  stop  p^  and  armature  A,  because  the 
polarity  of  the  current  is  such  as  to  hold  the  latter  against  stop 
p.  The  action  of  this  current  upon  relay  R,  is  to  cause  its  arma- 
ture y,  assisted  by  spring  r^,  to  move  to  tlie  left  and  make  con- 
tact with  the  lever  r,  but  not  with  sufficient  force  to  overcome 
the  retractile  spring  jj,  thus  leaving  armature  y  in  a  central 
position  between  stops  o  and  Oj,  thereby  closing  the  local  circuit 
and  operating  sounder  S^. 
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8.  Kj  closed  and  K,  open.  A  positive  or  +  current  from 
"both  batteries  (+  4  B).  This  current  causes  the  armature  h 
of  relay  R^  to  move  to  the  left,  thus  closing  the  local  circuit  at 
stop^i  and  actuating  sounder  S^.  The  armature  y  of  relay  R, 
is  also  strongly  attracted  toward  the  left,  pressing  against  the 
yielding  lever  r  with  sufficient  force  to  overcome  the  spring  j^, 
and  press  the  former  against  the  stop  Oj,  thus  opening  the  local 
circuit  of  sounder  S,. 

4.  Keys  K^  and  Kg  both  closed.  Positive  or  +  current 
from  battery  B  only  (+  B).  Relay  Rj ,  which  is  arranged  to  close 
its  local  circuit  by  positive  currents  of  any  strength,  actuates 
the  sounder  Sj  precisely  as  in  the  third  case.  1'he  current  upon 
the  line  in  this  case  is  not  of  sufficient  strength  to  hold  the 
armature  j  of  relay  R,  against  stop  Oj;  consequently  it  moves, 
together  with  lever  r,  assisted  by  spring  y^,  to  a  central  position, 
thus  closing  the  local  circuit  between  armature  j  and  stop  q 
through  lever  r,  thereby  operating  sounder  Sg.  When  the  arma- 
ture/ of  relay  R,  passes  directly  over  from  one  extreme  position 
to  the  other:  for  example,  from  stop o  to  o^,  it  will  be  observed 
that  the  local  circuit  is  closed  for  an  instant,  but  not  long  enough 
to  produce  any  effect  whatever  upon  the  lever  of  sounder  S^. 

It  is  therefore  obvious  that,  with  the  apparatus  as  arranged 
above,  two  communications  may  be  simultaneously  transmitted 
over  a  single  conductor,  and  the  signals  recorded  with  facility 
and  accuracy. 

In  order  that  four  communications  may  be  made  to  pass 
simidtaneously  over  a  single  conductor,  it  is  only  necessary  to 
combine  the  apparatus  here  described  with  any  one  of  the  several 
known  methods  of  simultaneous  transmission  in  opposite  direc- 
tions. The  arrangement  in  general  use  for  the  accomplishment 
of  this  purpose  upon  the  Western  Union  Telegraph  Company's 
Unes  is  that  known  as  the  differential  method.  A  system  of 
duplex  telegraphy  known  as  the  bridge  method  may  be  used 
instead  of  the  differential,  or,  instead  of  either  of  these,  a  com- 
bination of  the  differential  and  bridge  methoda  In  practice  the 
latter  has  been  found  preferable,  more  especially  on  the  longer 
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circuits,  where  the  signals  have  to  be  retransmitted  automatically 
over  an  adjoining  circuit,  in  which  case  it  is  absolutely  essential 
that  the  signals  should  be  recorded  perfectly  at  the  repeater 
station. 

The  last  named  plan  is  in  operation  on  the  New  York  and 
Chicago  quadruplex  circuit,  arranged  so  that  signals  from  New 
York  and  Chicago  are  at  Buffalo  automatically  retransmitted  in 
either  direction.  Before  considering  the  arrangement  for  repeat- 
ing from  one  circuit  into  another,  however,  it  will  first  be  well 
to  describe  the  different  instruments  more  in  detail  than  we  have 
yet  done.  A  few  words  also  regarding  the  setting  up  and 
adjustment  of  the  apparatus  will  not  be  out  of  place  here. 

DIRECTIONS  FOR  SETTING  UP  THE  QUADRUPLEX. 

The  diagram,  figa  504  and  505,  will  sufficiently  explain  the 
manner  in  which  the  instrument  should  be  set  up  and  connected- 

The  smaller  section  of  the  battery  B  usually  contains  about 
one  third  the  number  of  cells  that  the  larger  section  8  B  doe& 
The  rheostat  z  should  be  as  nearly  as  possible  equal  to  the 
internal  resistance  of  (B+3B)^4B.  The  resistance  of  y 
should  be  equal  to  the  internal  resistance  of  the  portion  8  B  of 
the  batter}^ 

THE  DOUBLE   CURRENT   TRANSMITTER. 

This  is  represented  at  T^  in  figs.  503,  504  and  505,  and  is 
operated  by  the  key  K^  and  a  local  battery  e^,  usually  of  three 
cells.  The  double  current  transmitter  is  sometimes  constructed 
as  shown  in  fig.  508,  but  a  simpler  and  far  better  arrangement  has 
been  recently  introduced,  which  is  shown  in  fig.  509.  The  draw- 
ing is  an  end  view  of  the  transmitter,  and  shows  the  pole  changing 
apparatus  distinctly.  The  adjustable  contact  screws  a  and  a^ 
are  supported  by  and  are  in  electrical  connection  with  the  post 
P,  which  is  in  turn  connected  with  the  line  wire.  The  post  also 
supports  two  contact  springs  S^  and  S2,  which  are  insulated  from 
it  and  connected  by  wires  1  and  12  with  the  zinc  and  copper 
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poles  of  the  main  battery,  respectively.     The  lever  i^  of  the 
transmitter  is  connected  with  the  eartL 
The  proper  adjustment  of  this  transmitter  is  a  matter  of  the 


Fig.  608. 

greatest  importance  to  ensure  the  successful  working  of   the 
apparatus.     In  order  that  it  may  follow  the  movements  of  the 

a 


Fig.  509. 

key  with  promptness,  the  play  of  the  lever  t^  between  its  limit- 
ing stops  near  the  electromagnet  should  not  exceed  -^  of  an 
inch.     The  contact  screws  must  be  so  adjusted  that  at  a  point 
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about  midway  of  the  stroke  of  the  lever  t^  the  springs  S  and  S, 
will  both  be  in  contact  with  it  at  the  same  time,  but  for  the 
shortest  possible  period.  The  easiest  way  is  to  first  temporarily 
adjust  the  upper  limiting  stop  at  the  opposite  end  of  the  trans- 
mitter lever  ^j,  so  as  to  reduce  the  play  of  the  lever  to  ^  of  an 
inch,  or  about  half  the  ordinary  distance  allowed  for  a  sounder. 
Then  gradually  raise  the  contact  screw  a  until  the  spring  Sj 
barely  touches  the  lever  t^,  being  careful  to  move  the  screw  no 
further  than  is  necessary  to  do  this.  Then  lower  the  contact 
screw  ttj,  and  adjust  the  spring  S,  in  the  same  way.  Finally, 
raise  the  limiting  stop  at  the  other  end  of  the  lever,  so  as  to  give 
it  the  usual  play  of  about  ^  of  an  inch.  In  its  vibration  the 
lever  t^  should  touch  one  of  the  springs  S^  or  S,  at  the  same 
instant  that  it  leaves  the  other.  If  the  springs  are  adjusted  too 
far  apart  there  will  be  a  break  in  the  circuit,  as  the  lever  will 
break  contact  with  one  spring  before  it  touches  the  other ;  if  too 
near  together,  the  battery  will  be  placed  on  short  circuit  too 
long,  from  one  contact  being  made  before  the  other  is  broken. 
By  careful  adjustment  this  period  can  be  reduced  to  almost 
nothing,  and  the  more  accurate  this  adjustment  the  better  will 
be  the  performance  of  the  apparatus. 

THE  SINGLE  CURRENT  TRANSMITTER. 

This  is  similar  to  the  transmitter  of  the  Steams  duplex.  The 
play  of  the  lever  of  the  transmitter  should  be  about  ^  of  an 
inch  between  the  limiting  stops  and  the  contact  screw  A,  fig.  510, 
adjusted  so  that  when  the  key  is  closed  and  the  transmitter  in 
the  position  represented,  the  spring  B  will  be  slightly  separated 
from  the  contact  point  on  the  end  of  the  lever  D. 

THE  COMPOUND  POLARIZED  RELAY. 

This  relay  is  represented  by  K„  in  figs.  508  and  604,  and  the 
sounder  connected  with  it  responds  to  the  signals  given  by  the 
double  current  transmitter  at  the  sending  station.  The  relay 
consists  of  four  separate  electro-magnets,  arranged,  in  pairs,  with 
their  poles  facing  each  other,  upon  opposite  sides  of  a  double 
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polarized  armature.  The  connections  and  principle  of  operation 
have  already  been  explained  in  connection  with  fig.  508.  The 
proper  adjustment  of  the  armature  and  local  contact  levers  of 
this  relay  is  a  matter  of  much  importance,  and  the  following 
directions  should  be  carefully  observed : 

Fig.  511  is  a  perspective  view  of  the  compound  relay,  showing 
the  contact  levers  and  their  adjustment  The  electro-magnets 
M  M  should  be  adjusted  by  means  of  the  check  nuts  at  the 
back,  so  that  their  poles  are  at  equal  distances  from  the  opposite 
faces  of  the  polari25ed  armature  a.    The  play  of  the  armature  lever 


-%.  510. 

is  regulated  by  the  screw  stops  p^  and  p^j  which  limit  the  move- 
ments of  the  contact  levers  N"  Nj  in  one  direction,  while  the 
stops  pi  and  JO,  limit  them  in  the  other  direction.  To  adjust 
these  levers,  the  screws  p ^  and  p,  should  be  withdrawn  until  the 
contact  points  upon  the  armature  lever  a  are  touched  by  those 
upon  the  levers  N  N^  upon  each  side,  so  that  the  local  circuit 
can  pass  through  the  lever  from  N  to  N^  when  the  armature  is 
in  a  middle  position,  but  will  be  interrupted  by  its  slightest 
movement  in  either  direction.  The  play  allowed  to  the  contact 
levers  by  the  stops  pj  and  p^  may  be,  with  advantage,  consider- 
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ably  less  than  than  that  of  an  ordinary  relay.  The  proper  ten- 
sion  of  tbe  springs  n  and  n^  depends  upon  the  condition  of  the 
line  curi-enti  ana  will  be  referred  to  hereafter. 


Fig,  611. 

THE  SrXGLE  POLARIZED  RELAY. 

This  is  shown  at  R,,  in  fisrs.  502,  503  and  505,  and  is  simply 
a  Siemens  polarized  relav,  which  should  be  adjusted  with  a  play 
about  the  same  as  that  of  the  ordinary  Morse  relay.     This  may 
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be,  and  usually  is,  constructed  in  the  same  form  as  fig.  511,  but 
without  movable  contact  levers  N  N^. 

ADJUSTMENT  OP  THE  APPARATUS  FOR  WORKING. 

The  said  arrangements  having  been  properly  made  at  both 
stations,  one  station,  which  for  convenience  we  will  call  station 
A,  commences  by  sending  signals  from  the  pole  changing  trans- 
mitter T^,  having  been  careful  to  leave  key  K,  or  h^  of  trans- 
mitter T,  open.  Station  B  then  signals  to  station  A  in  the  same 
manner,  which  signals  will  be  received  upon  the  polarized  relay  R 
If  the  signals  come  reversed,  or  on  the  back  stroke,  the  direc- 
tion of  the  incoming  current  through  the  relay  must  be  reversed. 
Station  A  next  instructs  B  to  ground.  B  complies  by  turning 
the  arm  of  the  switch  Q  (fig.  504)  from  q^  to  jj,  which  sends 
the  incoming  current  direct  to  the  earth  through  the  resistance  Z, 
which  has  already  been  adjusted  to  equal  that  of  the  entire  bat- 
tery (Ej  -j-  E«)*  Station  A  then  grounds  by  placing  his  own 
switch  in  the  same  position,  and  adjusts  his  polarized  relay  Ej, 
so  that  the  armature  will  remain  at  rest  indifferently  upon  either 
its  front  or  back  contact  stop,  when  placed  by  the  finger.  Next, 
station  A  closes  the  single  current  transmitter  T,  by  means  of 
K,  or  i,  ;  turns  the  switch  Q  back  to  its  original  position,  that 
is,  to  the  left,  sending  the  entii-e  battery  to  line.  The  resistance 
X  (fig.  505)  should  now  be  altered,  until  the  armature  of  the 
polarized  relay  Rj  remains  indifferently  on  either  side  when 
placed  by  the  finger  as  before.  When  this  is  accomplished,  the 
line  resistance  and  rheostat  resistance  in  X  will  be  equal 

To  obtain  the  electro-static  balance,  station  A  transmits  dots 
or  dashes  by  means  of  transmitter  T^,  and  at  the  same  time 
alters  the  capacity  of  the  condenser  c^  c,  (fig.  504),  until  it 
neutralizes  the  discharge  which  takes  place  at  the  end  of  each 
signal,  and  is  manifested  upon  the  relay  Rj.  The  electro-static 
balance  of  this  relay  insures  that  of  relay  Rg  without  further 
precaution.  Finally,  station  A  again  turns  switch  Q  to  the 
right,  upon  point  g'„  and  station  B   now  proceeds  to  obtain 
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a  balance  in  the  same  way.  Having  accomplished  this,  he 
notifies  A. 

Station  B  is  then  requested  to  send  from  transmitter  T^,  leav- 
ing T^  open  or  at  rest  The  signals  are  received  at  A  on  relay 
El,  and  at  the  same  time  the  springs  7i  n^  (fig.  Sll'i  of  the  com- 
pound relay  R,  should  be  pulled  up  sufficiently  to  hold  the 
armature  a  at  rest  in  a  central  position,  with  the  local  relay  or 
repeating  sounder  S  (fig.  604)  closed  Next,  B  is  requested  to 
leave  transmitter  Tj  at  rest  and  send  signals  on  T,.  These  sig- 
nals should  be  received  at  A  upon  the  compound  relay  E,  only. 
With  currents  of  one  polarity  the  armature  a  will  move  to  the 
left,  and  with  currents  of  the  other  polarity  to  the  right,  but  in 
either  case  it  should  operate  the  sounder  S,  by  means  of  the 
local  relay  S.  When  the  armature  passes  from  one  extreme 
position  to  the  other  by  a  change  of  polarity  upon  the  line,  the 
relay  should  not  give  a  false  dot  as  it  passes  the  central  position. 
The  contact  points  of  the  local  relay  or  repeating  sounder  S 
should  be  adjusted  as  close  as  those  of  an  ordinary  relay. 

The  above  described  apparatus  is  suitable  for  use  upon  lines 
from  300  to  600  mUes  in  lengtL  For  lines  under  300  miles  in 
length,  the  modification  of  the  apparatus,  shown  in  fig.  508,  and 
which  is  of  somewhat  simpler  construction,  is  usually  employed. 

Simultaneous  transmission  in  opposite  directions,  at  the  rate 
of  fifty-eight  words  per  minute  each  way,  is  now  carried  on  be- 
tween New  York  and  Washington,  by  the  application  of  this 
quadruplex  method  to  the  Phelps  electro-motor  printer.  This 
leaves  two  sides  free  for  exchanging  service  signals,  or  for 
carrying  on  two  separate  communications  by  the  Morse  appa- 
ratus. 

The  arrangement  for  repeating  from  one  quadruplex  circuit 
into  another  is  very  simple  in  principle,  and  consists  in  placing 
the  two  transmitters  of  one  line  in  the  same  local  circuits  with 
the  corresponding  receiving  sounders  of  the  other  line.  The 
details  are  more  fully  described  on  page  889.  By  this  arrange- 
ment New  York  is  enabled  to  carry  on  four  distinct  communi- 
cations simultaneously  with  St.  Louis,  a  distance  of  about  1,100 
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miles,  by  means  of  a  quadruplex  repeater  at  Pittsburg ;  and  with 
Chicago,  1,000  miles,  by  means  of  a  repeater  at  Buffalo. 

Although  the  quadruplex  has,  in  a  great  measure,  taken  the 
place  of  the  duplex  upon  many  of  the  lines  between  the  more 
important  telegraphic  centres,  the  latter  system  is,  nevertheless, 
still  employed  to  a  considemble  extent  between  points  of  less 
importance  where  the  business  is  not  sufficient  to  keep  the 
quadruplex  constantly  employed;  and  in  numerous  cases  it 
forms,  in  connection  with  this  system,  both  a  convenient  and 
valuable  auxiliary  for  supplying  direct  communication  between 
several  different  stations  at  one  and  the  same  tima 

There  are  various  ways  in  which  these  two  systems  may  be 
combined  so  as  to  meet  the  numerous  requirements  of  the  eer 
vice,  but  it  will  be  necessary  to  describe  and  illustrate  here  only 
such  as  are  now  in  actual  operation  and  by  experience  have  been 
found  serviceabla 

A  plan  of  the  apparatus  as  arranged  at  repeating  station,  form- 
ing the  common  terminus  of  one  quadruplex  and  two  duplex  cir- 
cuits, is  shown  in  fig.  512.  By  this  combination  two  independent 
communications  passing  in  the  same  direction  over  the  quadru- 
plex circuit  may  be  automatically  retransmitted  from  the  repeat- 
ing station  over  two  separate  and  independent  duplex  circuits 
extending  to  different  points,  while  at  the  same  time  two  com- 
munications passing  in  the  opposite  direction  over  the  duplex 
circuits  may  be  repeated  into  and  over  the  quadruplex  circuit 

For  convenience  of  explanation  we  will  take  an  actual  case,  and 
suppose  the  repeating  apparatus  to  be  placed  at  Boston,  which  is 
in  connection  with  New  York,  240  miles  distant,  by  quadruplex,  * 
and  with  Duxbury  and  St  John,  respectively  40  and  469  miles 
distant  by  duplex. 

In  order  to  effect  the  desired  retransmission  of  the  different 
sets  of  signals  passing  through  the  apparatus,  it  is  necessary  to 
form  separate  connections  between  the  several  receiving  instru- 
ments and  the  transmitters  of  the  different  lines  into  which  the 
signals  are  to  be  repeated. 

This  is  done  by  means  of  the  local  circuits,  in  a  manner  which 
will  now  be  explained. 
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As  ordinarily  arranged  for  single  circuit  working,  the  relay  Rj 
(fig.  612)  of  the  New  York  line  L,  operates  the  sounder  S^  by 
means  of  the  local  battery  B  ^ ;  and  key  A^ ,  the  transmitter  ^^ ,  of  the 
Duxbury  line  L^,  by  means  of  the  local  e^.  For  direct  through 
working,  however,  and  in  order  that  the  received  New  York 
signals  may  be  communicated  from  the  relay  Rj  to  the  transmit- 
ter ^1,  and  thus  be  repeated  into  the  Duxbury  line,  a  switch  or 
button  ti;^  is  so  arranged  that  it  forms,  when  closed,  a  part  of 
each  of  the  two  separate  local  circuits  containing  the  relay  R^  and 
the  transmitter  i^^  but  when  open  throws  the  two  circuits  into 
one,  so  that  relay  R^  operates  the  transmitter  t^  as  well  as  the 
sounder  Sj. 

In  a  similar  manner  the  circuit,  including  sounder  5  ^  of  line  L^ 
is  combined  with  that  containing  the  transmitter  Tj  of  line  L, 
by  means  of  the  button  W^,  while  the  button  W,  connects  the 
local  circuit  of  R,  in  line  L  with  that  of  the  transmitter  t^  in 
the  St  John's  line  Lg. 

Another  button  u?,  in  like  manner  also  connects  the  local 
circuit  of  relay  r^  in  line  L,  with  that  containing  the  transmitter 
T,  of  line  L. 

When,  therefore,  the  buttons  W^  Wg?  ^i  ^^^  ^^a  ^^  ^^^ 
closed,  the  three  main  lines  L,  L^  and  L,  may  Ije  operated  inde- 
pendently ;  the  New  York  line  as  a  quadruplex  and  the  Duxbury 
and  St  John's  lines  as  separate  duplex  circuits. 

When,  on  the  other  hand,  the  buttons  are  all  open  and  the 
switches  of  keys  K^  K,,  k^  k^  closed.  New  York  is  able  to 
transmit  simultaneously  two  independent  communications  over 
the  hne  L  to  Boston,  where  one  of  them  will  then  be  automati- 
cally retransmitted  by  the  relay  R^  and  transmitter  /^  over  line 
Lj  to  Duxbury,  and  the  other  by  relay  Rg  and  transmitter  f^ 
over  line  Lg  to  St  John's.  While  this  is  being  done  Duxburv 
and  St  John's  may  also  send  communications  simultaneously 
over  lines  L^  and  Lg  respectively  to  Boston,  where  relays  r^  and 
r,  will  then  repeat  them  into  line  L  and  to  New  York.  It  will 
thus  be  seen  that  New  York  has  practically  separate  duplex 
circuits  to  Duxbury  and  St  John's,  and  that  any  or  all  of  the 
correspondence  may  be  read  at  Bostoa 
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By  properly  arranging  the  buttons  W^  W,,  w^  and  «;„  either 
line  of  communication  may  be  worked  through  direct  or  be 
divided  at  Boston  without  reference  to  what  is  being  done  on  the 
other.  The  manner  of  effecting  this  will  be  sufficiently  obvious 
without  further  explanation. 

We  have  thus  fitroonsidered  that  the  signals  trazismitted  from 
New  York  and  retransmitted  at  Boston  into  line  L,  were  copied 
at  St  John's,  N.  B.  It  is  proper  to  state,  however,  that  in  prac- 
tice New  York  and  North  Sydney,  C.  B.,  work  the  line  together 
duplex,  a  distance  of  1,159  miles,  by  means  of  a  second  duplex 
apparatus  at  St  John's,  constituting  with  the  first  a  duplex 
repeater. 

A  modification  of  the  plan  shown  in  fig.  512,  and  just 
described,  has  developed  a  much  wider  field  for  practical  opera- 
tion. This  consists  in  dispensing  with  one  duplex  circuit 
Thus,  for  example,  if  the  Duxbury  line  L^,  and  the  apparatus 
connected  therewith  be  removed,  it  will  readily  be  understood, 
from  what  we  have  already  said,  that  New  York  and  North 
Sydney  would  still  be  able  to  work  duplex,  while,  at  the  same 
time  also.  New  York  and  Boston  could  work  duplex  together 
without  regard  to  what  is  passing  between  the  two  former. 

Before  describing  the  manner  of  working  the  quadruplex  in 
connection  with  the  contraplex  or  diplex  systems,  it  will  first  be 
well  to  devote  a  few  words  to  the  consideration  of  these  systems 
alone. 

The  terms  contraplex  and  diplex  are  here  applied  as  specific 
names  for  designating  clearly  the  way  in  which  the  particular 
simultaneous  double  transmission  to  which  we  wish  to  refer  is  ef- 
fected. Thus,  for  instance,  two  messages  may  be  sent  over  a  single 
wire  in  the  same  or  in  opposite  directions,  and  when  we  do  not  care 
to  particularize  either,  we  simply  allude  to  them  under  the  more 
common  generic  name  of  duplex  transmissioi^,  which  includes 
both.  When,  however,  we  wish  to  speak  of  either  method  by 
itself,  we  use  the  term  diplex  for  simultaneous  transmission  in 
the  same  direction,  and  contraplex  for  that  in  opposite  directions 
As  these  terms  are  not  in  very  general  use,  this  explanation  here 
will  not  be  out  of  place. 
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Figs.  518  and  514  show  the  application  of  a  contraplex  sys- 
tem, in  which  one  set  of  signals  are  made  by  a  series  of  changes 
in  the  polarity  of  the  current,  and  the  other  by  changes  in  its 
strength. 

In  fig.  513,  t^  is  the  lever  of  a  double  current,  or  pole  chang- 
ing transmitter,  which  is  operated  by  an  electro-magnet  T^,  local 
battery  and  key  K^. 

The  construction  and  operation  of  this  transmitter  is  fully 
described  on  pages  871  and  872. 

At  station  B,  the  receiving  instrument  R^,  having  a  polarized 
armature,  is  placed  in  the  circuit  of  the  line,  and  in  consequence 
of  the  polarity  of  its  armature,  vdll  respond  to  each  reversal  of 

Station  A^ StaUon  B, 


G, 


lB%g.  513. 


the  current  upon  the  Hue,  produced  by  the  movement  of  the 
double  current  transmitter  t^^  and  will  open  and  close  the  local 
circuit  of  the  sounder  Sj,  giving  signals  corresponding  to  the 
movements  of  the  key  K^  at  station  A. 

The  line  at  station  B,  after  passing  through  the  receiving 
instrument  Rj,  is  conducted  to  the  earth  at  Gi. 

A  rheostat  X  i^  inserted  between  the  receiving  instrument  Rj 
and  the  earth,  the  resistance  of  which  may  be,  say,  from  two  to 
four  times  as  great  as  that  of  the  line.  A  key  K,  is  connected 
with  the  line  in  such  a  manner  as  to  shunt  the  rheostat  X  by  a 
circuit  of  practically  no  resistance  each  time  the  key  is  depressed 
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In  order  that  the  operator  may  be  able  to  hear  his  own  sig- 
nals, the  key  K,  is  provided  with  a  spring  contact  arm  ^  which, 
when  the  key  is  depressed,  is  brought  in  contact  with  the  stop  J, 
thus  shunting  the  rheostat  X,  and  giving  the  signal  at  station  A. 
The  ordinary  contact  point  of  the  key  at,  or  nearly  at,  the  same 
time,  strikes  upon  its  anvil,  and  closes  the  circuit  of  the  local 
battery  e  through  the  sounder  ^,  and  thus  duplicates  the  signal 
sent  to  the  other  station. 

At  station  A  a  receiving  instrument,  R,,  having  a  neutral 
armature  and  adjustable  spring  r,  is  placed  in  one  of  the  wires 
leading  from  battery  E  to  the  double  current  transmitter.  The 
armature  of  the  receiving  instrument  Rg  opens  and  closes  the 
local  circuit  of  the  sounder  S,,  in  the  ordinary  manner.  The 
retractile  spring  r  of  the  receiving  instrument  R„  should  be 
strained  up  to  a  sufficient  tension  to  withstand  the  attraction  of 
the  electro-magnet  when  the  rheostat  X  is  in  circuit  at  the  other 
station,  while  it  will  be  easily  overcome  by  the  increased  force  of 
the  line  current,  which  results  from  the  shunting  of  the  rheostat 
X,  and  the  consequent  removal  of  its  resistance  from  the  circuit 
whenever  the  key  K,  is  depressed. 

By  placing  the  receiving  instrument  R,  in  one  of  the  wires 
leading  from  the  battery  to  the  pole  changing  transmitter  t^^  the 
direction  or  polarity  of  the  current  traversing  its  coils  is  never 
changed,  and  consequently  its  armature  has  no  tendency  to  fall 
off  when  the  current  is  reversed  upon  tlio  line. 

It  is  obvious  that  any  required  number  of  receiving  instru- 
ments similar  to  R^,  accompanied  with  the  other  apparatus 
shown  and  described  at  station  B,  may  be  placed  in  the  circuit 
of  the  line  at  way  or  intermediate  stations,  all  of  which  will 
simultaneously  respond  to  the  signals  given  by  the  key  Ki  and 
transmitter  ty^. 

Fig.  614  is  a  modification  and  extension  of  the  system,  so 
arranged  as  to  be  capable  of  either  transmitting  two  com- 
munications simultaneously  in  the  same  direction,  or  one  in  each 
direction,  at  pleasure 

If  the  keys  K^  and  K^  are  operated  at  the  same  time,  the 
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former  will  control  the  polarity  and  the  latter,  the  strength  of  the 
current  going  to  line  from  the  battery  E 

At  the  terminal  station  B,  as  well  as  at  the  intermediate 
station  C,  receiving  instruments  K^  and  Rj  are  made  use  of,  the 
construction  and  operation  of  which  are  fully  described  on  pages 
872  and  874. 

The  polari25ed  armature  a  plays  between  two  contact  levers  N 
and  N^,  which  are  held  against  the  stops  q  and  Ji  by  springs  r 
and  r^ ;  these  springs  being  strained  up  to  a  tension  sufficient  to 
resist  the  electro-magnetic  action  of  the  weak  current,  which 
traverses  the  line  when  the  rheostat  X^  is  put  in  circuit  by  the 
opening  of  key  K^,  but  which  will  readily  be  overcome  by  the 
stronger  current  which  passes  when  the  rheostat  is  cut  out,  by 
the  depression  of  key  K4. 

The  local  relays  M  M,  between  the  receiving  instruments  R4 
and  E^,  and  their  respective  sounders  S4  and  S5,  at  stations  B 
and  C,  when  arranged  in  this  manner,  is  a  well  known  device  for 
reversing  the  signals  of  the  relays,  in  order  that  they  may  appear 
correctly  upon  the  sounder. 

Thus  it  will  be  understood  that  the  sounding  or  recording 
instruments  S^  and  S5  at  stations  B  and  C,  will  respond  each 
time  the  key  K^,  at  station  A,  is  depressed,  while  in  like  manner 
the  sounders  S^  and  Sg,  at  stations  B  and  C,  will  respond  each 
time  the  key  Kj,  and  transmitter  ^^,  at  station  A,  is  operated 

The  rheostats  X,  X,,  and  X^,  are  cut  out  of  the  circuit  when 
the  operators  at  the  respective  stations  are  not  using  the  line  by 
means  of  the  switches  Wj,  Wg  and  W^,  precisely  as  in  the 
case  of  the  ordinary  closed  Morse  circuit 

In  order  to  transmit  conmiunications  in  opposite  directions  at 
the  same  time,  the  operator  at  station  A  will  use  key  Kj,  and 
the  operator  at  station  B  or  C  will  use  key  K,  or  Kg. 

With  the  apparatus  constructed  and  arranged  as  in  fig.  514,  the 
operation  may  be  briefly  summed  up  as  follows : 

When  key  K^  is  operated  sounders  S^  and  Sg  will  respond. 

When  either  K^,  Kg,  or  K4  is  operated  by  first  opening  the 
switches  attached,  sounders  S,,  S4  and  S5  will  respond. 
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It  will,  therefore,  be  readily  understood  that  the  following 
results  may  be  obtained  : 

1.  Station  A  may  send  a  message  to  0,  and  0  at  the  same 
time  send  one  to  A,  both  of  which  may  be  read  at  B. 

2.  A  may  send  a  message  to  B,  and  B  at  the  same  time  send 
one  to  A,  both  of  which  may  be  read  at  C. 

3.  A  may  send  a  message  'to  C,  and  at  the  same  time  B  may 
send  one  to  A,  which  latter  may  also  be  read  at  C. 

4  A  may  send  a  message  to  B,  and  at  the  same  time  C  may 
send  one  to  A,  which  latter  may  also  be  read  at  B. 

5.  A  and  C  may  simultaneously  send  messages  to  B,  the 
latter  of  which  may  be  read  at  A 

6.  A  and  B  may  simultaneously  send  messages  to  C,  the 
latter  of  which  may  be  read  at  A. 

7.  A  may  send  messages  to  B  and  C  at  the  same  tima 

8.  A  may  send  two  messages  simidtaneously  to  B,  both  of 
which  may  be  read  at  C. 

9.  A  may  send  two  messages  simultaneously  to  0,  both  of 
which  may  be  read  at  B. 

10.  B  and  C  can  work  together  singly,  precisely  as  in  the 
ordinary  closed  circuit,  Moi-se  system ;  and, 

11.  When  it  is  not  required  to  work  duplex,  A  can  signal 
B  or  C  with  either  of  his  two  keys. 

All  the  results  which  have  been  described  are  accomplished 
by  means  of  a  single  main  battery  E,  placed  at  one  terminal 
station  A. 

Fig.  515  represents  a  combination  of  the  above  system  with 
the  quadruplex  at  a  common  terminal  station,  at  which  the 
connections  are  so  arranged  as  to  allow  of  the  repetition  of  signals 
from  one  circuit  into  the  other. 

Taking  an  actual  case,  as  before,  we  will  suppose  the  repeating 
apparatus  to  be  located  at  New  London,  which,  for  convenience, 
maybe  designated  as  station  A.  This  is  in  communication  with 
New  York,  126  miles  distant,  by  a  quadruplex  wire  L,  and  with 
Norwich,  Conn.,  and  Worcester,  Mass.,  by  the  line  L^,  78  miles 
in  length,  the  former  being  an  intermediate  and  the  latter  a 
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terminal  office,  which  we  will  designate  respectively  as  stations 
B  and  C. 

The  apparatus  at  station  A  consists  of  a  complete  set  of 
quadruplex  instruments  and  a  set  of  the  instruments  shown  in 
fig.  518,  both  of  which  have  already  been  described;  conse- 
quently, it  will  only  be  necessary  now  to  show  the  manner  in 
which  they  are  worked  conjointly.  • 


-SC 


^^H-l-li: 


Fig.  515. 

The  switch  or  button  t^i  is  so  placed  between  the  local  bat- 
teries Bi  and  e^,  that  when  closed  it  forms  a  part  of  each  of  the 
two  local  circuits  containing  the  sounder  Sj  and  transmitter  t^, 
but  when  open  the  separate  circuits  are  combined  into  one  ;  and 
if  the  key  k^  be  closed,  the  relay  E^  then  operates  both  sounder 
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Sj  and  transmitter  i^^  and  thus  repeats  the  signals  coming  from 
line  L  into  line  Lj,  and  to  stations  B  or  0. 

The  local  circuit  containing  the  sounder  ^^  is,  in  a  similar 
manner,  separated  from  or  combined  with  that  containing  the 
transmitter  T^  by  means  of  the  button  W^.  In  the  latter  case, 
relay  r^  operates  transmitter  T^  as  well  as  sounder  ^j,  and 
thereby  repeats  the  signals  fix^m  Lj  over  line  L  to  New  York. 

The  sounder  S,,  which  is  operated  by  the  relay  B,  of  line  L, 
may  be  arranged  in  connection  with  wires  1  and  2  and  button 
u;„  so  that  when  the  latter  is  closed  and  key  i,  opened  the 
shimt  around  the  rheostat  X  is  thereby  extended  through  lever 
a  and  contact  o  of  sounder  S, ;  and  thus  a  second  set  of  signals, 
received  from  New  York  on  relay  B,  at  station  A,  may  also  be 
repeated  into  line  L  and  to  stations  B  and  0. 

The  signals  produced  by  the  transmitter  T„  when  key  K,  is 
operated,  are  received  at  New  York  upon  a  sounder  correspond- 
ing to  that  of  S,  in  the  figure. 

It  will,  therefore,  be  seen  that  with  the  apparatus  thus  arranged 
the  following  results  may  be  obtained : 

1.  New  York  may  send  a  message  to  station  0,  and  at  the 
same  time  0  can  send  one  to  New  York,  and  both  be  read  at  A 
and  B. 

2.  New  York  may  send  to  B,  B  to  New  York,  and  both  be 
read  at  A  and  C. 

3.  New  York  may  send  to  C,  and  be  read  at  A  and  B, 
while  at  the  same  time  B  may  send  to  New  York,  and  be  read 
at  A  and  C. 

4  New  York  may  send  to  B,  and  be  read  at  A  and  C, 
while  C  may  send  to  New  York,  and  be  read  at  A  and  B. 

5.  New  York  may  send  to  B,  and  be  read  at  A  and  C, 
while  0  also  may  send  to  B,  and  be  read  at  A  and  at  New  York. 

6.  New  York  may  send  to  C,  and  be  read  at  A  and  B, 
while  at  the  same  time  B  may  also  send  to  C,  and  be  read  at  A 
and  New  York. 

7.  New  York  may  send  to  B,  and  be  read  at  A  and  C,  and 
at  the  same  time  A  may  also  send  to  B,  and  be  read  at  C  and 
New  York. 
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8.  New  York  may  send  to  C,  and  be  read  at  A  and  B,  and 
at  the  same  time  A  may  also  send  to  C,  and  be  read  at  B  and 
New  York 

9.  New  York  and  station  A  may  work  duplex  continu- 
ously, without  regard  to  what  is  passing  between  stations  A,  B 
and  0. 

10.  New  York  may  send  two  messages  simultaneously  to 

A,  one  of  which  may  be  read  at  B  and  C,  and  at  the  same  time 
two  communications  may  pass  over  the  line  to  New  York,  one 
from  A  and  the  other  from  C,  the  latter  of  which  may  be  read 
at  A  and  B. 

11.  New  York  may  send  two  messages  simultaneously  to  A, 
one  of  which  may  be  read  at  B  and  C,  and  at  the  same  time  two 
may  pass  simultaneously  over  line  L  to  New  York,  one  from  A 
and  the  other  from  B,  the  latter  of  which  may  be  read  at  A 
andC. 

12.  New  York  may  send  two  messages  simultaneously  to  B, 
both  of  which  may  be  read  at  A  and  C,  and  at  the  same  time 
receive  two  from  A. 

18.  New  York  may  send  two  messages  simultaneously  to  0, 
both  of  which  may  be  read  at  A  and  B,  and  at  the  same  time 
receive  two  from  A. 

14.  New  York  may  send  two  messages  simultaneously,  one  to 
A  and  the  other  to  C,  the  latter  of  wliich  may  be  read  at  A  and 
B ;  and,  at  the  same  time,  receive  two,  one  from  A  and  one 
from  C,  the  latter  of  which  may  be  read  at  A  and  B. 

15.  New  York  may  send  two  messages  simultaneously,  one 
to  A,  the  other  to  B,  and  the  latter  be  read  at  A  and  C ;  and, 
at  the  same  time,  receive  two,  one  from  A  and  the  other  from 

B,  the  latter  of  which  may  be  read  at  A  and  C. 

16.  New  York  may  receive  two  messages  simultaneously 
from  A,  and,  at  the  same  time,  transmit  two  distinct  communi- 
cations, one  to  B  and  one  to  C,  or  both  to  either  station  sep- 
arately, and  both  may  be  read  at  A     Finally, 

17.  Station  A  may,  by  properly  arranging  the  buttons  to^y 
w^  and  Wi,  divide  the  two  lines  L  and  L^,  and  operate  each 
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separately ;  the  former  as  a  quadruplex  wire  to  New  York,  the 
latter  as  contraplex  or  diplex  to  B  and  C. 

Fig.  516  shows  a  plan  of  connecting  the  apparatus  at  a  station 
forming  the  conmion  terminus  of  two  quadruplex  circuits,  so 
as  to  repeat  from  one  into  the  other.  We  will  suppose  the 
station  to  be  Cleveland,  and  that  Lj  represents  a  quadruplex 
wire  extending  from  that  point  to  Buffalo,  a  distance  of  188 
miles,  and  L,  a  similar  wire  between  Cleveland  and  Cincinnati, 
a  distance  of  250  miles.  The  apparatus  comprises,  in  addition 
to  two  complete  sets  of  quadruplex  instruments,  the  four  button 
switches,  W,  Wj,  W,  and  Wj,  which  serve  for  giving  direct 
through  conmiunication  between  Buffalo  and  Cincinnati,  or  for 
dividing  the  wires  and  thus  allowing  each  of  them  to  be  worked 
separately. 

For  clearness  of  illustration,  the  relays,  as  shown  in  the  figure, 
are  not  wound  differently,  and  the  rheostats  and  condensers  form- 
ing the  artificial  lines  have  been  omitted. 

The  arrangement  of  the  local  circuits  of  the  several  relays 
Rj,  B„  rj  and  r„  so  that  they  may  be  separated  from  or  com- 
bined with  those  of  transmitters  t^,  <„  Tj  and  T,  respectively, 
by  means  of  the  buttons  W,  W^,  W,  and  Wg,  is  precisely  the 
same  as  that  shown  in  fig.  612,  for  repeating  from  one  quadru- 
plex into  two  duplex  circuits,  and  vice  versa. 

It  will  therefore  be  understood,  from  what  has  already  been 
said,  that  when  the  buttons  are  all  open,  and  the  keys  K^,  K,, 
ij  and  A,  closed,  Buffalo  may  transmit  two  communications 
simultaneously  over  the  line  Lj  to  Cleveland,  where  they  will 
then  be  automatically  retransmitted,  one  by  relay  r  j  and  trans- 
mitter Tj,  the  other  by  relay  r,  and  transmitter  T,,  over  line  L, 
to  Cincinnati.  The  latter  station  may  also  transmit  two  inde- 
pendent messages  at  the  same  time  to  Cleveland,  where,  in  turn, 
they  will  be  retransmitted,  one  by  relay  R^  and  transmitter  t^, 
and  the  other  by  relay  R,  and  transmitter  ^3,  over  line  Lj  to 
Buffalo. 

By  simply  closing  the  buttons  W,  Wj,  W,  and  Wj,  the  two 
circuits  may  be  divided  at  Cleveland,  and  worked  separately. 
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In  regular  practice,  however,  the  circuits  are  worked  in  the  fol- 
lowing manner,  so  as  to  facilitate  the  exchange  of  business 
between  the  three  points  before  mentioned : 

The  buttons  W,  and  W,  are  closed  and  W  and  W^  opened. 
When  thus  arranged,  Bufialo  and  Cincinnati  are  enabled  to  work 
together  duplex,  and,  at  the  same  time,  Cleveland  may  work 
duplex  to  BufEalo  over  line  L^,  and  to  Cincinnati  over  line  L,. 
The  transmitter  t^  and  relay  r^  of  line  L^  are  so  located  on  the 
desk  or  table,  with  regard  to  the  corresponding  apparatus  of  line 
L„  as  .to  facilitate  the  adjustment  of  the  several  instrumenta 

Quadruplex  repeaters  are  similarly  arranged  for  facilitating 
the  exchange  of  business  between  numerous  other  points  on  the 
lines  of  the  Western  Union  Telegraph  Company,  among  which 
may  be  mentioned  Boston,  Albany  and  Buffalo ;  Buffalo,  De- 
troit and  Chicago ;  and  New  York,  Hartford  and  Providence. 

A  combination  of  the  two  methods  of  duplex  telegraphy, 
known  as  the  bridge  and  differential  systems,  but  differing 
materially  in  arrangement  from  that  shown  on  page  845,  is  also 
used  in  practice.  At  Buffalo  two  complete  sets  of  quadruplex 
apparatus,  on  this  plan,  are  arranged  by  connecting  the  local 
circuits  in  precisely  the  same  manner  as  shown  in  fig.  516,  for 
repeating  signals  from  one  circuit  into  another,  and,  by  this 
means,  New  York  and  Chicago  are  enabled  to  exchange  four 
communications  simultaneously,  over  a  single  wire,  between 
these  points. 

A  second  wire  between  New  York  and  Chicago  is  equipped 
with  the  quadruplex  apparatus,  and  precisely  the  same  arrange 
ment  as  the  above  is  made  at  Buffalo  for  repeating  from  one 
circuit  to  the  other.  *  At  New  York,  however,  the  connections 
are  such,  that  while  its  ofiice  and  Chicago  are  working  duplex 
on  one  side,  the  latter  may  also  work  duplex  on  the  other  side 
with  any  one  of  two  or  more  branch  offices  in  New  York  The 
manner  in  which  this  is  done  will  readily  be  understood  from 
fig.  617  and  the  following  explanation,  which  relate  to  the 
arrangement  for  a  Boston  wire,  where  it  was  first  used ;  the  one 
for  the  Chicago  line,  however,  is  just  the  same  : 
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The  complete  quadruplex  set  in  conuection  with  the  line  L  is 
supposed  to  be  at  the  New  York  main  offica  Sounders  s^  and 
S4,  and  key  k^,  at  a  branch  office  in  the  city,  which  we  will  call 
station  A ;  and  the  apparatus  consisting  of  sounders  ^n  and  S3, 
repeating  relay  wij,  key  i,  and  local  battery  e^,  at  a  second 
branch  office,  which  we  will  call  B. 

In  order  to  provide  for  the  simultaneous  reception  of  two 
independent  communications  over  line  L,  from  Boston,  one  of 
which  shall  be  received  upon  relay  E^  and  sounder  Sj,  and,  at 
the  same  time,  also,  upon  sounder  8^  at  station  A,  and  that  the 
other  shall  be  received  upon  relay  B,^  sounder  S,  and  upon 
sounder  a^  at  station  B  as  well,  while  separate  communications 
are  at  the  same  time  being  sent  to  Boston  from  each  of  the  two 
stations  A  and  B,  it  is  only  necessary  to  connect  the  local  or 
branch  lines  with  the  relays  and  transmitters  of  the  quadruplex 
apparatus  at  the  main  office  in  the  manner  shown  in  the  diagram 
(fig.  517).  Here  the  route  of  the  local  or  branch  wire  of  the 
relay  E^  may  be  traced  from  the  earth  plate  Gj,  at  the  main 
office,  to  battery  e,  wire  1  and  armature  of  relay  E^  to  sounder 
Si,  and  thence  by  wire  1^  to  sounder  s^  and  earth  G,  at  station 
A.  The  route  of  the  branch  circuit  of  relay  E,  is  from  earth 
plate  Gj  to  battery  e^,  wire  2,  armature  of  repeating  sounder  M 
and  sounder  S„  and  thence  by  line  1,  to  sounder  «,  and  earth 
G4  at  station  B.  The  routes  of  transmitters  Tj  and  T,  may 
be  similarly  traced.  It  will  be  noticed,  however,  that  the 
arrangement  of  the  branch  line,  as  well  as  local  connections  of 
transmitter  T,,  differ  materially  from  those  of  T^,  as  in  its  nor- 
mal position  the  former  should  remain  open,  and  thus  leave 
only  the  smaller  portion  of  the  main  battery  on  the  line.  The 
keys  K,  and  i,  are  not  provided  with  circuit  closing  switches, 
and  contact  is  made  at  the  back  point,  instead  of  the  front,  as  in 
the  ordinary  form.  The  normal  position  of  these  keys  is  that 
shown  in  the  figure,  in  which  they  close  the  branch  circuit  and 
cause  the  armatures  a  and  a^  of  repeating  relays  m^  and  w,  to 
be  attracted,  and  thus  break  the  local  circuits  of  transmitter  T, 
at  the  main  office,  and  sounder  Sg  at  B.     By  depressing  K,  or 
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Jc^j  and  oonsequently  breaking  the  branch  circuit,  the  armatures 
of  the  repeating  relays  m^  and  m,  will  be  released,  and  the 
local  circuits  of  transmitter  T,  and  sounder  S,  will  be  closed 
simultaneously.  The  operator  at  B  is  thus  enabled  to  hear  his 
own  or  other  signals  that  are  being  transmitted  by  the  main  or 
other  office  on  the  branch  line. 


Fig.  617. 

It  will  therefore  be  sufficiently  obvious  that  the  signals 
received  from  the  line  L  upon  relay  E^  and  sounder  S^  at  the 
main  office  can,  with  equal  facility,  be  read  from  sounder  s^  a1 
station  A,  while  the  latter  office  at  the  same  time  may,  by  depress- 
ing the  key  Aj,  and  consequently  operating  sounder  S4  and 
transmitter  Tj,  be  sending  signals  to  Boston  or  to  some  branch 
office  at  that  place.     In  a  similar  manner  and  at  the  same  time, 
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station  B  may  work  duplex  with  another  branch  office  at  Boston, 
of  which  at  that  place  there  are  five  on  one  side  of  the  quadra- 
plex  and  two  on  the  other.  The  balancing  and  adjusting  of  the 
quadraplex,  it  will,  of  course,  be  understood,  is  all  done  at  the 
main  office. 


lig.  618. 

The  quadruplex  is  also  arranged  to  work  in  connection  with 
a  single  direct  circuit  containing  any  number  of  offices,  and  the 
plan  has  been  found  to  sen-e  an  excellent  purpose  in  practice,  as 
communication  can  thereby  be  maintained  between  a  distant 
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office  on  the  quadruplex  circuit  and  any  one  of  the  number  on 
the  single  wire  lina 

Fig.  518  shows  the  details  of  the  arrangement  as  adopted  at 
St  Louis,  for  automatically  repeating  from  one  circuit  into  the 
other,  the  outfit  consisting  of  one  complete  set  of  quadruplex 
apparatus  and  portions  of  a  Milliken  repeater.  The  line  L,  ex- 
tending to  Chicago,  280  miles  distant,  is  connected  with  the 
quadruplex  relays;  and  line  Lj,  extending  to  Kansas  City, 
Atchison,  Leavenworth  and  St.  Joseph,  with  the  Milliken  re- 
lay rj.  The  local  circuit  of  this  relay  is  separated  from  or  con- 
nected with  that  of  the  transmitter  T^  by  means  of  the  switch 
Wj,  in  precisely  the  same  manner  as  in  the  preceding  cases, 
and  by  means  of  the  switch  W,,  the  local  circuit  of  relay  E^ 
may  be  extended  through  the  transmitter  <i,  or  disconnected 
therefrom  at  pleasure.  With  the  switch  W,  turned  to  the  right, 
for  example,  as  shown  in  the  figure,  the  local  circuit  may  be 
traced  from  the  switch  to  local  battery  Ej,  wire  1,  transmitter  t^ 
and  wire  2  to  relay  E^,  thence  by  wire  3,  sounder  S^  and  bat- 
tery Ej  back  to  the  switch  again.  When  it  is  turned  to  the  left, 
battery  E,  and  transmitter  t^  are  thrown  out  of  circuit  and  relay 
Rj  operates  sounder  S^  alone.  The  local  contact  points  at  the 
front  end  of  transmitter  t^  are  shunted  out  when  desired,  by 
means  of  the  button  or  switch  w^ ;  and  the  main  contact  points 
at  the  opposite  end  of  the  lever  are  in  like  manner  cut  out  by 
means  of  button  W.  When,  therefore,  the  switches  W^,  w^ 
and  W  are  open,  W,  turned  to  the  right  and  keys  Kj  and  k^ 
closed,  as  shown  in  the  figure,  Chicago  may  exchange  business 
with  any  one  of  the  offices  on  Lj,  the  signals  being  automatically 
retransmitted  at  St  Louis  by  relays  Rj,  r^  and  transmitter  Tj 
and  i^.  At  the  same  time  St  Louis  and  Chicago  may  also  work 
duplex,  using  key  K,  and  R,  for  that  purpose. 

By  closing  switches  Wj,  w^  and  W  and  turning  W,  to  the 
left,  the  two  lines  L  and  L^,  as  will  readily  be  seen,  may  be 
worked  separately,  the  former  as  a  quadruplex  and  the  latter  as 
a  single  Morse  circuit 
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The  interference  between  well  insulated  tel^raph  lines,  known 
as  current  induction,  has  from  the  first  done  a  great  deal  toward 
preventing  the  proper  working  of  the  quadruplex  system,  and 
the  question  as  to  how  the  disturbing  effects  due  to  this  cause 
might  be  overcome  has,  therefore,  become  one  of  considerable 
importance. 

Mr.  Charles  H.  Wilson,  of  Chicago,  who  has  given  consider- 
able attention  to  the  subject,  has  devised  a  plan  for  diminishing 
the  difficulties  just  referred  to. 

Mr.  Wilson  seeks  to  accomplish  his  object  by  establishing  a 
counter  current  in  the  disturbed  conductor  at  the  same  moment 
and  of  the  same  strength  and  duration  as  that  of  the  induced  cur- 


Fig,  519. 

rent  which  is  generated  in  it  by  the  sudden  change  of  potential 
in  a  neighboring  wira 

Fig.  619  shows  the  application  of  the  method  to  a  single  Morse 
line,  but  here  it  is  of  comparatively  little  practical  importance, 
from  the  fact  that  these  lines,  as  a  general  thing,  can  be  supplied 
with  strong  currents,  so  that  there  is  always  sufficient  working 
margin  to  cover  the  difficulties  arising  from  induction.  The 
primary  wire  of  the  induction  coil  C  is  in  the  circuit  of  one 
line,  and  the  secondary  coil  in  that  of  the  other.  The  coils  are 
so  wound  or  connected  to  the  lines  that  either  will  induce  in 
the  other  currents  of  opposite  direction  to  those  induced  by  the 
remaining  parts  of  the  circuit  The  electro-magnets  represented 
at  a,  a\  b  and  b\  are  employed  for  producing  the  proper  retard- 
ing effect  on  the  counter  or  neutralizing  currents  which  are 
generated  in  the  coils  sxirrounding  C,  and  the  adjustable  resist- 
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ance  E  B  of  the  shunt  circuit  serve  to  still  further  modify  these 
currents,  so  that  their  action  is  subject  to  complete  control 

The  manner  in  which  the  device  is  rendered  effective  will 
readily  be  understood  from  the  diagram.  Thus,  for  instance,  if  a 
current  of  any  polarity  is  sent  into  the  conductor  A,  a  current  of 


l[K^f!^fr 


Fig.  620. 

the  opposite  polarity  will  be  induced  in  the  line  B,  owing  to  its 
close  proximity  to  the  former,  but  at  the  same  instant  a  similar 
current  will  also  be  induced  in  the  coil  to  which  it  is  joined,  and, 
as  the  connection  is  so  arranged  that  this  current  opposes  that 


Fig.  62L 

induced  by  the  proximity  of  the  two  conductors  to  one  another, 
the  proper  action  of  the  instruments  will  not  be  disturbed. 

The  arrangement  for  accomplishing  the  same  result  between 
two  quadruplex  circuits  is  shown  in  fig.  620.  It  is  evident  tliat, 
with  the  bridge  or  differential  principle,  all  that  is  required  to 
effect  the  end  in  view,  is  to  cause  the  two  artificial  lines  to  act 
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upon  each  other  in  a  manner  similar  to  the  action  of  the  actual 
lines,  and  for  this  purpose  an  induction  coil  and  system  of  mag- 
nets, similar  to  that  just  described,  is  inserted  in  the  path  of  the 
two  artificial  lines  at  L 

Fig.  521  shows  an  arrangement  of  condensers  substituted  for 
the  induction  coils,  which  has  been  in  extensive  use  on  some  of 
the  long  lines  in  the  central  division  of  the  Western  Union 
Tel^raph  Company.  If  the  inductive  effect  of  the  two  wires 
are  equal,  the  condenser  E  is  alone  necessary  to  effect  the  neu- 
tralization; but  when  unequal,  the  two  condensers  F  and  G 
are  required  in  connection  with  K 

meter's  method  op  multiple  TRANSMISSION. 

As  an  example  of  a  totally  different  system  of  multiple  trans- 
mission, based  upon  the  principle  of  the  division  of  a  single  cur- 
rent into  rapidly  recurring  waves  or  pulsations,  which  was  first 
attempted  by  Farmer  in  1862,  we  will  give  a  description  of 
Meyer's  apparatus,  which  was  exhibited  at  the  Vienna  exposi- 
tion in  1873,  and  which,  although  it  embraces  but  little  that  is 
essentially  new,  yet  as  an  experiment,  in  its  success  in  utilizing 
the  time  which  is  lost  in  the  working  of  a  wire  by  a  single  oper- 
ator, it  is  not  without  novelty,  and  the  machinery  of  transmission 
in  itself  possesses  considerable  merit 

This  system  of  apparatus  has  for  its  end  the  utilization  of  all 
the  currents  which  in  a  given  time  can  be  made  to  succeed  each 
other  in  a  wire,  so  that  several  operators,  each  sending  20  to  30 
messages  per  hour,  may  transmit  them  upon  the  same  wire. 

The  number  of  transmissions  that  a  telegraph  line  will  carry 
varies  naturally  with  its  conductivity.  It  is  generally  admitted 
that,  with  a  speed  of  twenty -five  messages  per  hour  on  a  Morse 
instrument,  about  five  pulsations  of  the  current  occur  per  second. 
Consequently,  n  being  the  simi  of  the  currents  which  in  a  second 

can  succeed  each  other  in  a  conductor,  —  represents  the  number 

6 

of  receivers  which  it  is  possible  to  establish  upon  a  single  wire, 
or  the  number  of  operators  that  can  work  at  the  same  tima 
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The  apparatus  shown  in  fig.  522  is  constructed  for  four  trans- 
missions and  is  worked  by  four  operators.     At  a  speed  of  76 


resolutions  per  minute,  presenting  four  letters  at  each  turn,  it 
records  100  messages  per  hour  with  20  pulsations  of  the  current 
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per  second.  This  is  less  than  a  maximum  result,  for  experience 
has  shown  that  telegraph  lines  can  be  worked  at  a  much  greater 
speed. 

As  the  apparatus  is  arranged  for  transmission,  four  sets  of 
keys,  a  a'  a"  a"',  eight  in  each  set,  are  placed  with  their  receivers 
r  r'  r"  r^"  upon  a  table,  each  receiver  having  a  strip  of  paper  for 
recording,  which  is  continuously  being  drawn  from'  a  roll  A 
single  clockwork  movement,  actuated  by  a  weight  and  regulated 
by  a  conical  pendulum,  serves  as  the  motor  of  all  the  receivers. 
The  keys,  as  well  as  the  receivers,  are  connected  with  the  earth 
wire,  and  with  the  line  wire  in  the  latter  case,  through  the  dis- 
tributor. 

The  distributor  (fig.622a)is  the  principal  feature  of  the  instru- 


Fig.  522a. 

ment  It  is  this  which,  during  four  equal  intervals  of  time, 
directs  the  current  of  the  battery  successively  toward  each  of 
of  the  four  receivers  of  the  receiving  station,  o  o'  is  a  disc  of 
metal,  fixed  and  insulated.  It  has  48  divisions ;  12  to  the 
quarter  of  the  circle,  of  which  eight — ^grouped  two  and  two- 
are  connected  metalUcally  by  eight  wires  to  the  eight  contacts  of 
the  kejrs ;  the  others,  to  the  number  of  four,  are  permanently 
connected  to  the  earth.  There  are,  thus,  four  cables  of  eight 
wires  each,  which  start  from  the  four  sets  of  keys  and  end  in  the 
distributor.  The  groups  or  divisions  are  therefore  sixteen  in 
number,  separated  by  intervals.  The  first  half  of  a  group,  l-48th 
of  a  revolution,  gives  place  to  a  short  contact ;  the  entire  group 
to    one  of    double    the    length.     An    elastic   contact   spring, 
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mounted  upon  the  axis,  traverses  the  circumference  of  the  disc, 
and  successively  connects  the  four  keys  and  four  receivera  with 
the  line,  so  that  the  current  transmitted  or  received  during  the 
passage  of  the  spring  over  one  of  the  quadrants  is  directed 
through  the  receiver  to  which  it  corresponds.  Each  operator 
thus  has  the  line  at  his  disposal  during  a  quarter  of  a  revolution. 
The  transmitter  is  composed  of  eight  keys,  four  black  and  four 
white,  which  are  connected  between  the  battery  and  the  earth. 
The  black  keys  represent  dots  and  the  white  keys  dashes.  In 
order  to  transmit  a  letter,  as  many  keys,  black  or  white,  are 
touched  simultaneously  as  the  letter  to  be  produced  has  dots  or 
dashes,  taking  care  to  start  from  the  left  key.  As  soon  as  the 
rotating  contact  spring,  in  its  movement,  passes  over  that  sec- 
tion of  the  disc  to  which  the  keys  depressed  are  connected,  the 
signal  or  letter  is  transmitted,  the  spring  passing  to  the  next 
quarter  section  which  is  connected  with  the  next  set  of  keys,  and 
which  is  being  manipulated  by  another  operator,  and  so  on  with 
all  the  sections.  There  is,  in  aid  of  sending,  attached  to  each  of 
the  keys,  an  eccentric,  the  use  of  which  is  to  raise  after  each 
letter  a  small  rider,  and  this,  falling  by  its  own  weight,  produces 
a  tick,  beating  the  measure,  during  which  each  operator  may 
work.  ' 

Fig.  522i  is  an  enlarged  view  of  the  receiver.  Each  receiver 
has  for  its  printing  mechanism  a  section  of  a  helix,  resembling 
an  elongated  spiral.  This  may  be  more  easily  understood  by 
supposing  a  cylinder  having  upon  its  surface  a  raised  rib  extend- 
ing spirally  over  its  entire  length.  As  the  contacts  from  the  sets 
of  keys  are  placed  in  a  straight  line  over  this  cylinder,  it  will  be 
plain  that  only  one  key  can  be  put  into  connection  with  the 
spiral  rib  at  the  same  time.  The  helix  of  the  receiver  and  the 
rubbing  contact  of  the  distributor  make  their  revolutions  in  the 
same  time  and  from  the  same  starting  point  An  inking  wheel 
revolves  freely  on  each  of  the  helices.  The  letters  appear  trans- 
versely upon  the  paper  band  (/.  €.,  at  right  angles  to  the  ordinary 
Morse  characters),  the  paper  being  raised  to  the  writing  helix  by 
the  armature  of  the  electro-magnet  over  which  it  passes.     This 

DO 
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transverse  disposition  of  the  letters  presents  a  double  advantage : 
it  avoids  confusion  between  consecutive  letters,  and  reduces  con- 
siderably the  length  of  the  paper  band  used  for  each  despatch. 

The  multiple  transmission,  then,  depends  upon  the  identical 
revolutions  in  the  same  time  of  certain  portions  of  the  apparatus 
at  distant  stations.  This  is  effected  by  the  aid  of  a  conical  pen- 
dulum and  a  regulating  system,  by  which  a  correcting  current  is 
transmitted  every  second.  Further,  it  is  arranged  that  the  line 
should  be  put  to  earth  at  both  extremities  after  each  emission  of 
the  current 

It  will  be  seen  that  this  form  of  multiple  telegraph,  arranged 


Ftg.  5226. 

upon  the  best  division  of  the  time  utilized  by  successive  currents, 
has  nothing  in  common  with  the  system  of  double  transmission, 
whicli  has  been  developed  from  the  inventions  of  Gintl  and 
Frischen. 
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APPLICATION    OF    THE     DUPLEX     TELEGRAPH     TO     SUBMARINE 

CABLES. 

The  difficulties  which  attend  the  application  of  the  duplex 
telegraph  to  subterranean  lines  of  considerable  length  are  greatly 
increased  when  the  same  methods  are  sought  to  be  employed 
upon  long  submarine  cables.  The  cause  of  this  is  generally 
known  to  be  due  to  the  great  static  capacity  of  these  conductors. 

The  introduction  by  Mr.  J.  B.  Steams  of  the  condenser  in 
the  tel^raphic  duplex  gave  the  first  impulse  to  a  series  of  ex- 
periments upon  duplexing  cables,  which  were  begun  in  187S 
by  Mr.  0.  V.  de  Sauty,  electrical  engineer  of  the  Eastern  Tele- 
graph Company,  upon  the  cable  from  Lisbon  to  Gibraltar.  The 
system  employed  by  Mr.  de  Sauty  was  the  bridge  method,  an 
arrangement  which  readily  suggested  itself  as  the  best  for  du- 
plex transmission  upon  submarine  cables  For  land  lines,  which 
employ  less  sensitive  apparatus,  this  method  appears  less  advan- 
tageous, as  it  enables  but  a  small  part  of  the  current  to  be 
utilized  in  the  receiver,  and  the  arm  of  the  bridge  being  inter- 
polated in  a  direction  parallel  to  the  receiver,  acts  as  a  shunt  at 
the  receiving  station,  and  renders  great  rapidity  of  transmission 
very  difficult  But  the  fact  that  it  is  only  a  small  fraction  of 
the  receiving  current  which  acts  upon  the  receiving  instrument, 
is  precisely  that  which,  in  the  case  we  are  now  considering — that 
is  to  say,  in  submarine  telegraphy— constitutes  an  advantage,  as 
that  which  is  needed  to  paralyze  the  effects  of  the  static  charge 
with  a  smaller  number  of  condensers. 

DE   SAUTY's  METHOD. 

Mr.  de  Sauty  conceived  the  idea  that,  in  order  to  obtain  the 
equilibrium  at  the  transmitting  station,  it  was  necessary  that 
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the  artificial  line  should  be  an  imitation  as  complete  as  possible 
of  the  actual  cable.  In  the  published  description  of  his  experi- 
ments he  indicates  no  less  than  eight  diflEerent  arrangements,  of 
which  we  reproduce  only  those  which  have  given  more  or  less 
satisfactory  results. 

^s  a  sample  in  fig.  628,  the  artificial  line  in  this  case  is 
formed  by  a  combination  of  resistances  and  condensers.  In- 
stead of  this  arrangement,  Mr.  de  Sauty  had  endeavored  first, 
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Fig,  523. 


and  by  analogy  with  the  method  of  Mr.  Steams,  to  introduce 
only  a  rheostat  and  a  condenser ;  but  this  experiment  was  un- 
successful. When  one  of  the  levers  of  the  key,  M,  is  depressed, 
the  current  from  the  battery,  B,  goes  to  the  point,  C,  of  the  bridge 
system  furnished  with  two  branches  of  equal  value,  A  and  B ; 
the  artificial  line  should  then  be  equal  to  the  resistance  of  the 
cable  increased  by  the  diminished  resistance  of  the  receiving 
station.     One  half  of  the  current  furnished  by  B  then  penetrates 
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in  the  cable  and  proceeds  to  the  point,  0,  of  the  receiving 
station.  Here  it  suffers  a  new  division ;  two-fifths  of  this  part 
of  the  current  which  arrives  at  the  point,  O,  passes  by  the  coils, 
R,  of  the  Thomson  siphon  recorder,  which  serves  as  receiver, 
and  thence  flows  by  B  to  the  earth,  while  the  other  three  fifths 
return  by  A.  As  regards  the  other  half  of  the  current,  that 
goes  to  the  earth  by  the  artificial  line  at  the  transmitting  statioa 

Now,  if  the  capacity  of  the  artificial  line  was  considerably  less 
than  that  of  the  cable,  a  current  from  ^  to  0  would  circulate 
momentarily,  at  the  instant  when  the  key  is  depressed.  It  is 
necessary,  then,  in  such  cases,  to  endeavor  to  equalize  as  much 
as  possible  the  potentials  at  the  points  O  and  p.  If,  instead  of 
the  combined  artificial  line,  they  should  place  there  a  resistance 
and  a  condenser,  of  which  the  capacity  should  be  equal  to  that 
of  the  cable,  they  would  only  obtain  this  equality  of  the  poten- 
tials, because  the  conditions  of  the  propag-ation  of  the  electricity 
would  be  entirely  different  in  the  two  circuita  If  at  the  same 
time  the  keys  at  the  two  stations  be  depressed,  the  cable  will 
then  be,  by  virtue  of  known  laws,  free  of  current,  or  else  it 
will  overflow  by  a  current  of  double  force. 

More  recently  Mr.  de  Sauty  and  Mr.  Harwood  have  further 
perfected  the  system  by  operating  a  much  greater  subdivision  of 
the  artificial  line.  According  to  the  opinion  of  Sir  William 
Thomson,  it  would  require,  in  fact,  an  infinite  number  of  re- 
sistances and  of  condensers  to  obtain  a  perfect  assimilation  of 
the  artificial  line  with  the  actual  cable.  Mr.  Varley  had  already, 
about  1860,  employed  in  a  test  circuit  established  for  another  pur- 
pose a  very  great  number  of  resistances  and  of  condensers. 

The  experiments  of  which  we  are  about  to  speak  were  con- 
ducted by  Messrs.  A.  and  J.  Muirhead  and  H.  A.  Taylor,  and, 
in  1874,  they  secured  a  patent  for  an  artificial  cable,  destined  to 
replace  the  artificial  line  employed  by  Mr.  de  Sauty.  In  this 
arrangement  the  conductor  consists  of  a  ribbon  of  tin  foil, 
from  two  fifths  to  three  fifths  of  an  inch  in  width,  and  having 
the  form  shown  in  fig.  524.  This  ribbon  is  covered,  first,  by  a 
sheet  of  paraffined  paper,  which  constitutes  the  dielectric  of  the 
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artificial  cable,  and  this  again  by  tin  foil,  which  serves  as  a  pro- 
tecting envelope. 

By  superposing  a  great  number  of  these  elements  in  the  fol- 
lowing order:  tin  foil,  paper,  conductor,  paper,  tin  foil,  eta,  a 
resistance  can  be  constructed  of  considerable  capacity  in  a  rela- 
tively small  space.  These  artificial  cables  are  made  in  a  large 
room,  of  which  the  temperature,  sufficiently  elevated,  is  always 
maintained  constant ;  the  paper  used  for  the  fabrication  of  the 
dielectric  is  as  soft  as  silk  and  of  excellent  quality.  According 
as  the  conducting  ribbon  is  made  wide  or  narrow,  the  resistance 
and  the  capacity  varies.  The  latter  depends  also  upon  the  de- 
gree of  pressure  to  which  the  cable  is  subjected  after  the  oper- 


Fig.  624. 

ation  of  the  superposition.  Once  the  final  exact  adjustment  is 
finished,  the  whole  is  placed  in  a  high  and  narrow  mahogany 
box,  having  for  cover  a  plate  of  ebonite,  in  which  holes  are  made 
for  the  introduction  of  exactly  numbered  limit  pins.  A  series  of 
these  pins,  shown  in  fig.  525,  correspond  to  the  sections  of  the  con- 
ductor, having  different  lengths ;  the  inductive  plates,  J,  are  sepa- 
rated in  groups  which  correspond  with  the  pins,  P,  which  are 
ordinarily  connected  between  them  and  the  eartL  Each  couple  of 
boundary  pins,  S,  form  still,  with  the  corresponding  capacity  J, 
a  unit  of  length — a  nautical  mile— of  the  artificial  cable. 

Messrs.  Muirhead  and   Taylor,    however,  obtained  in   1876 
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patents  for  other  systems  of  construction  of  inductive  artificial 
line.  In  one  of  these,  for  example,  they  employ,  as  conductor, 
plates  formed  of  graphite  paper,  prepared  in 
a  certain  manner,  and  of  which  the  different 
superposed  layers  are  alternately  separated 

to      =a  I    by  paraffined  paper  and  tin  foil.     This  sys- 

I      5         ^^   tem  does  not  appear  to  have  given  good  re- 
^  suits,  which  was  to  be  foreseen,  if  we  con- 

sider how  difficult  it  is  to  establish  sure  com- 
munication with  similar  plates.  Besides,  the 
graphite  is  the  worst  material  we  can  imag- 
ine for  resistances;  for,  in  addition  to  the 
fact  that  these  resistances  cannot  be  ad- 
justed within  one  per  cent,  their  value  varies 
considerably  by  time. 

Another  process  consists  in  surrounding  a 
fine  thread  covered  with  silk  with  a  me- 
tallic tissue.  A  priori^  we  recognize  that 
an  arrangement  of  this  nature  possesses  only 
a  feeble  capacity  compared  to  the  resistances 
of  tin  foil,  and  is  only  proper  to  replace  a 
condenser  for  compensating  the  charge  upon 
land  lines. 

We  shall  return  again  later  on  to  the  de- 
tailed arrangement  of  the  telegraphic  duplex 
method  of  Muirhead,  which  has  been  applied 
within  the  last  ten  years  to  all  the  long  cables 
of  the  Eastern  Company,  viz.  :  Marseilles- 
Bona,  1875  ;  Bona-Malta,  Suez- Aden,  1876 ; 
Aden-Bombay,  1877 ;  and  to  the  direct  At- 

ilantic  and  the  Madras-Penang  cables  in  1878. 
Another    method    of    duplex    for  short 
cables  has  been   applied  by  Mr.  Ailhaud. 
Fig,  526.  rpj^j^  gystem  is  based  upon  the  bridge  and 

differential  methods.     To  avoid  the  employment  of  an  artificial 
cable,  Mr.  Ailhaud  has  resorted  with  success  to  divers  processes. 
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which  we  describe  farther  on.  With  n^ard  to  its  practical 
application,  it  has  given  good  results  upon  the  Marseilles- 
Algeria  and  the  Marseilles-Bona-Malta  cables. 

Messra  Loffler  and  Higgs  described,  in  1878,  a  particular  modi- 
fication of  the  bridge  method  of  duplex  transmission  upon 
cables,  but  we  do  not  know  if  that  method  has  received  the 
sanction  of  practical  operation. 


Earth. 


In  1878  Mr.  J.  B.  Steams  successfully  applied  a  method  of 
duplex  transmission  to  one  of  the  Atlantic  cables  of  the  Anglo- 
American  Company,  the  details  of  which  have  not  been  pub- 
lished. 

ailhaud's  metthod. 

Fig.  526  represents  the  arrangement  of  Mr.  Ailhaud,  which 
has  givien  satisfactory  results  upon  the  Marseilles- Algiers  and 
the  Marseilles-Bona-Malta  cables. 
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The  two  branches  of  the  bridge,  A  and  B,  are  represented  by 
the  resistances  of  2,000  ohms.  A,  and  of  1,000  ohms,  B.  In 
order  that  at  the  transmitting  station  the  bridge  may  be  free  of 
current,  when  one  of  the  arms  of  the  key,  M,  is  depressed,  it 
must  have  the  following  proportion : 

2000  ^  Gable  +  resistanoe  of  the  receiving  station. 
I000"~  Artificial  Une. 

This  proportion  is  only  verified,  however,  for  the  currents  in 
a  stationary  state ;  at  the  moment  of  depression  of  the  lever  the 
cable  is  charged,  but  more  slowly  than  the  condenser,  Cj,  inter- 
posed in  a  direction  parallel  to  the  artificial  line,  G ;  there  is  then 
necessarily  a  momentary  passage  of  current  from  O  to  J,  which 
causes  a  deviation  of  the  needle  of  the  reflecting  galvan- 
ometer, P,  serving  as  a  receiving  apparatus.  In  order  to  neu- 
tralize this  injurious  effect,  which  is  called  a  kick,  Mr.  Ailbaud 
has  devised  the  ingenious  arrangement  of  emitting  a  current  of 
the  same  force,  but  in  a  contrary  direction  to  the  charging  cur- 
rent The  galvanometer,  P,  is,  for  this  purpose,  provided  with  a 
second  coil,  in  which  are  interposed  a  rheostat,  F,  and  a  con- 
denser, C,  of  considerable  capacity.  The  effect  of  this  arrange- 
ment is  as  follows :  When  the  key,  M,  is  depressed,  the  arrange- 
ment adopted  by  Mr.  Ailhaud  for  the  bridge  resistances  requires 
one  third  of  the  current  to  pass  into  the  cable,  while  the  other 
two  thirds  flow  by  G  lo  the  earth.  This  last  division  of  the  cur- 
rent penetrates  at  the  same  time  in  the  condenser,  C,  charging 
it,  and  thus  producing  in  the  second  coil  of  P,  a  current  of 
which  the  direction  is  opposed  to  that  of  the  current  coming 
from  the  cable.  The  time  of  charge  C  is  proportional  to  the 
product  C  X  F>  a^cl  upon  short  cables  can  be  sufficiently 
assinylated  to  the  duration  of  the  current  from  the  cable.  If 
the  key,  M,  is  raised,  the  cable  discharges  by  A  and  by  P  and  B 
to  the  earth.  This  discharge  generates  a  new  current,  which  is 
neutralized  by  the  current  of  discharge  of  the  same  value  coming 
from  C.  The  small  condensers,  C,  Cj  and  C„  connected  to  the 
ends  of  the  bridge,  serve  to  produce  a  very  exact  adjustment 
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The  normal  equilibrium  is  regulated  in  the  first  place  by  means 
of  the  resistance  0.  It  is  sufficient  to  vary  this  resistance  until 
the  needle  returns  to  zero. 

To  regulate  the  equilibrium  of  chaise  and  dischai^ge,  the  con- 
densers Oj  and  C,  are  detached,  and  the  resistance  F,  which 
regulates  the  condenser,  or,  in  case  of  need,  the  capacity  of  the 
condenser,  is  varied  until  the  movements  of  the  needle  have  nearly 
ceased.  The  condensers  Cj  and  C,  are  then  successively  con- 
nected, and  the  several  resistances  are  varied  until  the  complete 
equilibrium  is  obtained.  When  it  is  very  near  equilibrium  a 
mirror  of  an  exaggerated  sensibility  is  substituted  for  the  ordi- 
nary mirror,  which  permits,  by  an  amplification  of  the  effects,  the 
attainment  of  a  perfect  balance.  The  first  mirror  is  then  re- 
placed. 

Mr.  Ailhaud  considers,  in  certain  cases,  that  it  is  advisable  to 
insert  still,  between  J  and  the  end  of  the  cable,  a  rheostat, 
which  we  shall  call  D.  In  practice,  this  arrangement  can  be 
justified,  although  an  artificial  prolongation  of  the  conductor 
cannot  have  a  favorable  influence  upon  the  rapidity  of  the 


The  following  table  gives  the  different  values  of  the  resist- 
ances and  conductors : 

MA  BSETTAia-ALQIEBS  XARBEILLKS-MALTA 

OABLK.  CABLE. 

Branch   A 2000  ohms,  2000  ohms. 

B 1000  "  1000   " 

Rheostat    G 4900     "  7560     " 

F 10900     "  10700     " 

"        E 2600     "  2400      " 

"        H 5000     **  5680     " 

"        D 1000     "  1000      «* 

Condenser  C 21  microfarads,      21  microfarada 

Cj 16          "  16          " 

"        C, 2.5        "  2.5       " 

Battery 10  volts,  7  volta 
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Fig.  627  represents  another  arrangement  When  the  key,  M, 
is  depressed,  the  current  bifurcates  at  O ;  one  part  penetrates  by 
the  helix,  G,  into  the  cable,  and  the  other  flows  by  g  and  V  to 
the  eartL  The  current  of  charge  which  is  produced  at  the 
same  time  in  G  is  neutralized  by  the  fact  that  the  portion  of 
the  current  passing  by  g  finds  at  the  point  XJ  a  road  to  traverse 
in  the  third  spire,  y,  and  charges  the  condenser  0,    This  last  cur- 


121^   CABLB 


Fig,  527. 

rent  of  charge  is  opposed,  in  r^ard  to  its  direction,  to  the  one 
which  circulates  in  G. 

There  is  no  necessity,  we  think,  to  enter  in  detail  here  into 
the  effects  which  are  produced  by  the  laws  of  discharge. 

THE  MUIRHEAD  SYSTEM. 

Fig.  528  represerts  the  arrangement  which  in  practice  has  given 
the  best  results  upo:i  the  cable  of  the  Direct  United  States  Cable 
Company,  as  well  as  upon  the  long  cables  of  the  Eastern  Company, 
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The  two  branches  of  the  bridge  b^  and  b^  are  composed  of  rheo- 
stats which  permit  of  an  interposition  of  1,000  and  2,000  ohms ; 
there  is,  besides,  adjoining  b^  a  smaller  rheostat,  containing  a 
series  of  nine  bobbins  to  1,000  ohms  and  a  series  of  nine  bobbins 
to  10  ohms.  The  most  exact  adjustment  of  the  branches  of 
the  bridge  is  obtained  by  means  of  the  rheostat  E,  an  instru- 
ment which  contains  forty  bobbins  to  0.25  ohm  and  one  fixed 
bobbin — ^that  is  to  say,  which  can  be  put  in  or  taken  out  by 
means  of  a  pin — of  10  ohms.  The  extremities  of  the  forty 
bobbins,  connected  successively  to  each  other,  are  attached  to 
the  branches  of  the  bridge  ^1,^8';  the  current  enters  into  the  ap- 
paratus by  the  axis  of  the  pointer  of  the  rheostat  R 

Each  change  of  the  pointer,  from  one  contact  to  the  other, 
produces,  consequently,  an  increase  of  0.25  ohm  in  the  resist- 
ance of  one  of  the  branches  of  the  bridge,  while  that  of  the 
other  branch  is  diminished  by  the  same  quantity.  The  actual 
cable  is  connected  at  the  point  c,  and  the  artificial  cable  at  the 
point  a.  This  last  cable  is  composed  of  a  certain  number  of 
boxes,  of  which  the  construction  has  already  been  described. 
Each  box  has  seven  compartments ;  it  has,  therefore,  upon  the 
cover  fourteen  boundary  pins,  of  which  one  half  correspond  to 
the  different  sections  of  the  conductor,  and  the  other  to  the  in- 
ductive plates  appertaining  thereto.  Experience  has  demon- 
strated that,  for  success  in  duplex  transmission,  it  is  necessary 
to  assimilate  as  exactly  as  possible  the  commencement  of  the 
artificial  line  with  the  cable.  Mr.  Muirhead  has,  consequently^ 
given  to  the  first  box,  which  should  be  inserted  near  to  the 
point  a,  and  which  is  called  a  special  box,  a  particular  construc- 
tion. 

The  first  part  of  this  box,  A,  fig.  529,  is  composed  of  twelve 
compartments  connected  together  in  the  ordinary  manner,  in- 
stead of  the  seven  compartments  which  are  in  the  other  boxes ; 
the  inductive  plate  is,  per  contra,  the  same  for  all.  It  has  be- 
sides six  compartments,  B,  where  the  sections  of  the  conductor, 
as  well  as  those  of  the  inductive  plate,  must  be  connected  together 
outside  of  the  box.     This  arrangement  permits  of  the  insertion 
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of  resistances  between  the  several  sections  of  B,  as  seen  in  figs. 
,627  and  528. 

In  the  bridge  wire  c  a,  fig.  528,  is  inserted  the  coil  of  a  siphon 
recorder,  or  of  a  mirror  receiving  galvanometer,  as  well  as  a  con- 
denser, Sj,  of  a  considerable  capacity.  It  is  of  sixty  microfarads 
upon  the  cable  of  the  Direct  United  States  Cable  Company. 
A  similar  condenser,  S,,  is  found  between  R  and  one  of  the 
levers  of  the  double  key,  M,  of  which  the  other  lever  is  in  com- 
munication with  the  earth.    At  the  point  c  another  small  ad- 


cU  a 


2^   box. 
(Earth.) 


Fig,  539. 


justable  condenser,  S3,  is  inserted,  which  enables  the  most  exact 
balance  possible  to  be  obtained.  If  the  cable  and  the  artificial 
line  are  equal  in  resistance  and  capacity  when  6^=6,,  there  is 
no  current  in  the  bridge  of  the  transmitting  station  when  one 
operates  by  simple  transmission,  or  better,  the  current  which 
traverses  the  bridge  is  of  so  short  duration  that  it  cannot 
cause  any  derangement  Generally,  those  derangements  will  be 
always  more  feeble  upon  lines  where  they  work  with  condensers 
than  upon  those  where  a  current  enters  directly  into  the  cable. 
The  experience  of  Mr.  Muirhead  has  shown  that  for  the  suc- 


Digitized  by  CjOOQ IC 


THE  MUIRH^AD  SrSTEM.  915 

cess  of  duplex  transmission  it  is  necessary  to  adopt,  at  the  com- 
mencement of  the  artificial  line,  different  auxiliary  arrangements, 
upon  which  we  will  dwell  here  for  a  moment  If  the  first  in- 
ductive plates,  fig.  528,  are  separated  from  the  others  and  con- 
nected to  the  earth  by  the  resistances  rg  and  r^  it  is  for  the 
purpose  of  diminishing  the  charge  from  the  commencement  of  the 
artificial  line.  Instead  of  that,  if  we  should  connect  all  the  in- 
ductive plates  together  and  give  them  all  a  communication  with 
the  earth  of  a  resistance  r  (=  r^  -|-"  ^x))  the  diminution  would  ex- 
tend throughout  the  whole  length  of  the  artificial  cable. 

If  the  shunt  r^ — of  large  resistance — be  introduced  between  a 
and  a  point  of  the  artificial  conductor  to  be  determined  by 
experiment,  the  magnitude  of  the  charge  in  the  first  part  of  the 
artificial  line  will  be  also  less  than  in  the  second  part  If,  how- 
ever, the  resistance  r^  was  given  a  corresponding  value  to  r^, 
this  diminution  would  extend  throughout  the  cable.  Another 
diminution  is  still  produced  by  r^^  and  the  resistance  r,  serves 
to  modify  the  speed.  They  cannot  replace  r^  by  r^,  because 
in  that  case  r^  would  have  a  very  great  value. 

We  give  below  the  numerical  indications  relating  to  actual 
cables: 

Torbayj  ^ova  Scotia, 
Station  of  the  Direct  United  States  Cable  Company: 


b^  =    2,000  ohms. 

or 

b^=  2,000 

b^=   2,040     " 

u 

^8=   2,045 

r^=          0     " 

(( 

ri=        28 

r^  =      400     " 

u 

r.  =      850 

rg  =  90,000     " 

u 

rj=  85,000 

S3  =     8.92  microfarads. 

ii 

Ss=         0 

Bombay. 

Station  of  the  Aden  and  Bombay  Cable  of  the  Eastern  Com- 
pany: 6^=2,005;  6,  =2,036;  r^=60]  r^  =  120;  r^  =  n5r 
000. 
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Regarding  the  best  method  of  establishing  the  balance,  Mn 
Muirhead  gives  the  following  instructions : 

With  one  hand  rapidly  turn  forward  and  backward  the 
pointer  of  the  rheostat  R,  during  which  the  other  hand  puts  into 
circulation  alternate,  currents  of  short  duration,  by  means  of  the 
double  key  M.  In  this  case  r^  should  have  100,000  ohms 
resistance,  and  be  inserted  as  a  shunt  in  a  direction  parallel 
to  the  first  four  boxes  of  the  artificial  line.  If  they  do  not 
succeed  then  in  stopping  the  motion  of  the  needle,  they  must 
modify  in  feeble  proportions — starting  with  0.01  microfarad — 
the  capacity  of  S3.  They  can  also  reduce  the  shunt  from  5  to 
10,000  ohma  If,  finally,  the  needle  continues  to  tremble,  or, 
when  the  recorder  is  employed,  if  it  produces  a  blurred  line, 
they  must  then  insert  the  rheostat  r^  between  the  first  capa- 
city boundary  pin  of  the  first  box  and  the  earth,  as  indicated 
in  fig.  528.  We  have  every  reason  to  admit  that  the  first 
arrangement  of  the  balance  is  a  very  delicate  operation,  for,  in 
the  majority  of  cases  where  it  is  desired  to  introduce  duplex 
transmission  upon  a  cable,  Mr.  Muirhead  himself  proceeds  to  the 
place  and  personally  directs  the  work. 

Although  a  submarine  cable  is  in  a  situation  more  favorable 
than  an  aerial  line,  the  resistance  of  the  conductor  will  vary, 
nevertheless,  with  the  changes  in  the  temperature  of  the  sea. 
The  artificial  line  is  also  influenced  by  the  differences  of  tem- 
peratura  The  insertion  of  condensers,  it  is  true,  considerably 
diminishes  the  earth  currents,  but  these  earth  currents,  notwith- 
standing, manifest  themselves  in  a  troublesome  manner  from 
time  to  time,  and  occasionally  the  operators  are  obliged  to  re- 
turn to  simple  transmission. 

Within  a  short  time  Mr.  Muirhead  has  applied  a  very  simple 
arrangement,  to  which  they  have  given  the  singular  name  of 
double  block  plan,  and  which  we  represent  in  fig.  680. 
•  Here  there  is  inserted  in  each  branch  of  the  bridge  a  condenser, 
Sg  and  Sg,  of  a  considerable  capacity.  To  Sg  is  still  connected 
a  small  condenser,  S^,  having  the  following  subdivisions;  0.01, 
0.02,   0.03,  0.04;  0.1,  0.2,  0.2,  0.4;  1,  i;  2;  in  all,  5  micro. 
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farads,  and  the  balauce  is  established  simply  by  means  of  S4  and 
of  R 

The  auxiliary  arrangements  of  the  artificial  line  being  the 
same  as  in  fig.  528,  we  do  not  think  it  necessary  to  reproduce 
them.  The  great  advantage  of  this  method  is  that  the  bridge 
resistances,  b^  and  Jg,  can  be  considerably  diminished,  which 
greatly  reduces  the  retardation  of  the  signals. 

This  could  not  be  accomplished  by  the  arrangements  shown 
in  fig.  528,  because  the  part  &i  +  ^  +  ^2  ^^  ^  ^  shunt  for 


^z       I, 


n  BBCOMDSB. 


CABLE, 


ARTIFICIAL  LDfA. 


Fig,  630. 

the  path  of  the  current  c,  a;  h^  and  63  must  not  then  be  made 
too  small.  It  is,  we  think,  superfluous  to  dwell  longer  upon  this 
arrangement 

We  will  only  observe  that  it  permits  of  ready  change  from  du- 
plex transmission  to  simple  transmission.  It  is  suflBcient  to 
isolate  6,  and  the  artificial  line  from  the  point  a  and  to  put  the 
latter  in  communication  with  the  earth. 

At  the  point  c,  it  will  be  necessary  to  insert  a  commutator, 
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which,  during  the  reception,  connects  the  cable  with  the  recorder, 
and,  during  transmission,  to  b^. 

We  give  below  the  numerical  indications  of  the  Direct  United 
States  Cable  Company  at  Torbay :  S^  =  iO  microfarads ;  82=  40 
microfarads  ;  83=39  microfarads  ;  84=  0.27  microfarad  ;  bj= 
500  ohms;  b3=494:  ohms;  ri=28ohms;  r3=0;  r,=  1300 
ohm& 

The  double  block  method  has  been  substituted  for  that  of 
the  arrangement  shown  in  fig.  528  in  the  stations  of  the  Direct 
Company  and  in  various  offices  of  the  Eastern  Company. 

It  is  proper  again  to  add  that  upon  the  cable  of  the  Direct 
Company  they  use  a  mirror  galvanometer  as  a  receiver.  The 
recorder,  besides  its  higher  price,  is,  it  appears,  subject  to  a  con- 
siderable annual  patent  fee.  It  is  maintained,  moreover,  that  the 
reflecting  galvanometer  is  the  more  rapid  instrument  La  Com- 
pagnie  Fran9aise  du  T^l^graphe  de  Paris  ^  New  York  also 
make  use  of  the  galvanometer,  whereas  the  Anglo-American 
Company  employs,  in  greater  part,  the  recorder. 
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CHAPTER   XLIL 

ELECTBICAL  MEASUREMENT. 

An  essential  step  in  the  direction  of  learning  any  branch  of 
physical  science  is  to  find  principles  of  numerical  reckoning,  and 
methods  for  practically  measuring  some  quality  connected  there- 
with. The  first  step  toward  numerical  reckoning  of  properties  of 
matter,  is  the  discovery  of  a  continuously  varying  action  of  some 
kind,  and  the  means  of  definitely  observing  it  and  measuring  it 
in  terms  of  some  arbitrary  unit  or  scale  divisioa  But  to  com- 
plete the  science  of  measurement  in  any  department,  and  espe- 
cially in  that  of  electricity,  it  is  necessary  to  fix  on  something 
absolutely  definite  as  the  unit  of  reckoning. 

UNITS  OF  MEASUREMENT. 

Cavendish  and  Coulomb,  in  the  last  century,  furnished  the 
requisite  foundation  for  a  complete  system  of  electric  and  mag- 
netic measurement ;  but  the  first  complete  method  of  scientific 
measurement  was  that  of  Gauss,  in  his  system  of  absolute  meas- 
urement for  terrestrial  magnetism,  which  gave  the  starting  im- 
pulse for  the  whole  system  of  absolute  measurement  as  it  exists 
to-day  throughout  the  range  of  electric  science. 

Gauss'  principle  of  absolute  measurement  for  electricity  and 
magnetism,  is  merely  an  extension  of  the  astronomers*  method 
of  reckoning  mass  in  terms  of  the  universal  gravitation  unit  of 
matter ;  and  of  the  reckoning  of  force  adopted  by  astronomers, 
in  common  with  all  workers  in  mathematical  dynamics,  acxjord- 
ing  to  which  the  unit  of  force  is  that  force  which,  acting  on  a 
unit  of  mass  for  a  unit  of  time,  generates  a  velocity  equal  to  the 
unit  of  velocity.  It  leaves  the  units  of  mass,  space  and  time  to 
be  assumed  arbitrarily. 

As  early  as  1851,  Sir  William  Thomson  began  using  the  ab- 
solute system  in  the  reckoning  of  electro  motive  forces  of  voltaic 
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cells,  and  the  electric  resistance  of  conductors,  in  electro  mag- 
netic units ;  and  after  advocating  the  general  use  of  the  absolute 
system  for  ten  years,  obtained  the  appointment  of  a  committee 
of  the  British  Association  on  electrical  standards,  which,  in  1869, 
launched  the  absolute  system  for  general  use,  with  arrangements 
for  the  supply  of  standards  for  resistance  coils  in  terms  of  a  unit, 
first  called  the  British  Association  unit,  and  afterward  the  ohm ; 
of  which  the  resistance  reckoned  in  electro  magnetic  measure  was 
to  be,  as  nearly  as  possible,  ten  thousand  kilometres  per  second. 
In  1861,  Sir  Charles  Bright  and  Latimer  Clark  communicated  a 
paper  to  the  British  Association,  in  which  the  names  that  are 
now  in  use— ohms,  volts,  farads  and  micro-farads — were  sug- 
gested, together  with  a  complete  continuous  system  of  measure- 
ment, which,  while  it  did  not  fulfil  all  the  conditions  of  the  ab- 
solute system,  fulfilled  some  of  them  in  an  exceedingly  useful 
manner  for  practical  purposea  Since  1871,  the  absolute  system 
has  been  in  general  use  in  the  United  States  and  Great  Britain, 
but  it  was  ten  years  later  before  its  definitive  practical  adoption 
by  France,  Germany  and  the  other  continental  countries  of 
Europe  in  conformity  with  the  decree  of  the  international  con- 
ference for  the  determination  of  electric  units,  held  at  Paris  in 
October,  1881.  The  decision  adopted  was,  not  to  take  the 
British  Association  unit,  whose  accuracy  was  the  subject  of  well 
^  founded  doubt,  but  that  as  soon  as  good  evidence  is  given  of  a 
sufficiently  near  measui'ement  for  practical  purposes  of  the  resist- 
ance of  any  conductor,  then  the  unit  which  the  British  Associa- 
tion had  aimed  at  would  be  adopted ;  but  it  was  to  be  left  to  the 
judgment  and  convenience  of  the  users  of  standards  when  to 
make  the  change,  should  a  change  be  necessary,  from  the  British 
Association  unit — the  ohm — or  from  the  Siemens  unit — the  re- 
sistance of  a  column  of  mercury  at  zero  temperature,  a  metre  in 
length  and  a  square  millimetre  in  section — in  order  to  bring  the 
measurement  into  more  close  agreement  with  the  absolute  reck- 
oning. 

FUNDAMENTAL   UNITa 

For  mechanical  and  electrical  measurements,  the  centimetre, 
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the  gramme  and  the  second  have  been  adopted  as  the  funda- 
mental units  of  length  (L),  mass  (M),  and  time  (T),  respectively; 
whence  they,  and  the  units  derived  from  them,  are  called  for 
brevity  the  C.  Q.  S.  system  of  absolute  units.  The  intimate 
relation  which  exists  between  the  centimetre  and  the  gramme — 
the  latter  being  the  weight. of  a  cubic  centimetre  of  distilled 
water  at  the  temperature  of  its  maximum  density,  viz,,  4®  Centi- 
grade— is  a  peculiar  advantage  of  these  units. 

DERrVBD  UNITS. 

To  quantities  of  different  kinds  separate  units  are  respectively 
assigned.  The  numerical  value  of  any  concrete  quantity  is  the 
ratio  it  bears  to  the  unit  of  its  kind.  A  unit  of  one  kind  of 
quantity  is  sometimes  defined  by  reference  to  a  unit  of  another 
kind  of  quantity,  and  still  more  frequently  by  reference  to  two 
or  more  units  of  other  kinds.  The  units  thus  defined  are  called 
derived  units,  and  the  practical  advantage  of  employing  such 
units  is,  that  they  are  more  convenient  for  calculation  than 
independent  units  would  be,  because  they  avoid  the  introduction 
of  additional  factors,  which  would  involve  needless  labor  in 
calculating  and  difficulty  in  remembering.  The  derived  me- 
chanical and  electro  magnetic  units  are  the  only  ones  we  shall 
have  occasion  to  describe  here. 

DERIVED  MECHANICAL  UNITa 

The  C.  G.  S.  unit  of  velocity  (V)  is  the  velocity  of  a  body 
which  passes  over  a  centimetre  in  a  second,  and  in  fundamental 
units  it  is,  there! ore,  equal  to 

T 

Momentum  or  quantity  of  motion  of  a  body  is  defined  as  the 
product  of  its  mass  into  its  velocity,  hence  its  value  is 

L         ML 

M  X    rp      ^  "Y~* 

The  unit  of  force  (F)  is  that  force  which,  acting  on  a  gramme 
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of  matter  for  a  second,  generates  a  velocity  of  one  centimetre  a 
second  This  unit  is  named  the  dyna  Since  a  force  is  measured 
by  the  momentum  which  it  generates  per  unit  of  time,  and  is 
therefore  the  quotient  of  momentum  divided  by  time,  the  value 
of  the  dyne  in  fundamental  units  is 

ML  '  ML 

rp     -#-  T  —     ^, 

Work  is  the  product  of  the  intensity  of  the  force  by  the  dis- 
tance through  which  it  operates.  The  unit  of  work  is  called  the 
erg.  It  is  the  work  done  by  a  dyne  in  passing  through  the  dis- 
tance of  a  centimetre.  Being  the  product  of  force  and  distance, 
^  is  equal  to 

ML  ML» 

^i  X   L  —    jg  • 

The  C.  G.  S.  unit  of  energy  is  also  the  erg,  energy  being 
measured  by  the  amount  of  work  dona 

PRACTICAL  MECHANICAL  UNITS. 

The  C.  Gr.  S.  unit  of  power  is  that  power  which  does  work  at 
the  rate  of  one  erg  per  second.  For  practical  work  this  unit  is  too 
small,  as  it  necessitates  the  use  of  inconveniently  large  numbers. 
The  kilogrammetre,  for  example,  is  equal  to  98,000,000  ei^gs, 
and  the  gramme-centimetre  is  equal  to  980  ergs.  A  second  unit, 
equal  to  one  million  ergs,  is  therefore  employed.  This  unit  is 
called  the  meg-erg. 

The  horse  power  is  still  generally  employed  as  the  practical 
unit  of  work,  although  it  does  not  harmonize  with  the  C.  G.  S. 
system.  It  is  equal  to  33,000  foot  pounds  per  minute,  or  650 
foot  pounds  per  second ;  the  foot  pound  being  equal  to  one 
pound  raised  to  a  height  of  one  foot.  In  C.  G  S.  units  the  foot 
pound  is  equal  to  18,556,000  ergs,  and  the  horse  power  to 
7,455,600,000  ergs.  The  horse  power  is  equal,  also,  to  76  kilo- 
grammetres  per  second. 
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According  to  the  definition  of  the  dyne  it  will  be  seen  that 
taking  p  as  the  weight  of  a  gramme,  and  g  the  acceleration  of 

p        dyne, 
gravity,  then  —  = ,    The  weight  of  the  gramme  is  thus 

9  1 

equal  to  g  dynes,  and  as  the  value  of  g  at  any  part  of  the  earth's 
surface  is  about  980  centimetres  per  second,  it  is  equal  to  980 
djmea  To  obtain  an  exact  result,  the  value  of  ^  at  the  station 
where  the  (calculations  are  made  must,  of  course,  be  actually 
ascertained. 

TABLES  OP    DIMENSIONS  AND  OTHER  CONSTANTS. 
Fundamental    Unils. 


Unit  of 

Symbol. 

Name  of  Unit. 

LeDfiTth 

L 
M 

T 

Centimetre. 

Mass 

Gramme. 

Time 

Second. 

Derived  Mechanical  Units, 


Unit  of 


Velocity 

Momentum 

Force 

Work  and  energy 
Power , 


Dimensions 
of  Unit. 


L^T 

ML-hT 

ML-^-T* 

ML'^T* 

ML«4-T 


Practical  Mechanical  Units, 


Name  of  Unit 


Meg-erg 

Oramme-centimetre 
Kilogramme-metre . 

Footpound 

Horsepower 


Dimensions  of  Unit 


10«  Eiigs. 

980.     " 

9.8  X  10^  Ergs. 

1.3556  X  10»  Ergs. 

7.466    X  10»      " 
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Seat  Units. 
The  heat  nnits  based  on  the  C.  G.  S.  system  are  the  degree 
which  measures  temperature,  and  the  gramme  degree,  which  is 
the  quantity  of  heat  necessary  to  raise  one  gramme  of  water 
from  zero  to  one  degree  centigrade.  The  latter  unit  is  equal  to 
4.1624  X  10'  ergs. 

DERIVED  ELECTRO  MAGNETIC   TTSJTS, 

The  electrical  units,  which  are  based  on  purely  mechanical 
measurements,  have  been  determined  from  the  natural  relation 
existing  between  the  various  electrical  quantities,  and  between 
these  and  the  fundamental  units.  The  electrical  phenomena 
susceptible  of  measureraent  are  four  in  number,  viz. :  electro 
motive  force  (E);.  current  (C);  quantity  (Q);  and  resistance 
(R).  The  immediate  force  producing  a  current,  or,  in  other 
words,  causing  a  transfer  of  electricity,  is  called  electro  motive 
force.  Whenever  electro  motive  force  exists  between  two  points 
of  a  conductor,  those  points  are  said  to  be  at  different  poten- 
tials. 

A  diflEerence  of  potential  cannot  exist  in  a  conductor  without 
eflEecting  work  or  its  equivalent ;  a  weight  may  be  raised,  the 
conductor  become  heated,  chemical  decomposition  effected,  or 
soft  iron  magnetized.  These  eflEects  are  said  to  be  due  to  a  cur- 
rent of  electricity  in  the  conductor,  and  are  proportional  to  its 
strengtL 

The  quantity  of  electricity  conveyed  by  any  given  current  is 
simply  proportional  to  the  strength  of  the  current  and  to  the 
time  (0  during  which  it  flow& 

When  the  electro  motive  force  between  two  points  of  a  cir- 
cuit remains  constant,  the  amount  of  work  done  is  altered  by 
modifying  the  material  and  form  of  the  conductor,  or,  in  other 
words,  currents  of  different  magnitudes  are  produced.  The 
quality  of  a  conductor,  in  virtue  of  which  it  prevents  the  per- 
formance of  more  than  a  certain  amount  of  work  in  a  given 
time  by  a  given  electro  motive  force,  is  called  resistance. 

The  relations   of  these  phenomena  one  to  another  and  to 
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force  and  work  were  determined  experimentally,  independently 
of  the  present  units,  and  are  as  follows : 
First,  by  Ohm*s  law,  we  have  the  equation 

0=4 0) 

From  this  it  follows  that  the  unit  electro  motive  force  produces 
the  unit  current  in  a  circuit  of  unit  resistance. 
Second,  by  Faraday's  proof 

■Q=  Ct (2) 

and  from  this  equation  it  follows  that  the  unit  quantity  is  the 
quantity  conveyed  by  unit  current  in  unit  tima 

Our  knowledge  of  electricity  is  derived  from  the  mechanical, 
chemical  and  thermal  effects  which  it  produces.  The  connec- 
tion between  electrical  magnitudes  and  mechanical  work  was 
determined  by  Joule,  and,  in  mathematical  language,  is  as 
follows : 

W  =  C*IU (3) 

where  W  equals  the  work  equivalent  to  all  the  effects  produced 
in  the  circuit.  From  this  equation  it  follows  that  the  unit  cur- 
rent flowing  for  a  unit  of  time  through  a  circuit  of  unit  resist- 
ance will  perform  a  unit  of  work  or  its  equivalent 

The  force  exerted  on  the  pole  of  a  magnet  by  a  current  in  its 
neighborhood  is  a  purely  mechanical  ona  This  force  (/)  is  pro- 
portional to  the  magnetic  strength  (m)  of  the  pole  of  the  magnet, 
and  to  the  strength  of  the  current ;  and  if  the  conductor  be  bent 
in  a  circle  of  the  radius  (A;)  round  the  pole,  the  force  is  propor- 
tional to  the  length  of  the  conductor  (L) ;  it  is  also  inversely 
proportional  to  the  square  of  the  distance  {k)  of  the  pole  from 
the  conductor.     Hence  we  have 

-     CLm 

f=-w w 

From  this  equation  it  follows  that  the  unit  length  of  the  unit 
current  will  produce  the  unit  force  at  the  unit  distance. 

From  these  four  equations  were  determined  the  values  of  the 
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four  electrical  units  in  terms  of  L,  M  and  T.  It  will  be  seen 
that  in  the  fundamental  equation  (4),  besides  the  measurement 
of  time,  space  and  mass,  a  fourth  measurement  {m)  of  a  mag- 
netic pole  is  required ;  but  this  measurement  is  itself  made  in 
terms  of  the  mechanical  units,  for  the  unit  pole  is  simply  that 
which  repels  another  unit  pole  at  unit  distance  with  unit  force. 
Chemical  and  thermal  effects  are  also  measured  by  the  unit  of 
work. 

The  dimensions  of  the  unit  pole  are 

L*  Mi 

— T- (5) 

By  substituting  this  value  for  (m)  in  equation  (4)  the  value  of 
(C),  the  unit  current  is  found  to  be 

Li  Mi 

0  =  — T~ (6) 

From  equations  (1)  and  (8)  we  can  deduce  the  relation 
W  =0  E  t (1) 

whence  b  =  -^ (8) 

From  equations  (6)  and  (8)  and  the  dimensions  of  W  in  fun- 
damental units,  the  value  of  E  is  found  to  be 


LtMi 
E  =      T*  " W 


From  equation  (1) 


B       "" 


c 

The  dimensions  of  (R)  are  found  by  comparing  those  of  (E)  and 
(C)  to  be 


R  =  -Y" <^^> 


or  those  of  a  simple  velocity. 

Thus  an  intimate  relation  exists  between  the  mechanical  and 
electrical  units,  which  realizes  the  advantages  of  derived  units 
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to  which  we  have  called  attention,  and  furthermore,  in  one 
sense,  these  units  are  independent  of  any  values  that  may  be 
assigned  to  them. 

The  two  units  of  electro  motive  force  and  of  resistance,  ex- 
pressed by  the  C.  G.  S.  system,  would  have  too  small  a  value  for 
ordinary  purposes.  The  unit  of  electxo  motive  force,  therefore, 
is  practically  expressed  in  one  hundred  millions  of  C.  G.  S. 
units  of  electro  motive  force,  or  10*  and  the  unit  of  resistance  in 
one  thousand  millions  of  C.  G.  S.  units,  or  10*.  As  the  three 
quantities,  electro  motive  force,  resistance,  and  current,  are 
connected  together  by  the  simple  law  which  is  expressed  as 
follows. 

Electro  motive  force       10» 

Current  = =  — 

Resistance  10* 

the  practical  unit  of  current  is  evidently  equal  to  one-tenth  of 
the  absolute  unit  of  current  or  10"^ 

The  practical  unit  of  quantity,  which  is  plainly  the  quantity 
of  electricity  given  by  a  practical  unit  of  current  in  unit  time,  is 
equal  to  one  tenth  of  the  C.  G.  S.  unit  of  quantity  or  10"\ 
The  practical  unit  of  electro  motive  force  is  called  a  volt 
"  "  "      "  resistance  "      "      an  ohm. 

"  "  "      "  current  **      "      an  ampere. 

"  "  "      "  quantity  "      "      a  coulomb. 

The  capacity  of  a  condenser  which  holds  one  coulomb  when 
charged  to  a  potential  of  one  volt  is  called  a  farad  (K).  The 
farad  is  thus  the  practical  unit  of  capacity  and  its  value  is 

10-*  o 

Farad=.  -Jq^  =10-'  C.  G.  S.  units  of  capacity. 

=  L-*  T~*  in  fundamental  units. 

Standard  practical  units  of  resistance  and  of  capacity  have 
been  constructed.  Standards  of  intensity — strength  of  current 
— have  not  yet  been  made ;  but  the  values  may  be  closely  ascer- 
tained by  graduated  apparatus,  such  as  the  tangent  galvano- 
meter, or  the  electro-dynamometer.  The  intensity  of  a  current 
is  also  readily  measured  by  the  chemical  action  which  it  is  cap- 
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able  of  producing.  The  intensity  of  a  current  is  the  same  at  all 
.  points  of  the  circuit  which  it  traverses,  and  the  chemical  action 
is  proportional  to  the  intensity.  The  approximate  measure  of 
the  ampdre  is  the  intensity  capable  of  precipitating  4  grammes 
of  silver  per  hour,  or  1.19  grammes  of  copper,  or  1.23  grammes, 
of  zinc,  or  of  decomposing  '09378  grammes  of  water  per  sec- 
ond. Current  and  resistance  being  known,  electro  motive  force  ia 
readily  calculated. 

For  defining  quantities  multiplied  or  divided  by  one  million, 
the  prefixes  mega  and  micro  are  used  (the  meg-erg  already 
described  is  an  example),  so  that  a  meg-ohm  stands  for  one  mil- 
lion ohms  and  a  micro-farad  denotes  one  millionth  part  of  a  farad. 
Thus  the  sign  10®  would  represent  the  prefix  mega,  and  the  sign 
10-«  the  prefix  micro;   or  1.000,000  and  -000001  respectively. 

In  the  practical  application  of  these  units  the  principle  of 
the  conservation  of  energy,  which  controls  all  problems  in 
the  measurement  of  force,  is  an  element  of  great  importance. 
The  word  energy  is  applicable  to  all  physical  manifestationa 
Conservation  results  from  the  important  fact  that  energy, 
expended  in  any  form,  is  always  to  be  found  integrally  in  some 
other  form  of  work. 

Potential,  in  mechanics,  means  the  power  of  doing  work ;  the 
electrical  potential  of  any  point  in  a  body,  or  in  space,  is  defined 
as  the  quantity  of  work  done  in  bringing  unit  electrification 
from  an  infinite  distance  up  to  that  point  Thus  the  potential 
at  A  may  be  diflEerent  from  that  at  B.  If  A  be  of  higher  poten- 
tial than  B,  then,  on  connecting  them  by  a  conductor,  a  current 
will  flow  from  A  to  B,  and  continue  until  the  potentials  are 
equalized.  There  is  an  analogy  to  this  in  the  flow  of  water 
through  pipes,  where  the  difference  of  level  corresponds  to  a 
difference  of  potential ;  this  difference  of  level  produces  a  hydro- 
static pressure  which  corresponds  to  electro  motive  force ;  when 
the  tap  is  turned,  the  water  flows  out;  that  represents  the  cur- 
rent Wherever  there  is  a  difference  of  potential,  there  is  elec- 
tro motive  force,  and  on  completing  the  circuit, — ^the  analogue 
of  opening  the  tap, — a  current  will  be  established. 
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The  terms  electro  motive  force  and  difEerence  of  potential 
are  thus  not.  exactly  synonymous,  and  it  is  useful  to  distin- 
guish between  them. 

No  standard  of  electro  motive  force  has  yet  been  devised :  the 
electro  motive  force  of  a  Daniell  cell,  however,  is  an  approxima- 
tion to  the  volt  According  to  Siemens  it  is  1.106  volts  and 
according  to  Latimer  Clark  1.079  volts.  The  latter  figure  is 
most  generally  adopted. 

At  the  General  Post  Office,  in  London,  a  standard  cell  has 
been  adopted,  consisting  of  a  Daniell's  element,  arranged  as 
shown  in  fig.  497,  consisting  of  three  chambers.     In  the  left 


Fig,  497. 

hand  chamber  is  placed  a  zinc  plate,  Z,  immersed  in  water,  and 
in  the  right  hand  chamber  a  flat  porous  pot,  C,  containing  a 
copper  plate  and  crystals  of  sulphate  of  copper,  the  pot  being 
kept  immersed  in  water.  These  two  chambers  are  called  idle 
cells,  as  the  zinc  and  porous  pot  are  only  kept  in  them  when 
the  cell  is  not  in  use.  The  centre  chamber  contains  a  semi- 
saturated  solution  of  sulphate  of  zinc,  and  a  piece  of  zinc  rod,  2, 
the  latter  lying  in  a  small  compartment  at  the  bottom  of  the 
chamber.  When  the  cell  is  required  for  use,  the  zinc  plate  and 
the  porous  pot  and  its  contents  are  removed  from  their  idle  cells 
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and  placed  in  the  centre  chamber ;  the  cell  is  then  ready  for 
work.  When  the  cell  is  no  longer  required  for  use,  the  zinc 
plate  and  porous  pot  are  again  placed  in  their  respective  idle 
chambers,  and  while  the  cell  is  at  rest  any  sulphate  of  copper 
solution  which  may  have  become  mingled  with  the  sulphate  of 
zinc  solution  in  the  centre  chamber  will  be  decomposed  and  the 
copper  deposited  on  the  zinc  rod,  thus  keeping  the  solution  al- 
ways clear. 

When  in  thoroughly  good  condition  (assuming  Clark's  figure 
to  be  correct,  as  it  is  most  generally  taken),  the  foregoing  cell  has 
an  electro  motive  force  of  1.079  volts,  but  if  it  is  in  daily  use  the 
power  is  practically  a  little  less  than  this,  so  in  the  post  office 
the  value  is  assumed  to  be  1.070  as  being  generally  nearer  the 
mark.  If  care  be  taken  to  keep  the  zinc  plate  clean,  and  the 
sulphate  of  zinc  solution  not  too  nearly  saturated,  say  under  20 
deg.  Baume,  1.079  may  be  taken  as  correct, 

A  cell  whose  electro  motive  force  is  even  more  constant  than 
that  of  the  Daniell  is  extensively  used  as  a  standard  in  the 
United  States.  This  cell,  which  was  devised  by  Latimer  Clark, 
and  bears  his  name,  is  composed  of  pure  mercury,  on  which 
floats  a  paste  of  mercurious  sulphate,  a  plate  of  zinc  resting  on 
the  paste.  Contact  with  the  mercury,  which  acts  as  the  positive 
pole,  is  made  with  a  platinum  wire.  The  electro  motive  force  is 
1.457  volts. 

The  resistance  of  a  circuit  to  the  passage  of  an  electric  current 
varies  directly  as  its  length  and  inversely  as  its  cross  section. 
The  ohm  is  represented  approximately  by  the  resistance  of  a 
galvanized  iron  wire,  100  metres  in  length  and  4  millimetres  in 
diameter,  or  by  a  column  of  mercury  1.06  metres  long  and  one 
square  millimetre  section,  or  again  by  48  metres  of  pure  copper 
wire,  1  millimetre  in  diameter,  at  the  temperature  of  zero,  Centi- 
grade. Standard  resistances  are  made  of  silver  platinum  wire, 
the  coils  of  which  are  separated  from  each  other  by  sheets  of 
bard  rubber  pierced  with  holes,  the  insulation  being  effected  by 
the  air.  The  coils  thus  composed  are  placed  in  a  cylindrical 
box  made  from  two  copper  capsules  stamped  out  of  the  solid 
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metal  and  screwed  into  each  other ;  this  apparatus  can  be  sub- 
merged in  water  without  detriment 

In  a  circuit  of  one  ohm  resistance,  whose  ends  differ  in  poten- 
tial by  one  volt,  the  intensity  of  the  current  which  flows  is  equal 
to  one  ampere.    In  any  circuit  the  intensity  of  the  current  is 

volts 

Ampdrea  = 

ohms. 

The  coulomb  is  the  quantity  of  electricity  given  by  an  ampere 
in  a  second.  The  quantity  will  also  depend  upon  the  electro 
motive  force  and  the  capacity  of  the  body  for  holding  or  ac- 
cumulating electricity,  hence 

CoulombB  =  farads  X  volts. 

Capacity  is  defined  by  the  relation 

coulombs 


Farads  = 


volts, 
and  hence 

coulomb 
Unit  of  capacity  (the  farad)  = 


volt 


The  farad  is  jather  large,  and  consequently  the  microfarad  is 
preferred  for  practical  measurements  of  capacity.  The  micro- 
farad is  therefore  lO'^*  C.  G.  S.  units  of  capacity. 

The  watt  is  now  generally  employed  as  the  practical  unit  of 
electrical  power.  It  is  the  power  conveyed  by  a  current  of  one 
ampere  in  one  second  through  a  conductor  whose  ends  differ  in 
potential  by  one  volt    In  other  words. 

Current  X  electro  motive  force  =  watts. 

A  watt  is  equal  to  10''  absolute  units  of  work  or  eiga 

The  joule  is  the  practical  electrical  unit  of  heat  or  work, 
being  the  heat  generated  by  an  electro  motive  force  of  one  volt 
in  a  circuit  of  one  ohm  resistance ;  or  in  other  words,  the  heat 
generated  by  a  watt  in  a  second.    It  is  equal  to  lO**  ergs. 

It  is  advocated  in  the  C.  Gt.  S.  system  of  practical  units  to  ex- 
press each  number  as  the  product  of  two  factors,  one  of  them 
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being  a  power  of  10 ;  and  also  to  effect  this  in  such  a  way  that 
the  exponent  of  the  power  of  10  shall  be  the  characteristic  of  the 
logarithm  of  the  number.  Thus :  1,280,000  would  be  written 
as  1.28xl0«,  and  -000,128  as  1.28x10-*. 

Following  is  a  table  of  the  electro  magnetic  units  as  given 
above,  together  with  the  formulse  of  the  magnetic  and  electro 
static  system  of  units. 

Electro  Magnetic  System  of  Units. 


Name  of  (^oAiititj. 


Quantity  of  electricity 

Strength  of  the  electric  current 

Electro  motive  force 

BesiBtance  of  conductor 

Capacity 


Practical  Units, 


Unit  of 


Deflnltioos  of  Units. 


(  Resistance  of  a  column  of  mercury 
<  10  sq.. millimetre  section  and  106 
(     centimetres  long. 

Nearly  that  of  a  Daniell  cell. 

Current  of  a  volt  through  an  ohm. 

An  amp^  for  a  second. 

Unit  quantity  at  unit  potential. 

)  Power  couToyed  by  an  ampere  in  a 
second  through  a  volt 
Heat  generated  by  a  watt  in  a  seoood.. 
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Name  of  Quantity. 

Symbol 

of  Units. 

Strong^  of  the  pole  of  a  magnet 

M 

Ml* 

I 

LiM*T-* 

Moment  of  a  magnet 

iJMh^* 

Intensity  of  a  magnetic  field 

L-*M*T-' 

Electro  Static 

System  of  Unite. 

Name  of  Quantity. 

Symbol. 

Dimenpions 
of  Unit. 

Value  In 
Electro-Mag- 
netic Unite. 

Quantity  of  electricity 

q 

c 

e 
r 
k 

L«M»r-' 
lJm^t-' 

LiMiT-* 
L 

vQt 

vf! 

Strong^  of  electric  current 

Electro  motive  fbrce 

■R  -i-  v» 

Reaiatance  of  conductor 

"R  -i-  v» 

OaDadty 

v«k 

*  1  —  length  between  poles. 

t  T*  8+10**  centimetres  per  second  approximately,  and  is  the  ratio  of  the  electro 
magnetic  to  the  electro  static  onit  of  qoantity. 

ELECTRICAL    WORK. 

An  electric  current  may  be  employed  to  do  work  of  various 
kinds— chemical,  magnetic,  mechanical  and  thermal ;  and  in 
every  case  where  it  does  work  it  is  done  by  the  expenditure 
of  a  portion  of  the  energy  of  the  current  Ohm's  law  shows 
that  the  current  produced  by  a  given  electro  motive  force  is 
diminished  in  strength  by  anything  that  increases  the  resistance 
of  the  circuit;  but  the  strength  of  the  current  may  also  be 
diminished,  in  certain  cases,  by  another  cause,  namely,  the  set- 
ting up  of  an  opposing  electro  motive  force  in  the  circuit  Thus, 
in  passing  a  current  through  a  voltameter,  there  is  not  only  a 
diminution  due  to  the  resistance  of  the  voltameter  itself,  but 
also  a  further  diminution  due  to  the  opposing  electro  motive 
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force— commoflly  referred  to  as  polarization — ^which  is  gener- 
ated while  the  chemical  work  is  being  done.  So,  again,  where 
a  current  is  used  to  drive  an  electro  dynamic  motor,  the  rotation 
of  the  motor  will  itself  generate  a  counter  current,  which  will 
diminish  the  strength  of  the  working  current  Whatever  cur- 
rent, however,  is  not  expended  in  this  way  in  external  work  is 
developed  as  heat,  either  in  the  source  of  the  electricity  or  in 
some  other  part  of  the  circuit,  or  both.  Heat,  in  fact,  appears 
wherever  the  circuit  offers  a  resistance  to  the  current 

DEVELOPMENT  OP  HEAT  BY  ELEOTBIO   CURRENTS. 

The  number  of  units  of  heat  developed  in  a  conductor  is  pro- 
portional, 1st,  to  its  resistance ;  2d,  to  the  square  of  the  strength 
of  the  current ;  and  3d,  to  the  time  that  the  current  lasts.  The 
total  quantity  of  heat  developed  in  a  circuit  in  the  unit  of  time 
may  be  expressed  by  the  formula 

H  =  C«R  =  -^  =  OB, 

where  H  is  the  quantity  of  heat  produced,  C  the  current,  R  the 
resistance,  and  E  the  electro  motive  force.  So,  also,  if  we  con- 
sider any  particular  portion  of  a  circuit  the  resistance  of  which 
is  r,  and  where  the  difference  of  potential  at  the  two  ends  of 
this  section  is  ^,  then  the  quantity  of  heat  developed  in  this 
portion  of  the  circuit  in  the  unit  of  time  may  be  expressed  by 
the  formula 

h=:C*r=y  =«0. 

The  mechanical  equivalent  of  the  gramme  degree  heat  unit,  viz.: 
the  amount  of  heat  necessary  to  raise  the  temperature  of  1  gramme 
of  water  1  deg.  C,  is  4.2  X  10'  ergs. 

One  gramme  degree  =  4.2  X  10^  ergs. 
One  joule  =  10'  ergs. 

I  gramme  deg. 
One  Joule  = j-x =  0.238  gramme  degrees. 

In  Other  words,  the  mechanical  equivalent  of  the  quantity  of 
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heat  developed  in  t  units  of  time  in  a  circuit,  the  resistance  of 
which  is  B,  by  a  current  of  strength  C,  is  given  by  the  equa- 
tions 

W   =   JH  =  C»R<erg8, 

where  J  is  Joales*  dynamical  equivalent  of  heat  and  H  the  heat 
in  gramme  degrees. 

This  law  may  be  arrived  at  by  the  following  calculation  : 
The  work  W  done  by  a  current  in  moving  Q  units  of  electricity 
against  an  electro  motive  force  E,  is  : 

W  — QB, 

and  since  Q  ==  C  ^,  and  W  =  J  H,  we  have : 

JH=o<E  =c«R<. 

™.       „     C»Ri 
Whence  H  =  — j— 

But  as  C  and  R  are  here  in  absolute  units,  they  must  be  multi- 
plied by  10->  X  10*  =  10',  to  reduce  to  the  ordinary  case  of 
ampdres  and  ohms,  whence 

H  =  C»R< 4-4.8  =C»  R<X  0.238. 

This  is  equivalent  to  the  statement  that  a  current  of  one 
amp&re  per  second,  flowing  through  a  resistance  of  one  ohm, 
develops  therein  0.238  gramme  degrees  per  second. 

The  second  of  the  above  laws,  that  the  heat  is  proportional  to 
the  square  of  the  strength  of  the  current,  often  puzzles  young 
students,  who  expect  the  heat  to  be  proportional  to  the  current 
simply.  But  the  consumption  of  zinc  in  a  battery  is  also  pro- 
portional to  the  square  of  the  current;  for,  suppose  that  in 
working  through  a  high  resistance  (so  as  to  get  all  the  heat  de- 
veloped outside  the  battery),  we  double  the  current  by  doubling 
the  number  of  battery  cells,  there  will  be  twice  as  much  zinc 
consumed  as  before  in  each  cell,  and  as  there  are  twice  as  many 
cells  as  at  first,  the  consumption  of  zinc  is  four  times  as  great  as 
before. 

In  any  case,  in  order  to  double  the  current  in  a  circuit  of 
fixed  resistance,  we  would  have  to  double  the  electro  motive 
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force.  Let  us  suppose  a  circuit  in  which  flows  a  current,  C,  due 
to  an  electro  motive  force,  B,  then,  according  to  one  of  our  defi- 
nitions, the  heat  developed  in  the  circuit  would  be 

H  — CK 
Now  let  the  current  be  doubled  by  doubling  the  electro  motive 
force,  and 

H  — 2GX2E  — 4CE, 

which  plainly  shows  that  in  doubling  the  current  the  heat  has 
been  increased  fourfold,  or  as  the  square  of  the  current 

Mechanical  Work  by  Currents. — If  an  electro  magnetic  motor 
be  introduced  into  a  circuit  in  which  there  is  an  electro  motive 
force  E,  the  rotation  of  the  motor  will  itself  generate  a  counter 
electro  motive  force  e.  Calling  the  total  resistance  of  the  circuit 
R,  the  current  flowing  may  be  expressed  by  the  following  equa- 
tion: 

a)  0  =  ^ 

Now  this  current  is  developing  not  only  a  certain  amount  of 
heat  in  the  circuit,  but  it  is  also  doing  mechanical  work  in  over* 
coming  the  motor's  friction,  and  perhaps  driving  machinery. 
The  energy  appearing  as  heat  will  be : 

(I)  H  =  C«  R. 

The  energy  appearing  as  mechanical  work  may  be  represented 
thus: 

(8)  V  =  0  e. 

The  total  work  done  by  the  current  is,  therefore,  equal  to  the 
sum  of  these  two,  that  is : 

(4)  W  =  C«  R  +  0  « 

Whence  (6)  W  =  C  E 

E  — e 
For  R  =  — Q— 

And  substituting  this  value  in  (4) 

Whence  W  =  0  B 

If  this  mechanical  work  were  transformed  Into  its  equivalent 
of  heat,  and  this  heat  were  added  to  that  developed  in  the  cir- 
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otth,  the  sum  of  the  two  would  exactly  equal  the  total  amount 

of  heat  which  would  have  been  generated  in  the  circuit  had  a 

resistance  been  substituted  for  the  counter  electro  motive  force 

of  such  a  value  as  to  maintain  the  current  strength  unaltered; 

Chemical  Work  by  Currents. — If  a  secondary  battery  be  charged 

by  an  electro  motive  force  £,  and  itself  opposes  a  counter  electro 

motive  force  «,  the  chemical  work  done  in  charging  the  battery 

is: 

iir  =  Oe 

And  the  work  appearing  as  heat  will  be : 

H  =  0»R 

Where  R  is  the  total  resistance  of  the  circuit 

The  total  work  done  in  the  circuit  is  clearly  the  sum  of  these 

two. 

W  =  0«  +  c»R  =  CE 

The  heat  equivalent  to  the  chemical  work  done,  if  added  to 
the  heat  due  to  the  resistance  of  the  circuit,  would  exactly  equal 
the  heat  which  would  have  been  generated  by  the  current  in  this 
circuit  had  an  equivalent  resistance  been  substituted  for  the 
counter  electro  motive  force. 

The  counter  electro  motive  force  due  to  the  motor  and  that  of 
the  battery  are  thus  identically  the  same  in  their  effect 

Bise  of  Temperature. — The  elevation  of  temperature  in  a 
resisting  wire  depends  on  the  nature  of  the  resistanca  The 
resistance  of  a  short  length  of  thin  wire  may  be  just  the  same  as 
a  long  length  of  thick  wire,  in  which  case  each  will  cause  the 
same  number  of  units  of  heat  to  be  evolved ;  but  in  the  former 
case,  as  they  are  spent  in  heating  a  short  thin  wire  of  small  mass 
they  will  cause  it  to  get  very  hot,  whereas  in  the  latter  case  they 
will  perhaps  only  warm  to  an  imperceptible  degree  the  mass  of 
long  thick  wire.  If  the  wire  weigh  w  grammes,  and  has  a 
specific  capacity  for  heat «,  then 

where  d  is  the  rise  of  temperature  in  d^rees  centigrada    Hence 
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Since  the  resistance  of  metals  increases  as  they  rise  in  tem- 
perature, a  thin  wire  heated  by  the  current  ivill  resist  more  and 
grow  hotter  and  hotter  until  its  rate  of  loss  of  heat  by  conduction 
and  radiation  into  the  surrounding  air  equals  the  rate  at  which 
heat  is  supplied  by  the  current 

Thin  wires  heat  much  more  rapidly  than  thick,  the  rise  of 
temperature  in  different  parts  of  tlie  same  circuit  being,  for  dif- 
ferent thicknesses  of  wire,  inversely  proportional  to  the  third 
power  of  the  diameter. 

Thus,  suppose  a  wire  at  any  point  to  become  reduced  to  half 
its  diameter,  the  cross  section  will  have  an  area  i  as  great  as 
in  the  thicker  part  The  resistance  here  will  be  4  times  as 
great,  and  the  number  of  heat  units  developed  will  be  4  times 
as  great  as  in  an  equal  length  of  the  thicker  part  But  4  times 
the  amount  of  heat  requires  4  times  the  radiation,  and  the  radi- 
ating surface  having  been  reduced  i,  the  metal  will  warm  to  a 
degree  8  times  as  great,  and  8  =  2*. 

Mechanical  Equivalent  of  Currents, — The  mechanical  work  of 
a  current  may  be  calculated  as  follows:  A  current  whose 
strength  is  C  conveys  through  the  circuit  in  t  seconds  a  quantity 
of  electricity  =  C  t  But  the  number  of  ergs  of  work  W,  done 
by  a  cutrent  is  equal  to  the  product  of  the  quantity  of  elec- 
tricity into  the  difference  of  potentials  through  which  it  is 
transferred,  provided  these  latter  are  expressed  in  absolute 

C.  Gr.  S.  units,  or 

W  =  0  <  V. 

Now,  if  W  ergs  of  work  are  done  in  t  seconds,  the  rate  of 
work  is  got  by  dividing  W  hy  t;  whence 

OV  =  Z 

t 

If  C  and  V  are  expressed  in  amperes  and  volts,  respectively, 
and  it  is  desired  to  give  the  rate  of  working  in  horse  power,  it 
must  be  remembered  that  1  ampfere  =  10-^  C.  G.  S.  units  of  cur- 
rent; that  1  volt  =  10*  absolute  units  of  electromotive  force, 
and  that  1  horse  power =550  foot-pounds  per  second  — 76 
kilogrammetres   per    second  =  76  x  10*   gramme-centimetres 
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per  second  =  746  X  10'  ergs  per  second,  whence 

C  amperes  X  V  volta  .  ,  .  ,  .    „ 
;^ =  rate  of  doing  work  in  H.  P. 

Chemical  Work  hy  Currents, — The  amount  of  chemical  action 
is  equal  at  all  points  of  a  circuit  If  two  or  more  electrolytic 
cells  are  placed  at  different  points  in  a  circuit,  the  amount  of 
chemical  action  will  be  the  same  in  all,  for  the  same  quantity  of 
electricity  flows  past  every  point  of  the  circuit  in  the  same  time. 
If  all  these  cells  contain  acidulated  water,  the  quantity,  for  ex- 
ample, of  hydrogen  set  free  in  each  will  be  the  same ;  or,  if  they 
contain  a  solution  of  sulphate  of  copper,  identical  quantities  of 
copper  will  be  deposited  in  eacL  If  some  of  the  cells  contain 
acidulated  water,  and  others  contain  sulphate  of  copper,  the 
weights  of  hydrogen  and  of  copper  will  not  be  equal,  but  will 
be  in  chemically  equivalent  quantities.  . 

The  amount  of  an  ion  liberated  at  an  •  electrode  in  a  given 
time  is  proportional  to  the  strength  of  the  current.  A  current 
of  2  amperes  per  second  will  cause  just  twice  the  quantity  of 
chemical  decomposition  to  take  place  as  a  current  of  1  ampere 
per  second  would  do  in  the  same  time. 

The  amount  of  an  ion  liberated  at  an  electrode  in  one  second 
is  equal  to  the  strength  of  the  current  multiplied  by  the  electro 
chemical  equivalent  of  the  ion.  It  has  been  found  by  experiment 
that  the  passage  of  1  ampere  of  electricity  through  water 
liberates  .0000104  gramme*  of  hydrogen;  hence  a  current 
whose  strength  is  C  will  liberate  C  X  .0000104  grammes  of 
hydrogen  per  second.  The  quantity  .0000104  is  called  the 
electro  chemical  equivalent  of  hydrogen.  The  electro  chemical 
equivalent  of  other  elements  can  be  easily  calculated  if  their 
chemical  equivalent  is  known.  Thus  the  chemical  equivalentf  of 
copper  is  31.5;  multiplying  this  by  .0000104,  we  get  as  the 
electro  chemical  equivalent  of  copper  the  value  .0008276 
(grammes). 

*  Kohlrausch  and  Lord  Rajldgh  say  .00001035;  Mascart  aaya  .000010416. 

^  The  chemical  equivalent  must  not  be  confounded  with  atomic  weight 
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The  electrical  congress  which  met  in  Paris  in  October,  1882, 
considered  the  question  of  the  redetermination  of  the  ohm,  and 
after  a  prolonged  discussion  it  was  concluded  that  further  ex- 
periments upon  the  unit  of  electrical  resistance  were  necessary 
before  a  standard  ohm  could  be  adopted ;  and  the  governments 
participating  in  the  congress  were  invited  to  encourage  inde- 
pendent determinations  of  this  unit 

Since  the  first  meeting  of  the  congress,  various  new  determina- 
tions of  the  ohm  have  been  mada  Lord  Rayleigh  has  obtained 
.986  as  the  mean  of  the  results  of  three  independent  determina- 
tions of  the  standard  British  association  unit  now  in  use. 

The  electrical  congress  met  again  in  Paris  in  April,  1884,  and 
adjourned,  after  deciding  on  the  standard  value  of  the  ohm  as 
satisfactorily  as  may  be  at  present  M.  Mascart  grouped  the 
results  of  ohm  determination  in  the  following  useful  table : 


1.  B.A 

2.  Weber  (I.).. 
8.  Eirchhoff . . 


ICxp«iiin«iit«ni 


BritlBh  Association. 
Kayleigh-Scbnster. . 

Rayleiffh  (1883) 

^H>  ^reber..... 

iKohlrtasch 
Wiedemann 
Mascart 

fP.  Weber 

!  Rowland 

;  QlaEebrook 

lMa«cart 


Onlnnnor 
mercnry 
In  eantl- 
mctrM. 


104.88 
106.00 
100.87 
106.16 
106.81 
106.19 
106.88 
105.08 
106.79 
106.89 
106.88 


6.  Lorens  . . . 

7.  Weber  (11.) 

8.  Heat 


Kxp«rlin«Dten. 


Rditi 

Fr.  Weber 

Lorenz  (first) 

Rayleigh 

Lena 

Lorena  (second).. 

'Dom 

Fr.  Weber 

Wild 

BaUle 

Joale 


Oolamovf 
mtreorj 
In  evntU 


lOft.W 
107.10 

]0e.^ 

lOflJS 
lOrt.19 
10&  «» 
105. *J 
10fi.»W 
105  if7 


Thus  the  figures  obtained  by  the  diflEerent  methods  were — 

B.  A 106.«1 

Weber's  a.) 106.14 

KlPchhoiTs 106.98 

Lorenz 106,19 

Weber's  (II.) 106.47 

Joule 106.29 

the  mean  of  which  was  106.02  ;  but  106  was  taken  as  a  round 
figure,  sufficiently  near  the  truth  for  all  practical  and  useful 
purposes  :  hence  the  congress  decided  that  "  the  legal  ohm  should 
be  the  resistance  of  a  column  of  mercury  of  one  square  milli- 
metre section,  and  of  106  centimetres  of  length,  at  the  tempera- 
ture of  freezing." 
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THE  MEASUREMENT  AND  TESTING  OF  LAND  LINEa 

Telegraph  lines,  however  well  constructed  and  cared  for, 
are  continually  subject  to  interruptions  of  one  kind  or  another. 
It  becomes,  in  consequence,  one  of  the  most  important  of  an 
operator's  duties  to  be  able  to  discover  the  nature  and  location 
of  a  fault  at  an  early  moment,  so  that  steps  may  be  taken  for  its 
removal  with  the  least  possible  delay 

LOCATING  FAULTS  IN  LAND  LLNE& 

Formerly  most  of  the  testing  of  telegraph  lines  was  done  from 
station  to  station  by  the  use  of  the  relay  alona  When  a  fault 
occurred — a  cross  or  a  partial  ground,  for  instance — the  prin- 
cipal office  would  communicate  with  some  station  about  midway 
along  the  line  and  request  him  to  disconnect  or  open  the  faulty 
wire  for  a  moment  or  two.  This  enabled  the  testing  office  to 
determine  immediately  which  half  of  the  line  was  defective. 
After  the  wire  was  again  closed  the  next  station  in  the  direction 
of  the  fault  was  tested  with  in  like  manner,  and  so  on  until  the 
defective  point  was  located  between  two  stations.  If  the  distance 
was  considerable,  and  especially  if  the  line  was  located  upon  the 
highway,  repairmen  were  sent  out  from  both  stations ;  but  for 
lines  along  railroads  it  was  seldom  necessary  to  send  more  than 
one.  When  the  distance  between  stations  is  short,  and  the  fault 
does  not  happen  to  be  of  a  kind  likely  to  escape  the  eye  of  the 
repairer  as  he  is  carried  by,  the  above  provision  answers  very 
well. 

Whenever  practicable,  however,  daily  tests  of  all  important 
circuits  shoidd  be  made  with  the  galvanometer  from  one  or  both 
tenninal  stations,  and  the  results  recorded  in  a  book  provided  for 
the  purpose.  Circuits  of  less  importance  may  be  thus  tested 
once  in  two  or  three  days,  or  even  once  a  week ;  but  very  fre- 
quent testing  will  prove)  to  be  advantageous  in  the  end. 
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These  tests,  occupying  but  a  few  moments  each  day  if  made 
at  stated  times  and  in  a  systematic  manner,  afford  the  only  accu- 
rate information  that  can  be  obtained  respecting  the  condition  of 
the  lines.  They  detect  the  leaky  places  and  faulty  joints,  very 
often  before  the  latter  become  so  bad  as  to  interfere  with  the 
working  of  the  wires  ;  and,  in  case  of  interruptions,  furnish  the 
data  necessary  for  determining  the  position  of  the  fault 

In  the  daily  testing  of  land  lines  it  is  usual  to  make  but  two 
tests  of  each  wira  These  consist  in  finding  the  resistance  op- 
posed to  the  current,  first,  when  the  line  is  grounded  at  the  dis- 
tant end ;  and,  second,  when  it  is  insulated.  The  first  is  called 
conductivity  resistance,  the  second  insulation  resistance.  (See 
Chapter  XXIY,  page  835.) 

Besides  keeping  a  record  for  local  reference  of  the  results  ob- 
tained in  this  manner,  all  of  the  principal  offices  of  the  Western 
Union  Telegraph  Company  are  now  required  to  fill  out  printed 
schedules  containing  separate  columns  for  these  measurements. 
These  are  then  transmitted  to  the  Electrician's  office,  and  in  this, 
way  a  general  supervision  of  all  the  lines  is  maintained. 

As  it  is  obviously  impracticable  to  make  every  test  with  uni- 
form battery  power  and  galvanometers  of  equal  sensitiveness, 
measurements  taken  at  different  times  can  only  be  made  com- 
parable by  reducing  them  to  some  common  standard  of  resistance. 
Every  testing  office  should,  therefore,  be  provided  with  the 
proper  instruments  for  making  the  tests,  and  the  person  in  charge 
be  duly  instructed  in  the  manner  of  reducing  them  to  units  of 
resistance.  The  most  convenient  instruments  for  ordinary  pur- 
l^oses  are  the  tangent  galvanometer  and  a  set  of  standard  resistr 
ance  coils. 

TESTING  BY  THE  TANGENT  GALVANOMETER. 

This  instrument,  in  the  form  adopted  by  the  Western  Union 
Company,  is  represented  in  fig.  531.  It  consists  of  a  magnetized 
needle  a  little  less  than  an  inch  in  length,  suspended  upon  a 
point  above  a  dial  five  inches  in  diameter,  and  surrounded  by 
four  coils  of  wire,  with  resistances  of  60,  20,  9  and  1  ohm  each^ 
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Fig.  631. 


Digitized  by  CjOOQIC 


944       THE   MEASUREMENT  AND  TESTING  OF  LAND   LINES. 

and  also  by  a  band  of  copper,  the  resistance  of  which  is  so  small 
as  to  be  inappreciable.  It  is  provided  with  five  terminals, 
marked  respectively  0,  1,  10,  80  and  90,  to  which  the  coils  are 
60  connected  that,  by  inserting  a  plug  at  0,  the  copper  band  only 
is  in  the  circuit ;  when  the  plug  is  at  1  the  band  and  the  one 
ohm  coil  of  wire  are  in  circuit ;  with  the  plug  at  10  the  band 
and  the  one  and  nine  ohm  coils  are  in  circuit  (making  in  all  a 
resistance  of  ten  ohms) ;  with  the  plug  at  80,  all,  except  the  sixty 
ohm  coil,  are  in  circuit;  and  with  the  plug  at  90  all  are  in  cir- 
cuit, making  the  resistance  of  the  galvanometer  ninety  ohma 
Fixed  to  the  needle,  and  at  right  angles  with  it,  is  an  aluminum 
p<  winter  extending  entirely  across  the  dial.  The  circumference 
of  the  dial  is  divided  on  one  side  into  divisions  proportioned  to 
tangents  of  the  degrees.  The  strength  of  any  current  passing 
through  the  coils  of  this  instrument  being  directly  proportional 
to  the  tangent  of  the  angle  of  deflection,  it  is  at  once  shown  by 
the  reading  on  the  tangent  side  of  the  dial.  The  other  is  gradu- 
ated to  ordinary  degrees  of  arc.  When,  therefore,  readings  are 
taken  from  the  latter,  they  must  be  reduced  to  tangents ;  other- 
wise the  result  will  not  be  correct  This  is  done,  as  explained 
in  Chapter  XV,  by  taking  from  the  table  of  tangents  (see  Appen- 
dix) the  figures  standing  opposite  to  the  readings  in  degrees. 
The  instrument  stands  upon  three  leveling  screws,  by  which  it  is 
adjusted  to  a  level  position.  In  galvanometers  where  the  pointer 
stands  above  the  scale,  it  is  advisable,  in  order  to  avoid  parallax 
error  in  reading  the  deflection,  to  place  a  piece  of  looking-glass 
on  the  bottom  of  the  needle  case.  It  is  then  only  necessary, 
when  taking  the  readings,  to  nin  the  eye  along  the  pointer  to 
the  looking-glass  end,  and  see  whether  the  reflected  image  co- 
incides with  the  pointer  at  that  end ;  if  it  does,  we  may  be  sure 
that  when  we  look  at  the  degrees  scale  we  do  so  correctly. 

Accompanying  the  galvanometer,  and  used  in  connection  with 
it,  is  a  rheostat,  or  box  of  resistance  coils,  so  arranged  that  any 
desired  resistance,  from  1  to  10,000  ohms,  may  be  thrown  into 
the  circuit 

The  instruments  more  recently  constructed  are  provided  with 
a  set  of  resistance  coils  in  the  base  of  the  galvanometer  itself,  of 
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the  respective  values  of  10,  600  and  5,000  ohms.  The  resistance 
of  the  galvanometer  coils  in  the  newer  iastruments  are  respect- 
ively 0,  1,  10,  50  and  200,  which  are  found  to  be  convenient  in 
practice. 

In  working  with  the  galvanometer  great  care  should  be  taken 
to  place  it  where  it  will  be  free  from  all  outside  inductive  effects 
of  relay  or  sounder  coils,  and  of  currents  in  the  office  wires. 
Unless  due  attention  is  given  to  this  matter  very  fallacious 
results  may  be  obtained.     The  first  step  in  using  this  galvan- 


H2)- 


•  •   •  • 

•  •  •  • 


HiMih  

i!^.  532. 

ometer  is  to  find  the  constant  of  the  instrument.  This  consists  in 
connecting  it  in  circuit  with  a  battery  and  known  resistance,  as 
in  fig.  582.  The  magnitude  of  the  resistance  should  also  depend 
somewhat  upon  the  line  and  insulation  resistance  to  be  measured. 
From  2,000  to  5,000  ohms  will  be  found  most  convenient  for 
average  lines.  Note  the  deflection ;  then  disconnect  the  known 
resistance  and  place  the  line  to  be  tested  in  circuit,  as  in  fig.  5S8. 


Fig,  633. 

Note  the  defiections,  both  when  the  line  is  to  earth  at  distant 
end  and  when  it  is  open.  The  results  can  afterwards  be  reduced 
by  proportion. 

As  an  example,  suppose,  with  the  resistance  of  5,000  ohms,  a 
deflection  on  the  tangent  side  of  100  divisions  was  obtained ; 
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with  the  line  in  circuit  and  grounded  at  the  distant  end,  60 
divisions ;  and  when  open,  30  divisions.  We  have  abready  seen 
that  the  greater  the  resistance  the  less  will  be  the  deflection ;  in 
other  words,  that  the  resistance  is  inversely  proportional  to  the 
tangent  of  the  angle  of  deflection  (in  this  case,  numbers  propor- 
tional to  the  tangents),  consequently,  as  60  :  100  so  is  5,000  :  x 
the  unknown  resistance,  whence  x  ==  loox.jooii  -s  8,883,  the 
conductivity  resistance;  and  80  :  100=1,000  :  x  or  loog^iftiL 
=  16,666,  the  total  insulation  resistance.  To  obtain  the  mileage 
resistance  of  the  latter  these  figures  are  multiplied  by  the  length 
of  the  line  in  miles. 

It  will  frequently  be  found  necessary,  especially  in  measuring 
the  insulation  of  short  lines  with  the  above  galvanometer,  to  use 
the  degree  side  of  the  instrument,  as  the  tangent  side  is  not  num- 
bered above  an  angle  corresponding  to  45®  of  arc.  When  this 
is  the  case,  it  must  be  remembered  that  the  tangents  of  the  angles 
are  to  be  takea 

A  still  greater  range  of  measurement  may  be  obtained  by 
using  a  single  cell  of  battery  in  taking  the  constant  of  the  instru- 
ment, and  then  substituting  any  number  of  cells  giving  a  con- 
venient deflection  to  get  the  value  of  very  high  resistances.  The 
figures  thus  obtained  for  the  latter  then  require  to  be  multiplied 
by  the  number  of  cells  used,  for  the  true  values.  It  will  be  un- 
derstood, of  course,  that  the  cells  should  all  be  of  uniform 
strength.  Culley  gives  a  convenient  form  for  recording  these  line 
tests,  which  is  shown  below : 


Deflection  with  Lines  in  Circuit 

Date. 

Constant  of 
Instrument 

throngh 
6,000  Ohms. 

No.  1. 

No.  2. 

State  of 

the 
Weather. 

1 
Resistance.  Insulation. 

Resistance. 

Insulation. 

Maj  Sd. 

100  Divisions, 
equal  to  45<* 

60        '        80 

75 

35 

Damp. 

We  have  thus  far  spoken  of  the  tangent  galvanometer  only. 
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For  the  ordinary  daily  tests  this  answers  an  excellent  purpose. 
It  is  serviceable,  also,  and  many  times  sufficient,  in  connection 
with  the  bridge,  for  many  of  the  more  difficult  problems  that  are 
continually  presenting  themselves.  In  the  case  of  faults  in  long 
submarine  lines,  however,  when  we  wish  to  ascertain  their  posi- 
tion with  as  much  accuracy  as  possible,  still  more  sensitive  in- 
struments and  very  carefully  adjusted  rheostats  are  required 

For  the  class  of  measurements  in  which  it  is  either  required, 
by  adjusting  the  resistances,  to  bring  the  galvanometer  needle  to 
zero,  or  to  reproduce  the  same  deflection  in  two  measurements,  a 
galvanometer  having  its  scale  graduated  to  degrees  would  be 
sufficient.  It  should  be  provided  with  an  astatic  pair  of  needles 
suspended  by  a  fibre  attached  to  a  screw,  by  which  the  needles 
can  be  lowered  on  to  the  coils  when  not  in  use,  thus  preventing 
the  fibre  being  fractured  by  moving  the  instrument 

When  the  instrument  is  to  be  used  it  should  be  placed  on  a 
firm  table,  and  the  screw  attached  to  the  fibre  turned  until  the 
needles  swing  clear.  The  instrument  should  then  be  placed  in 
such  a  position  that  the  top  needle  stands  as  nearly  as  p<.)8sible 
over  the  zero  points.  It  should  then  be  carefully  leveled  by  the 
leveling  screws  attached  to  its  base  until  the  axis  which  connects 
the  two  needles  together  is  exactly  in  the  centre  of  the  hole  in 
the  scale  card  through  which  it  passes. 

This  adjustment  of  the  needles  is  much  facilitated  in  some 
galvanometers  by  making  the  coils  movable  about  the  centre  of 
the  scale  card  by  a  rack  and  pinion,  or  a  handle  attached  direct 
to  the  coils.  The  final  adjustment  can  thus  be  made  without 
shaking  the  needles. 

RHEOSTATS  OR  RESISTANCE   COILS, 

On  this  subject  Mr.  H.  R  Kempe  has  published,  in  the  Tele- 
graphic Joumalj  some  remarks  which  state  the  facts  so  clearly 
that  we  are  induced  to  insert  them  hera     They  are  as  follows : 

The  essential  points  of  a  good  set  of  resistance  coils  are,  that 
they  should  not  vary  appreciably  by  variation  of  temperature, 
and  that  they  should  be  accurately  adjusted  to  the  standard  units, 
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SO  that  each  individual  coil  will  test  according  to  its  marked 
value,  and  the  total  value  of  all  the  coils  equal  the  numerical 
sum  of  their  marked  values.  In  imperfectly  adjusted  coils  each 
individual  coil  may  apparently  test  correct,  yet  when  tested  all 
together  their  total  value  will  be  1  or  2  units  more  or  less  than 
their  numerical  value ;  because,  although  an  error  of  a  fraction 
of  a  unit  may  not  be  perceptible  in  testing  each  coil  individually, 
yet  the  accumulated  error  may  be  comparatively  large. 

The  wire  of  the  coils  is,  as  a  rule,  of  German  silver,  the  specific 
resistance  of  which  is  but  little  affected  by  variations  of  tempe- 
ratura  The  wire  is  insulated  by  a  double  covering  of  silk,  and 
is  wound  double  on  ebonite  bobbins ;  the  object  of  the  double 
winding  being  to  eliminate  the  efEects  of  self-induction.  When 
wound,  the  bobbins  are  saturated  with  hot  paraffin,  which  thor- 
oughly preserves  their  insulation,  preventing  the  silk  covering 
from  becoming  damp,  which  might  have  the  effect  of  short- 
circuiting  the  coils  and  thereby  reducing  their  resistance. 

The  small  resistances  are  made  of  thick  wire,  the  higher  ones 
of  thin  wire,  to  economize  space.  When  bulk  and  weight  is  of  no 
consequence,  it  is  better  to  have  all  the  coils  made  of  thick  wire, 
more  especially  if  high  battery  power  is  used  in  testing,  as  there 
is  less  liability  of  the  coils  becoming  heated  by  the  passage  of 
the  current  through  thenu 

A  set  of  resistance  coils  generally  consists  of  a  number  of  coils 
of  such  values  that  any  resistance  from  1  to  10,000  can  be  ob- 
tained. One  arrangement  in  general  use  has  coils  of  the  follow- 
ing values:  1,  2,  2,  5,  10,  10,  20,  50,  100,  100,  200,  500,  1000, 
1000,  2000,  5000  ohma 

Another  and  more  convenient  arrangement  is  the  following : 
1,  2,  8,  4,  10,  20,  80,  40,  100,  200,  800,  400,  1000,  2000,  8000, 
4000. 

With  these  niunbers  any  particular  resistance  that  is  required 
to  be  inserted  can  be  seen  almost  at  a  glance. 

The  way  in  which  the  different  coils  are  put  in  is  shown  in 
fig.  684.  The  ends  of  the  several  resistances  c^  c,  c^  •  •  •  •  are 
inserted  between  the  brass  blocks  6,  i,  J,  •  •  •  •   Any  of  the 


Digitized  by  CjOOQ IC 


RHEOSTATS  OB  RESISTANCE  COILS. 


949 


coils  can  then  be  cut  out  of  the  circuit  between  the  first  and  last 
blocks  by  inserting  plugs  p  between  the  blocks,  as  shown,  which 
short  circuits  the  coils  between  them ;  thus,  if  all  the  plugs  were 
inserted,  there  would  be  no  resistance  in  circuit,  and  when  all  the 
plugs  were  out  all  the  coils  would  be  in  circuit 

There  are  various  ways  of  arranging  the  coils  in  sets ;  one  of 


Fig.  534. 

the  most  common  is  that  shown  in  fig.  636,  which  is  much  used 
in  submarine  cable  testing.  The  brass  blocks  here  shown  in 
plan  are  screwed  down  to  a  plate  of  ebonite  which  forms  the  top 
of  the  box  in  which  the  coils  are  enclosed.  The  ebonite  bobbins 
are  fixed  to  the  lower  surface  of  the  ebonite  top,  the  ends  of  the 
wires  being  fixed  to  the  screws  which  secure  the  brass  blocks. 
The  holes  in  the  middle  of  the  blocks  are  convenient  for  holding 
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Fig.  536. 

plugs  not  in  use.  It  will  be  seen  that  six  binding  screws.  A,  B, 
C,  D,  E,  F,  are  provided  ;  when  we  only  require  to  put  a  resist- 
ance in  circuit,  the  screws  D  and  E  would  be  used.  The  use  of 
the  other  screws,  and  of  the  movable  brass  strap  8,  will  be  ex- 
plained hereafter. 

In  using  a  set  of  resistance  coils  one  or  two  precautions  are 
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necessary.  First  of  all  it  is  necessary  to  see  that  the  brass 
shanks  of  the  plugs  are  clean  and  bright,  as  otherwise  the  inser- 
tion of  a  dirty  plug  will  not  entirely  cut  out  of  circuit  the  coil  it 
is  intended  to ;  it  is  a  good  plan,  before  commencing  to  test,  to 
give  the  plug  a  scrape  vrith  a  piece  of  sand  or  emery  paper^ 
taking  care  to  rub  off  any  grains  of  grit  which  may  remain 
sticking  to  it  after  this  has  been  done. 

When  a  plug  is  inserted  it  should  not  be  simply  pushed 
into  the  hole,  but  a  twisting  motion  should  be  given  it  in  doing 
so,  so  that  good  contact  may  be  insured.  Too  much  force  should 
not  be  used,  as  the  ebonite  tops  may  be  thereby  twisted  ofE  in 
extracting  the  plugs.  Care  also  should  be  taken  that  the  neigh- 
boring plugs  are  not  loosened  by  the  fingers  catching  them 
during  the  operation  of  shifting  a  plug. 


A' 
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Fig,  636. 

Before  commencing  work  it  is  as  well  to  give  all  the  plugs  a 
twist  in  the  holes,  so  as  to  see  that  none  of  them  are  loose.  On 
no  account  must  the  plugs  be  greased  to  prevent  their  sticking, 
and  their  brass  shanks  should  be  touched  as  little  as  possible 
with  fingera 

A  useful  set  of  coils  for  general  purposes  is  that  shown  in 
outline  in  fig.  536.  The  general  arrangement  is  the  same  as  in 
fig.  535.  Two  keys,  however,  are  provided,  the  contact  point  of 
the  right  key  being  connected,  as  shown  by  the  dotted  line, 
with  the  middle  brass  block  of  the  upper  set  of  resistances,  the 
binding  screw  B'  at  the  end  of  the  key  corresponding,  in  fact, 
when  the  key  is  pressed  down,  with  the  binding  screw  B  shown 
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in  fig.  585.  In  like  manner,  the  binding  screw  A''  corresponds 
irith  the  binding  screw  A.  In  the  place  of  the  movable  piece  of 
brass  between  A  and  D  a  plug  marked  inf.  (infinity)  is  pro- 
vided, which  answers  the  same  purpose.  An  infinity  plug  is  also 
placed  at  the  second  bend  of  the  coils  at  the  left  hand  of  the 
figure. 

When  we  require  simply  to  insert  a  resistance  in  a  circuit  we 
should  use  the  binding  screws  A^  and  E,  the  left  hand  key  being 
pressed  down  when  the  deflection  of  the  galvanometer  needle  is 
to  be  noted.  The  current  can  thus  be  conveniently  cut  ofE  or 
put  on  when  required,  by  releasing  or  depressing  the  key.  Care 
should  be  taken  that  the  two  infinity  plugs  ^ire  firmly  in  their 
places,  to  insure  their  making  good  contact  The  key  contacts 
should  be  occasionally  touched  with  emery  paper  or  a  very  fine 
file,  to  insure  their  connection  being  good. 

SIEMENS'S  UNIVERSAL  GALVANOMETER. 

Another  very  convenient  instrument  for  line  work,  and  one 
much  used  in  various  sections  of  the  country,  is  that  known  as 
Siemens's. 

It  consists  of  a  comparatively  sensitive  galvanometer,  which 
can  be  turned  in  a  horizontal  plane,  combined  with  a  Wheatstone 
bridge  and  three  resistance  coils  of  10, 100  and  1,000  units,  re- 
spectively. 

For  measuring  the  strength  of  a  current  the  instrument  is 
used  as  a  sine  galvanometer.  For  comparing  electro-motive 
forces  Professor  E.  du  Bois-Raymond's  modification  of  Poggen- 
dorffs  compensation  method  is  employed.  (See  page  275.) 
For  measuring  conducting  resistances  the  instrument  is  used  as 
a  Wheatstone  8  bridge. 

The  unit  of  measurement  employed  with  this  instrument  is 
the  Siemens  mercury  imit  One  Siemens  unit  is  equal  to  .958 
ohms. 

Figure  587  sliows  a  plan,  and  fig.  588  an  elevation  of  the 
instrument 

A  is  a  circular  plate  of  polished  wood,  supported  upon  three 
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leveling  screwB,  bbb.  In  the  centre  of  A  a  metal  boss  is  inserted, 
in  which  turns  the  vertical  pin  a,  which  carries  the  instrument 
This  pin  supports  the  instrument  firmly,  but  at  the  same  time 
allows  it  to  be  turned  freely  round  its  vertical  axis  in  its  hori- 
zontal position.  To  the  pin  a  is  attached  a  circular  disc  of  pol- 
ished wood  C,  having  a  groove  in  its  edge  for  the  reception  of 
the  insulated  wire  composing  the  standard  resistancea  The  disc 
C  has  a  projection  c  which  carries  the  four  insulated  terminals 
marked  I,  II,  III,  IV,  as  shown  on  fig  587.    The  terminals 


Ftg.  537. 

marked  III  and  IV  can  be  connected  together  by  means  of  a 
plug. 

Over  C  rests  a  somewhat  larger  disc  of  slate,  the  greater  part 
of  the  circumference  of  which  is  turned  to  a  true  circular  curve ; 
but  the  part  of  this  disc  which  is  immediately  above  the  projec- 
tion c,  on  the  lower  disc,  is  cut  oat  so  as  to  leave  a  gap.  This 
slate  disc  carries  in  its  centre  the  galvanometer  G,  and  in  front 
of  it  four  insulated  terminals,  h^  h^  h^  h^,  which  may  be  con- 
nected with  each  other  by  means  of  plugs,  and  to  the  ends  of 
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which  the  wires  of  the  artificial  resistances  are  connected,  as  shown 
in  fig.  639.  The  galvanometer  offers  nothing  extraordinary  in  its 
arrangement  It  has  an  astatic  needle  system  suspended  from  a 
cocoon  fibre,  and  is  wound  with  fine  wire.  The  needle  swings 
above  a  card  board  dial  divided  into  degrees ;  as,  however,  when 
using  this  instrument  the  deflection  of  the  needle  is  never  read 
off,  but  the  needle  instead  always  brought  to  zero,  two  ivory 
limiting  pins  are  placed  at  about  20  degrees  on  each  side  of  zero. 
The  cocoon  fibre  is  fastened  to  the  knob  K.     One  end  of  the 


Fig,  538. 

convolutions  of  the  galvanometer  wire  is  connected  to  terminal 
A  J,  on  the  slate  disc,  and  the  other  end  is  terminal  IV,  as  shown 
in  the  accompanying  diagrams. 

A  slight  groove  is  turned  in  the  edge  of  the  slate  disc,  and  in 
this  a  tightly  stretched  wire,  made  of  platinum  or  German  silver, 
is  inserted  in  such  a  manner  that  about  half  its  diameter  pro- 
trudes beyond  the  slate.  The  ends  of  the  wire  are  soldered  to 
two  brass  plates,  I  and  Zj,  which  are  placed  at  the  angles  formed 
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by  the  sides  of  the  gap  in  the  slate  disa  The  plate  I  is  penna 
nently  connected  by  a  thick  copper  wire  or  metal  strip  to  tenni- 
nal  Aj,  and  the  other  plate  Zj  is  connected  in  a  similar  manner 
to  terminal  III. 

Slate  is  adopted  for  the  material  of  which  to  make  the  disc/ 
because  it  is  found  by  experience  to  be  the  material  which  is 
least  sensitive  to  variations  in  the  weather  or  temperature.  The 
slate  disc  is  graduated  on  its  upper  edge  through  an  arc  of  800 
degrees,  zero  being  in  the  centre,  and  the  graduations  figured  up 
to  160  on  each  side  at  the  terminals  I  and  l^  of  the  bridge  wire. 

On  the  arm  D,  which  turns  on  the  pin  a,  and  somewhat 
behind  the  handle  g^  there  is  a  small  upright  brass  arin  d  turning 
between  two  screw  points  r,  and  carrjring  in  a  gap  at  its  upper 
end  a  small  platinum  jockey  pulley  e,  turning  on  a  vertical  axis. 
This  pulley  forms  the  movable  contact  point  along  the  bridge 
wire,  against  which  it  is  kept  firmly  pressed  by  means  of  a  spring 
acting  on  the  arm  A  The  arm  D,  which  is  insulated  from  the 
other  parts  of  the  apparatus,  is  permanently  connected  with  the 
terminal  I.  On  the  top  of  d  a.  pointer  Z  or  a  vernier  is  fixed, 
which  laps  over  the  upper  edge  of  the  slate  disc  and  points  to  the 
graduations. 

Fig.  689  represents  the  connections  to  be  made  when  using 
the  instrument  as  a  Wheatstone  bridge  for  measuring  conduct- 
ing resistances. 

The  needle  t  is  brought  to  the  zero  point  by  turning  the  gal- 
vanometer G  round  its  vertical  axis.  The  vernier  Z  is  brought 
by  the  handle  g  to  the  zero  point  of  the  large  scale  on  the  slate 
disc  A  plug  is  inserted  between  terminals  III  and  IV.  Two 
of  the  holes  marked  10, 100  and  1000  are  to  be  plugged  and  one 
left  open,  according  to  the  extent  of  the  resistance  to  be  measured. 
10  or  100  must  be  left  open  if  the  resistance  is  small,  and  1000 
if  it  is  larga  The  two  ends  of  the  unknown  resistance  to  be 
measured  are  connected  to  II  and  IT.  Connect  the  +  pole  of 
a  battery  with  terminal  I  and  the  —  pole  with  11. 

The  lower  diagram  of  fig.  589  represents  the  modification  of 
the  Wheatstone  bridge  which  is  employed  in  this  instrument 
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The  proportion  between  the  unknown  resistance  x  and  the 
known  resistance  n,  when  the  deflection  is  read  off  on  the  side 
of  the  slate  disc  marked  A,  is  as  follows : 

150  4-  a     , 
x'.U'^- 150  +  «  •  150 — a  or,  x  =  ^^^^_     X  ^• 

When  read  off  on  the  B  side  of  the  disc, 

160  — a. 


jr  = 


-Xn. 


150  + a  ^ 
When  the  connections  have  been  made,  as  shown  in  fig.  539, 


Ft^.  639. 

the  needle  t  may  be  found  to  deflect  to  the  right  or  B  side 
of  the  instrument,  and  the  vernier  Z  may  then  be  pushed  by 
the  handle  g  also  to  the  B  side,  until  the  needle  is  brought 
to  zero ;  or  if  by  moving  the  vernier  to  the  B  side  the  de- 
flection is  increased,  the  vernier  Z  should  be  pushed  to  A 
side,  beyond  the  zero  of  the  large  scale,  and  until  the  needle  is 
brought  to  the  zero  point  of  the  small  scale.  If,  when  this 
is  done,  the  vernier  Z  stands  at  50  on  the  A  side  of  the 
large  scale,  and  at  the  same  time  at  n,  the  plug  is  out  which 
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puts   the  100   xinits  of  artificial   resistance    into   circuit,  the 
foUovring  proportion  will  be  obtained : 

150  _  60:  150  +  60  =  n:& 
200  X  100 


100 


.  200  units. 


K  the  needle  is  brought  to  zero  of  the  small  scale  while  Z 
stands  at  50°  on  the  B  side  of  the  large  scale,  and  the  100  unit 


Fig,  540. 

resistance  plug  is  removed,  the  following  proportion  will  be  ob- 
tained : 

160  +  50  :  160  —  50  =  n  :  aj, 

100  X  100 

X  = =  50  units. 

200 

For  measuring  the  strength  of  a  current,  or  the  quantity  which 
is  passing  over  a  conductor,  the  instrument  is  used  as  a  sine 
galvanometer.  Fig.  540  shows  the  connection  of  the  wii'es  for 
this  purpose. 
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The  needle  t  is  brought  to  0®  of  the  small  scale  by  turning  the 
galvanometer  G  round  its  vertical  axis.  The  vernier  Z  is 
brought  to  2ero  of  the  large  scale  on  the  slate  disc.  The  hole 
between  HI  and  IV  is  unplugged.  Plugs  are  inserted  in  10, 
100  and  1000.  Connect  one  pole  of  a  battery  to  II  and  put  the 
other  pole  to  earth.  Connect  the  line  to  IV.  The  galvanometer 
is  then  to  be  turned  in  the  same  direction  as  the  needle  is  deflected 
until  the  needle  coincides  with  the  zero  point  While  this  is 
being  done  the  large  scale  will  move  under  the  pointer  Z,  which 
must  be  left  stationary ;  the  sine  of  the  angle  indicated  by  Z  will 
then  give  the  value  proportionate  of  the  strength  of  the  current 

THE  DIFFERENTLiL  GALVANOMETER. 

The  differential  galvanometer,  invented  by  M.  Becquerel,  is  a 
very  useful  and  convenient  instrument  The  needle  is  poised 
upon  a  pivot,  or  suspended  by  a  silk  fibre,  as  in  the  sine  and 
tangent  galvanometer,  but  instead  of  being  surrounded  with  a 
coil  composed  of  a  single  wire,  as  in  those  instruments,  the  coil 
is  formed  of  two  wires  exactly  equal  in  length,  size  and  conduc- 
tivity, wound  simultaneously  round  the  frame,  and  similarly 
situated  in  respect  to  the  needle.  When,  therefore,  opposite  and 
equal  currents  are  sent  through  each  of  the  wires  the  needle  re- 
mains at  zero,  the  current  which  passes  through  one  wire  exactly 
neutraKzing  the  efEect  of  that  which  passes  through  the  other. 
If  the  current  which  passes  through  one  half  of  the  coil  is 
stronger  than  that  which  passes  through  the  other,  the  balance 
will  be  destroyed,  and  the  needle  will  be  deflected  by  the 
stronger  current  with  a  force  equal  to  the  difEerence  in  the 
strength  of  the  two  currents. 

As  the  strength  of  an  electric  current  from  a  given  battery 
upon  similar  wires  is  inversely  proportional  to  their  length,  if  the 
current  from  a  battery  is  divided  between  two  such  wires  of 
unequal  length,  each  connected  to  one  of  the  wires  of  the  coil, 
the  shorter  wire  will  receive  a  greater  portion  of  the  current  than 
the  longer  one,  and  the  stronger  current  in  the  shorter  wire  will 
overcome  the  current  in  the  longer  wire  and  deflect  the  needle. 
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The  extent  of  the  deflection  will  be  proportional  to  the  difEerence 
in  the  length  or  conductivity  of  the  two  wires,  and  the  direction 
of  the  deflection  will  indicate  which  of  the  two  wires  is  the 
longest 

Fig.  541  represents  a  double  shunt  differential  galvanometer, 
manufactured  by  the  Western  Union  Telegraph  Company.     The 


Fig,  641. 

two  wires  forming  the  coil  which  surrounds  the  needle  are  indi- 
cated by  two  circular  parallel  lines,  one  circuit  extending  from 
4  to  B  and  the  other  from  8  to  A.  These  wires  have  similar  re- 
sistances, and  are  situated  alike  respecting  the  needle,  so  that 
when  a  battery  is  connected  so  as  to  divide  its  current  between 
the  two  halves  of  the  coil,  no  visible  effect  is  produced  upon  the 
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needle,  the  current  from  8  to  A  tending  to  deflect  the  needle  to 
the  left,  while  that  from  B  to  4  tends  to  deflect  it  to  the  right ; 
and  since  both  forces  are  equal,  the  needle  remains  in  a  state  of 
equilibrium.  The  instrument  is  provided  with  two  shunts,  one 
for  each  half  of  the  coil  of  the  galvanometer,  so  that  either  one 
or  both  halves  of  the  coil  may  be  shunted  as  desired.  Each 
shunt  has  a  resistance  of  -^  of  half  of  the  coil,  so  that  when 
thrown  into  the  circuit  by  the  insertion  of  the  peg,  -^^  of  the 
current  passes  through  the  shunt,  and  only  y^  through  the  half 
of  the  coil  of  the  galvanometer. 

In  measuring  the  resistance  of  any  conductor,  both  ends  of 
which  are  at  hand,  the  connections  should  be  made  as  in 
the  diagram,  fig.  542. 

The  positive  pole  of  the  battery  is  connected  with  the  thumb- 
screw C,  and  the  negative  pole  with  Z  ;  one  terminus  of  the  ad- 
justable rheostat  with  3,  and  the  other  terminus  with  1.  The 
terminals  of  the  conductor  to  be  measured  are  connected  with  4 
and  2,  and  pegs  inserted  at  A  and  B.  Resistances  are  then  to 
be  inserted  between  1  and  8,  by  removing  pegs  from  the  rheostat 
until  the  resistance  in  circuit  1  and  8  equals  the  resistance  in  2 
and  4.  When  the  two  resistances  are  equalized,  and  the  key  is 
depressed,  the  needle  remains  at  zero  of  the  scale.  K  the  resist- 
ance which  is  being  measured  is  greater  than  that  of  the  rheostat, 
the  current  in  circuit  1  and  8  will  be  stronger  than  that  in  2  and 
4,  and  the  needle  will  be  deflected  to  the  left ;  if  less  than  that  of 
the  rheostat,  the  current  in  circuit  2  and  4  will  be  stronger  than 
that  in  1  and  8,  and  the  needle  will  be  deflected  to  the  right 
When  the  needle  is  not  deflected  on  depression  of  the  key  the 
resistancest-are  equal,  and  the  sum  of  the  resistances  inserted  by 
the  removal  of  the  pegs  in  the  rheostat  is  equal  to  the  resistance 
which  is  being  measured. 

The  resistance  coils  of.  the  rheostat  which  accompanies  the 
differential  galvanometer  contain  respectively  1,  2,  3,  4,  10^ 
20,  80,  40,  100,  200,  800,  400,  1,000,  2,000,  8,000  and 
4,000  ohms,  the  sum  of  which  is  11,110  ohms,  and  is 
the  limit  of  measurement  by  the  above  plan.     When  higher 
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resistances  are  to  be  measured,  a  peg  should  be  inserted 
between  the  metallic  bar  8  and  the  disc  marked  YhiFi  ^^®  other 
connections  remaining  as  before.  That  portion  of  the  current 
which  traverses  the  circuit  from  C  to  1  through  the  rheostat  will 
now  be  divided  into  two  parts,  -^  traversing  the  shunt,  and  -^ 
traversing  one  half  of  the  coil  of  the  galvanometer.  As  onlj 
y^  of  that  portion  of  the  current  which  passes  from  C  to  1  ^?oes 
through  one  of  the  wires  of  the  galvanometer,  while  the  whole  of 


Fig.  542. 

that  portion  passing  from  C  to  2  passes  through  the  other  wire 
of  the  galvanometer,  it  is  necessary,  in  order  to  produce  equal 
effects  upon  the  needle  and  to  maintain  its  equilibrium,  that  the 
current  in  the  circuit  extending  from  C  to  1  should  be  one  hun- 
dred times  strongei  than  in  that  from  C  to  2.  This  is  effected 
by  making  the  resistance  of  the  rheostat  one  hundred  times  less 
than  that  of  the  conductor  which  is  being  measured.    The  resist- 
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ance  of  the  coils  which  are  inserted  by  removing  the  pegs  from 
the  rheostat  must  then  be  multiplied  by  100,  in  order  to  get  the 
actual  resistance  of  the  conductor.  Resistances  as  high  as  a  mil- 
lion ohms  can  be  measured  by  this  method.  By  shunting  the 
opposite  side  of  the  coil  resistances  of  less  than  one  ohm  may 
be  measured  upon  the  same  principle. 

In  measuring  insulation  resistances  exceeding  one  megohm 
(1,000,000  ohms)  the  following  plan  may  be  used :  Connect  the 
line  to  4,  and  the  positive  pole  of  the  battery  to  8,  the  negative 
pole  being  grounded ;  insert  pegs  at  A  and  B,  and  observe  the 
deflection,  which  should  not  exceed  40.  Remove  the  line  wire 
and  insert  one  end  of  a  resistance  coil  whose  opposite  end  is 
grounded.  Shunt  the  galvanometer  by  inserting  plugs  on  both 
sides,  and  reduce  the  number  of  cells  in  the  battery  to  one  tenth 
of  the  original  number.  Then  vary  the  resistance  coils  so  as  to 
reproduce  the  same  deflection  as  before,  by  causing  the  same 
quantity  of  electricity  to  pass  through  the  galvanometer,  and  the 
resistance  of  the  line  will  be  found  by  multiplying  the  number 
of  ohms  unplugged  in  the  rheostat  by  100  X  10,  or  one  thou- 
sand, the  joint  diminution  of  the  current  passing  through  the 
coil  of  the  galvanometer  by  the  shunts  and  the  reduction  of  the 
battery. 

cx)in)ucrnvrrr  tests  by  differential  galvanometer. 

In  testing  a  telegraph  wire  for  resistance  to  conductivity,  when 
the  atmosphere  is  dry  and  there  is  no  escape,  the  connections 
should  be  made  as  in  fig.  548.  The  positive  pole  of  the  battery 
is  connected  to  thumbscrew  C  and  the  negative  pole  grounded. 
A  ground  wire  is  attached  to  the  thumbscrew  Z,  which  is  con 
nected  by  a  wire  with  1.  One  end  of  the  rheostat  is  connected 
with  8  and  the  other  end  with  1.  One  end  of  the  wire  to  be 
measured  is  connected  with  thumbscrew  4  and  the  distant  end 
is  grounded.  When  pegs  are  removed  from  the  rheostat  until 
the  needle  of  the  galvanometer  remains  at  zero  unaffected  by  the 
closing  of  the  key,  the  resistance  of  the  wire  will  be  equal  to  the 
resistance  unplugged  in  the  rheostat     To  ascertain  the  mileage 
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resistance  of  the  wire  its  total  resistance  must  be  divided  by  its 
length  in  miles.  Thus,  if  the  total  resistance  of  the  wire  is  4,000 
ohms,  and  its  length  250  miles,  the  mileage  resistance  will  be 
4,000  4-  250  =  16  ohms. 

In  testing  for  resistance  to  conductivity  in  this  manner,  care 
must  be  taken  to  ascertain  whether  there  is  any  escape  of  the 

Bartb.  Bitttory  and  BmHu 


current,  or  mixture  with  other  currents,  arising  from  imperfect 
insulation,  for  if  there  is,  the  resistance  of  the  circuit  will  be 
diminished  and  the  wire  will  apparently  be  a  better  conductor 
than  it  actually  is.  Thus,  if  upon  a  wire  whose  mileage  resist- 
ance is  16  ohms,  one  quarter  of  the  current  escapes  from  defec- 
tive insulation,  the  apparent  resistance  of  the  wire  by  this 
measurement  would  be  reduced  to  12  ohms. 

Sometimes,  when  a  wire  is  tested  for  resistance  in  the  above 
described  manner,  the  results  are  interfered  with  by  earth  cur- 


Digitized  by  CjOOQ IC 


TESTING  BY  DIFFERENTIAL  GALVANOMETER.  963 

rents,  which  increase  or  diminish  the  testing  current  If  the 
earth  currents  are  not  very  strong,  and  are  without  variation,  an 
accurate  test  of  the  wire  can  be  obtained  by  taking  the  mean  of 
measurements  made  with  +  and  —  currents,  or  the  deflection 
of  the  galvanometer  needle  produced  by  the  earth  current 
may  be  taken  as  the  zero  of  the  instrument  instead  of  0  of  the 
scala 

In  measuring  th6  resistance  of  a  wire  which  is  imperfectly  in- 
sulated, or  where  it  is  one  of  several  on  the  same  set  of  poles,  it 
is  best  to  make  a  loop  by  connecting  it  at  the  distant  station 
without  ground,  to  another  wire  extending  between  the  same 
places.  The  termini  of  the  loop  are  then  connected  with  the 
galvanometer  at  2  and  4,  as  in  fig.  542.  The  ground  wire  is  re- 
moved from  the  battery,  and  the  negative  pole  connected  with 
thumbscrew  Z. 

The  mileage  resistance  is  obtained  by  dividing  the  total  resist- 
ance of  the  loop  by  the  number  of  miles  of  wire  which  is  em- 
braced in  it.  Unless  there  is  an  escape  upon  both  wires  used  in 
forming  the  loop  this  method  will  give  reliable  results.  If  there 
are  three  or  more  wires  running  to  the  distant  station,  the  measure- 
ment can  be  made  with  still  more  accuracy  by  the  following 
method  :  After  one  loop  has  been  tested,  substitute  a  third  wire 
in  place  of  a  second  in  the  loop  and  make  another  test ;  and  then 
substitute  the  second  wire  in  place  of  the  fii-st,  and  test  again. 
Thus,  for  example,  if  the  resistance  to  conduction  of  wires  Nos. 
1,  2  and  8  is  wanted,  connect  at  the  distant  station  first  Nos.  1 
and  2  and  measure  the  resistance  of  the  loop  so  formed.  Then 
connect  Nos.  I  and  8  and  measure  the  loop  embracing  those 
wires.  Then  connect  Nos.  2  and  8  and  measure  their  resistance. 
The  resistance  of  each  of  the  three  conductors  can  then  readily 
be  obtained  from  these  figures.  Thus,  suppose  that  Nos.  1  and 
2  looped  together  measure  6,000  ohms,  Nos.  1  and  3  measure 
7,000  ohms,  and  Nos.  2  and  S  measure  8,000  ohms  ;  by  adding 
together  the  resistance  of  the  first  two  loops,  and  subtracting  the 
resistance  of  the  third,  and  dividing  the  remainder  by  2,  the  re- 
sistance of  No.  1  is  found  to  be  2,500  ohms.     [6,000  -+-  7,000  = 
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13,000  —  8,000  =  5,000  -f-  2  =  2,500.]  Subtracting  this  from 
6,000,  the  resistance  of  No.  2  wire  is  found  to  be  8,500,  and  sub- 
tracting the  latter  amount  from  8,000  gives  4,500  ohms  as  the 
resistance  of  No.  S. 

The  advantages  arising  from  this  mode  of  testing  are  that  all 
interferences  f i-om  extraneous  currents  and  inaccuracies  due  to 
imperfect  ground  wires,  as  well  as  to  escapes  and  earth  currents, 
are  eliminated. 

TESTING  FOR  FAULTS  BY  THE  DIFFERENTIAL  GALVANOMETER. 

We  will  now  consider  some  of  the  methods  employed  in  test- 
ing for  the  location  of  faults. 

When  a  line  becomes  grounded  the  fact  is  generally  made 
known  by  the  consequent  increase  of  the  strength  of  current  upon 
the  line ;  or,  if  the  ground  is  very  distant,  by  the  decrease  of 
current  In  such  cases  the  position  of  the  fault  may  be  found 
in  the  following  manner : 

One  pole  of  the  battery  at  station  I  (fig.  644)  is  connected  to 
the  junction  of  the  two  coils  of  a  differential  galvanometer  D  G, 
the  opposite  pole  being  to  earth.  The  galvanometer  is  also 
connected  by  one  of  its  coils  to  the  line  L,  by  the  other  to  the 
rheostat  R,  also  to  earth,  and  the  end  of  the  line  at  station  n 
is  insulated. 

Let  us  suppose  the  escape  or  ground,  having  a  resistance  W, 
to  be  at  N,  and  that  the  resistance  of  the  line  from  the  fault  N 
to  the  two  stations  are  respectively  x  and  y.  If  we  so  adjust  the 
rheostat  R  that  the  needle  of  the  galvanometer  remains  at  zero, 
it  is  evident,  calling  the  inserted  or  unplugged  resistances  R, 

^hat  a-  _^  VV  =  R,  (1) 

and  if  the  line  makes  perfect  contact  with  the  ground  at  N,  so 
that  W=0,  then  ^^^ 

or  the  resistance  is  directly  as  the  length  of  the  portion  meas- 
ured. 

If,  on  the  contrary,  the  fault  at  N  i>resents  a  certain  resist- 
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ance,  the  measurement  must  be  repeated  from  the  other  station, 
by  which  we  find  the  value, 

y+W=Ri;  (2) 

and  combining  this  with  the  first  equation,  we  have 

a;  +  y  +  2  W  =  R  +  R,  (3) 

If  now  we  indicate  the  known  resistance  (x+y)  of  the  entire 
line  by  L^  then 

L+2W=R+Ri 

whence  w  =  rh-R,  —L  (4) 

2 

Substituting  this  value  of  W  in  the  first  equation,  we  find  that 
of  X  to  be 

X  =  R  —  (R-f  R,— L)  =  ^  (R  —  R,  +  L).  (5) 

2 

In  the  same  manner  the  value  of  y  is  found  to  be 

y  =  i  (R,  -  R  4-  L). 
Si, 


Fig.  544. 

As  a  general  thing  cc  +  y  will  be  a  little  less  than  L,  in  conse- 
•quence  of  the  slight  leakage  at  the  various  points  of  support. 
On  this  account  the  values  obtained  by  measurement  and  calcu- 
lation will  usually  be  somewhat  too  small,  the  actual  fault  being 
somewhere  between  the  distances  indicated  by  x  and  y. 

With  the  Western  Union  Company's  galvanometer  the  con- 
nections for  this  test  are  made,  as  in  fig.  545. 

The  following,  sometimes  called  Blavier^s  formula,  may  also 
be  employed  for  finding  the  distance  to  the  fault  in  a  single  wire 
when  measurements  are  made  from  one  end  only  of  the  line : 

a  =  R,  —  v"  R"|~^  R,  Rg  -fl^Ri—  RS; 
In  this  formula  R  rej  resents  the  resistance  of  line  when  per- 
fect; Ri  the  resistance  with  distant  end  insulated;  and  R,  the 
same  with  distant  end  to  earth. 
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The  above  will  be  more  fully  considered  under  the  head  of 
cable  testing,  where  additional  information  on  what  is  known  as 
the  loop  test  will  also  be  given,  the  latter  being  barely  more  than 
referred  to  below,  when  speaking  of  the  measurements  made  by 
the  diflEerential  galvanometer. 

When  the  line  is  broken  and  the  ends  at  the  break  are  insu- 
lated, the  relay  no  longer  remains  closed  ;  if,  however,  a  galvan- 

Earth.  Battery  and  Earth. 


Fig.  646. 

ometer  is  placed  in  circuit,  and  contact  is  made  between  the 
battery  and  line,  a  momentary  deflection  of  the  needle  takes 
place,  provided  the  line  is  well  insulated  and  not  too  short 
This  is  caused  by  the  charging  of  the  line,  and  the  deflection 
becomes  greater  as  the  distance  to  the  fault  increases.  If  we 
now  discoimect  the  battery  and  put  tiie  line  to  earth  through  the 
galvanometer,  the  needle,  meanwhile,  having  returned  to  zero,  a 
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deflection  in  the  opposite  direction  takes  place,  and  the  line  is 
dischai^ed.    (See  Chap.  XXIV.) 

As  we  have  already  remarked,  the  chaise  and  discharge  of  a 
line  act  on  the  needle  of  the  galvanometer  in  accordance  with 
the  same  law  that  regulates  the  swing  of  a  pendulum  when  the 
latter  is  influenced  by  a  sudden  blow  ;  that  is,  the  moving  force 
is  proportioned  to  the  sine  of  half  the  angle  of  deflection.  Con- 
sequently, if  we  have  previously  ascertained  the  value  of  the 
discharge  for  given  lengths  of  line,  and  employ  a  known  battery 
power  and  the  same  galvanometer,  we  have  the  means  of  deter- 
mining the  distance  to  the  break  with  reasonable  exactness. 

If  several  wires  are  placed  on  one  set  of  poles,  and  one  of  them 
is  broken,  it  generally  makes  contact  with  one  or  more  of  the 
others,  forming  what  is  technically  termed  a  cross.  When  this 
is  the  case,  and  we  are  certain  that  the  wires  do  not  make  con- 
tact witli  the  earth,  the  distance  to  the  fault  may  be  found  in  the 
following  manner : 

Both  wires,  L  and  L',  are  disconnected  and  insulated  at  the 
next  available  station  beyond  the  fault,  and  a  differential  galvan 
ometcr  is  inserted  between  line  L  and  rheostat  and  a  battery 
placed  between  the  galvanometer  and  line  L,  as  shown  in  figure 
542,  in  which  L  is  connected  to  the  screw  4  and  JJ  to  the  screw  2. 

The  rheostat  is  then  adjusted  so  that  the  needle  of  the  galvan- 
ometer stands  at  zero.  We  then  have,  if  we  retain  the  same 
signification  for  the  letters  as  before, 

whence  r 

""  2 
It  frequently  happens  that  the  wires  are  of  different  gauges, 
and  consequently  of  different  mileage  resistance ;  in  this  case  f 
will  not  give  the  true  value  of  x.  This,  however,  may  be  found 
if  we  know  the  ratio  of  the  resistance  between  the  wires.  For 
example,  suppose  that  the  mileage  resistance  of  one  wire,  L,  to 
be  10  ohms,  and  that  of  the  other,  L',  16  ohma  Then  z  -}-  »^  *—  R, 
or  a—  R  —  X,  and,  since  the  distance  is  the  same  by  both  wires, 

2 ;  a;  =  16;  10 
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whence  2=^.  If,  now,  we  combine  the  two  equations,  we  find 
for  the  distance  to  the  fault  measured  by  the  unbroken  wire, 

5R 

X  = miles. 

13  X  10 

This  test  also  gives  us  the  location  of  the  fault  when  one  wire  is 
in  metallic  contact  with  another  and  neither  are  broken.  When, 
however,  a  resistance,  W,  of  some  magnitude  is  actually  present 
at  the  point  of  contact,  the  test  must  be  repeated  from  station 
n ;  we  then  have. 

From  the  measurement  made  at  station  I, 

R  =  2  a;  4-  W  j  supposing  the  wires  to  be 

and  at  station  II,      R,  =  2  y-j-  W  ^       of  the  same  gauge. 

The  sum  of  these  is  R  +  Ri  =  2  (x  +  y)  +  ^  ^• 

Replacing  a;+y  by  the  equivalent  value  L,  we  find 

R  +  R,  —  2L 

and  substituting  this  in  the  former  equation,  we  have 

_  R  — Ri  +  2L 
R,  — R  +  2L 


and 


y  =  • 


The  following  is  still  another  and  a  preferable  way,  inasmuch 
as  it  is  not  influenced  by  the  resistance  of  the  fault : 

Disconnect  one  of  the  wires  at  the  distant  station  and  ground 
the  other.  Then  connect  the  battery,  galvanometer  and  rheostat 
to  the  wires  at  the  home  station,  in  the  manner  shown  in  figure 
546,  and  adjust  the  resistance  R  and  r  until  balance  is  obtained. 
We  shall  then  have  the  proportion 

ex  :  dx  =  r :  R, 

and  if  the  whole  resistance  of  the  line  cd  is  known,  the  distance 

from  A  to  the  fault  is 

r 

ex  =  cd . 

R  -f-  r 

A  differential  galvanometer  is  not  needed  in  this  method.     Any 
single  coil  galvanometer  will  serve  equally  well. 
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It  sometimes  happens  that  one  or  more  of  the  wires  may  be 
grounded  and  crossed  at  the  same  time.  In  most  cases  of  this 
kind,  however,  the  fault  may  be  located  when  the  measurements 
are  made  in  accordance  with  one  of  the  methods  just  given.  It 
is  assumed,  in  these  cases,  that  the  possibility  exists  of  exchang- 
ing signals  between  the  stations  on  opposite  sides  of  the  fault 

LOCATING  FAULTS' IN   UNDERGROUND  WIRES. 

When  underground  lines  are  laid  in  trenches  from  two  to  four 
feet  deep,  they  are  much  less  subject  to  injury  than  land  lines. 
In  the  case  of  a  break  in  such  wires,  when  the  line  is  com- 
paratively short,  the  position  of  the  fault  may  be  found  in  the 
following  manner : 

One  end  of  the  line  is  insulated  and  the  other  connected  to  a 


F%g.  646. 

powerful  battery;  about  half  way  between  the  two  ends  the 
gutta  percha  covering  is  pierced  with  a  needle,  so  that  the  latter 
makes  contact  with  the  metallic  conductor,  the  tongue  is  then 
placed  against  the  needle.  If  a  burning  sensation  is  felt,  the 
fault  is  still  farther  distant  from  the  battery  end,  and  the  test 
must  be  repeated  until  the  current  is  no  longer  tasted ;  in  this 
way  the  location  of  the  fault  is  reduced  to  narrow  limits  and 
soon  found.  The  pierced  gutta  percha  must  be  carefully  mended 
again  before  it  is  left 

If  the  line  has  become  leaky  on  account  of  damage  to  the 
gutta  percha  covering,  causing  more  or  less  escape,  the  fault  may 
be  found  from  Siemens's  method  by  calculating  as  follows  : 

Eeferring  to  fig.  547,  suppose  there  is  an  escape  or  ground  on 
the  line  a  i  at  N,  as  represented  by  the  dotted  lines,  ascertain 
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first  the  resistance  of  the  batteries  B  and  B^,  and  also  that  of  the 
galvanometer  G  and  G^ ;  the  latter  must  be  comparable  with  each 
other. 

Second,  The  resistance  of  the  wire  from  the  battery  to  the 
ground  plate  E. 

Third.  The  resistance  of  the  earth.  All  of  these  measure- 
ments should  be  expressed  in  similar  units. 

Now  let  X  and  y  represent  the  resistances  of  the  conductor 
from  a  to  6;  m  the  sum  of  the  resistances  at  a  of  the  galvanometer 


Fig.  647. 

G,  the  battery  B  and  conductor  to  earth  E,  including  also  the 
earth's  resistance,  and  let  n  represent  the  sum  of  the  end  i,  and  z 
the  resistance  of  the  fault 

Let  us  further  suppose  that  S  and  S^  represent  the  strength 
of  current  measured  on  the  galvanometer  G  and  Gj  at  a  and  J, 
when  battery  B  is  alone  in  circuit,  battery  Bj  being  replaced  by  a 
wire  equal  to  it  in  resistance,  and  let  s  and  s^  represent  the 
strength  of  current  when  battery  B^  is  in  circuit  and  B  replaced 
by  an  equivalent  resistance. 

Now,  according  to  Kirchhoff's  law  (page  209)  the  sum  of  the 
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|)roducts  of  the  currents  and  resistances  in  any  closed  conducting 
circuit  is  equal  to  the  sum  of  all  the  electro-motive  forces  in  cir- 
cuit ;  consequently,  if  the  battery  B^  is  taken  out  and  B  retained 
in  circuit,  there  will  be  no  electro-motive  force  in  the  figure  N  b 
E^  2  N ;  the  current  S,  however,  has  an  opposite  direction  at  N  2 
to  Sj,  as  shown  by  the  arrows ;  we  will,  therefore,  have  for  the 
figure  N  6  El  2  K. 

Si  y  +  S|  n  -f-  S,  2  —  S  2  =  0, 
or 

and 

8    __  y  +  n-\-  z 

S,  z 

-whence,  also, 

S  — S,        y-\-n 


S,  2 

In  the  same  manner,  when  B  is  cut  out  and  B^  placed  in  circuit, 
we  find  *  —  *,       X -\- m 

8      ^       z 

and  dividing  this  latter  equation  by  the  former,  we  have 

x^  m  __  {s —  g,)  Si 
y  -h  n  ""  (S  — S,)« 

Now,  as  the  sum  of  a;  +  y,  the  resistance  of  the  entire  line,  is 
known,  either  x  or  y  may  be  determined  separately,  and  thereby 
the  location  of  the  fault  be  made  known.  The  preceding  method, 
however,  is  only  applicable  when  there  is  but  a  single  fault  In 
order,  therefore,  to  satisfy  ourselves  that  but  a  single  one  exists, 
we  must  insert  a  known  resistance  at  one  end  of  the  line  and  re. 
peat  the  test  If  the  result  shows  the  defect  to  be  at  the  same 
point  as  indicated  by  the  previous  test,  we  may  be  sure  there  is 
but  one  fault. 

It  will  be  obvious  that  these  measurements  may  be  made  with 
a  differential  galvanometer  and  rheostat,  proceeding  in  the  manner 
indicated  on  page  913. 

When  there  are  several  faults  in  the  line  the  calculations 
become  complicated,  and  the  results  are  no  longer  sufficiently 
accurate  to  be  of  much  practical  value  ;  in  such  cases  it  is  better 
to  test  the  faults  separately  from  different  stations. 
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THE  MEASUREMENT  AND  TESTING  OF  SUBMARINE   CABLES. 

There  are  several  different  methods  available  for  testing 
cables,  the  comparative  advantages  of  which,  in  any  particular 
case,  depend  very  much  upon  circumstancea  One  method  may 
be  especially  well  adapted  to  certain  tests,  and  at  the  same  time 
unsuitable  for  others ;  or,  again,  we  may  be  restricted  to  parti- 
cular methods  by  the  nature  of  the  instruments  at  hand. 

As  a  general  thing  either  the  Wheatstone  bridge  or  a  differen- 
tial galvanometer  is  employed  ;  when,  however,  the  problem  is 
one  involving  the  measurement  of  very  high  insulation  resistance, 
recourse  is  usually  had  to  the  method  of  deflections.  If  the 
mirror  or  other  very  sensitive  galvanometer  is  used  for  tliis  pur- 
pose, the  constant  of  the  instrument  must  be  taken.  This  is  done 
in  the  same  manner  as  that  indicated  for  the  tangent  galvan- 
ometer when  treating  of  land  lines  (page  897).  We  should 
add,  also,  concerning  this  proceeding,  that  on  account  of  the 
extreme  sensibility  of  the  mirror  instrument,  it  is  necessary  to 
employ  a  shunt  with  it,  and  to  make  the  sum  of  all  the  re- 
sistances in  circuit  equal  to  10,000  ohma  The  constant  will 
then  be  the  product  of  three  factors — the  deflection,  the  mul- 
tiplying power  of  the  shunt  and  10,000,  and  this  divided  by 
the  deflection  obtained  with  any  insulating  substance  in  cir- 
cuit, or,  if  another  shunt  is  used,  by  the  product  of  the  shunt 
and  deflection,  gives  the  resistance  sought  in  ohma 

In  the  above  we  have  assumed,  as  is  usual  in  practice,  that 
the  resistances  of  the  battery  and  galvanometer  are  small 
compared  with  the  resistance  to  be  measured,  whether  of  in- 
sulation or  conductivity.  When  this  is  not  the  case,  and  great 
accuracy  is  desired,  it  becomes  necessary  to  take  these  resis- 
tances into  account.     The  correct  formula  for  such  cases  is 

x=R  7-"0+  —  )—  (^  +  *■)  o*^*- 
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Where  x  represents  the  unknown  and  R  the  known  resist- 
ances, n  the  number  of  cells  used  with  the  unknown  resistance 

in  circuit,  i  H — ■-  the  multiplying  power  of  the  shunt,  and  G 

and  r  the  resistances  of  the  galvanometer  and  cell  respectively ; 
d  represents  the  deflection  with  the  shunted  galvanometer,  R  ohms 
resistance,  and  one  cell  battery  in  circuit,  and  d^  the  deflection  ob- 
tained when  the  circuit  includes  n  cells,  the  galvanometer  and 
the  unknown  resistanca 

Insulation  tests  are  always  made  after  the  current  has  been 
allowed  to  flow  into  the  cable  for  a  definite  time,  usually  one 
minute.  Unleas  some  systematic  understanding  of  this  kind 
were  adopted  no  comparable  measurement  could  be  obtained,  as 
the  variation  caused  by  absorption  greatly  influences  the  result 
During  the  laying  of  a  cable,  and  before  the  vessel  containing 
it  puts  to  sea,  some  definitely  arranged  plan  of  proceeding  should 
be  agreed  on,  and  the  details  thoroughly  understood  both  on  ship 
and  on  shora  The  measures  suggested  by  Siemens,  which  bear 
directly  upon  this  point,  may  be  summarized  as  follows : 

One  end  of  the  cable  is  taken  ashore  and  carried  to  the  cable 
hut  or  station,  where  it  is  connected  to  a  commutator  clock.  The 
latter' is  arranged  in  such  a  manner  that  the  measuring  and 
speaking  apparatus  are  placed  in  circuit,  and  the  conductor  insu- 
lated and  put  to  earth  automatically  for  definite  intervals  of  time ; 
these  succeed  each  other  in  regular  order.     Similar  arrangements 
are  also  made  on  board  ship,  and  the  measurements  repeated 
on  shora     The  results  are  then  exchanged  and  testing  goes  on 
again  as  befora     The  clocks  must  necessarily  be  in  accord,  and 
the  intervals  of  time  be  arranged  with  exactness.     The  measure- 
ments, also,  should  be  made  expeditiously  and  with  care,  and 
the  least  possible  time  occupied  in  exchanging  results,  so  that 
should  a  fault  occur  while  the  shore  tests  are  being  made,  the 
ship  will  not  have  paid  out  cable  unnecessai-ily.     When   the 
measurements  made  on  ship  differ  considerably  from  those  made 
on  shore,  it  is  an  indication  that  a  fault  exists  somewhere  in  the 
cable.     In  such  cases  the  ship  should  be  stopped  immediately 
and  the  fault  located. 
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A  method  of  continuous  testing  has  been  devised  by  Mr.  Wil- 
loughby  Smith,  which  has  some  decided  advantages  over  the  one 
just  described.  The  principal  one  of  these  consists  in  allowing 
the  electricians  on  board  to  observe  the  condition  of  the  insula- 
tion uninterruptedly.  At  the  same  time  correspondence  between 
ship  and  shore  can  be  maintained  at  pleasure.  The  system  will 
be  readily  comprehended  by  reference  to  fig.  548. 

The  end  a  of  the  cable  on  shore  is  connected  to  a  very  great  re- 
sistance, R,  and  the  front  contact  of  a  manipulating  key,  K.  The 
resistance,  R,  which  may  be  of  selenium  or  of  gutta  percha,  has  a 
resistance  of  20  or  80  million  ohms  ;  its  opposite  end  ia  connected 
through  the  mirror  galvanometer  Q  to  earth.  A  condenser  c  is 
inserted  between  the  lever  of  the  key  and  earth. 


aaa 


Fig.  548. 


On  ship,  the  end  b  of  the  cable  is  connected  permanently  with 
a  mirror  galvanometer  S,  and  battery  of  100  cells  to  earth.  The 
current  of  this  battery  causes  a  steady  deflection  of  S,  due  prin- 
cipally to  the  leakage  through  the  insulation,  and  of  Q  on  shore, 
due  to  the  passage  of  the  current  through  R  These  deflections 
are  observed  and  recorded  every  five  minutes. 

Continuity  is  observed  on  shore  by  the  ship  changing  the  direc- 
tion of  the  current  every  fifteen  minutes,  which  causes  the  deflec- 
tions of  G  to  be  reversed. 

Insulation  on  board  is  measured  by  the  deflection  of  S,  the  resist- 
ance of  R  being  too  great  to  interfere  with  the  result.  Insulation 
on  shore  is  observed  by  measuring  the  potential  at  R.  This  is 
done  every  five  minutes  by  measuring  the  discharge  from  c.  The 
key  is  pressed  down  for  ten  seconds,  putting  c  to  line  ;  it  is  then 
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released,  and  the  discharge  measured  upon  the  mirror  galvano- 
meter Qy  and  the  result  communicated  to  the  ship. 

Speaking  through  the  cable  without  interfering  with  the  insula- 
tion test,  is  done  by  making  R  in  the  form  of  a  condenser,  and 
inserting  a  similar  condenser  between  the  end  h  and  galvanometer 
S.  Then,  if  cither  ship  or  shore  charge  the  outside  plates  with 
-}-  or  —  electricity,  a  corresponding  impulse  will  be  transmitted 
through  the  cable,  and  be  indicated  upon  the  galvanometer, 
although  no  electricity  really  enters  or  leaves  the  cable.  By 
making  the  slight  sudden  deflections  which  are  thus  produced  to- 
the  right  hand  and  left  hand  represent  respectively  dots  and 
dashes,  a  continued  and  speedy  correspondence  may  be  kept  up 
during  the  testing. 

In  the  case  of  a  break  in  a  comparatively  long  cable,  which  is 
more  or  less  liable  to  occur  during  the  paying  out,  it  may  happen 
that  the  percha  closes  completely  over  the  ends  of  the  conductor 
and  thereby  preserves  the  insulation.  In  such  cases  the  only 
way  to  determine  the  location  of  the  fault  is  by  comparing  the 
static  capacity  of  the  separate  portions  with  the  average  knot 
capacity  of  the  cable.  This  might  be  done  approximately  by 
charging  the  cable  from  both  ends  with  like  battery  power,  and 
noting  the  discharge  currents  by  means  of  comparable  galvan- 
ometers. For  example,  suppose  that  I  and  Z^  represent  the  twa 
lengths  on  each  side  of  the  break,  and  that  a  and  a^  are  the  respect- 
ive angles  of  deflection,  as  shown  by  the  galvanometers.  Then 
we  should  have 

i  :  Zj  =  sin.  a  :  sin.  a, 

(see  page  885),  from  which  I  and  l^  could  be  easily  determined^ 
since  Z  +  'i>  ^^^  entire  length  of  the  cable,  is  known.  Formerly 
such  tests  were  made  with  very  sensitive  galvanometers,  but  the 
results  were  not  found  to  be  comparable  with  any  degree  of 
safety. 

The  best  results  from  capacity  measurements  are  obtained 
when  comparison  is  made  with  a  standard  condenser,  for  which 
purpose  the  bridge  system,  as  arranged  by  De  Sauty,  is  admirably 
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adapted,  though  the  diflEerential  galvanometer  and  direct  deflec- 
tion methods  are  employed  to  a  considerable  extent 

De  Sauty  makes  the  cable  and  a  standard  condenser  take  the 
place  of  the  resistances  in  two  sides  of  the  bridge,  as  shown  in 
figure  649. 

When,  therefore,  balance  is  obtained,  we  have 
A      ar.  ^  A 

C  and  X  being  the  respective  capacities  of  the  condenser  and 
cable. 

Sir  William  Thomson  has  called  attention  to  the  fact  that, 
while  this  method  is  an  excellent  one  for  shoTt  lengths,  it  is  not 

C 


EARTH 


Fig.  549. 

applicable  to  long  submarine  cables,  on  account  of  the  manner 
in  which  the  currents  concerned  in  it  are  influenced  by  the 
inductive  retardation.  For  this  reason  he  prefers  a  modification 
of  the  system  which  renders  it  equally  applicable  to  long  and 
short  cables.  An  arrangement  of  this  kind  is  shown  in  fig.  550, 
and  the  following  reference  will  explain  the  manner  of  em- 
ploying it : 

The  two  condensers  (or  condenser  and  cable)  c  C,  to  be  com- 
pared, are  put  in  series ;  that  is,  one  plate  of  the  condenser  c, 
which  we  will  call  its  second  plate,  is  put  in  connection  with  one 
plate  of  condenser  C,  in  this  case  armor  of  cable,  which  we  will 
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call  its  first  plate.  The  first  plate  of  condenser  c  will  be  called 
a,  the  connected  second  plate  of  c  and  first  plate  of  C  will  be 
called  b  and  the  second  plate  of  C  will  be  called  a'.  Join  a  and 
a'  in  metallic  connection  through  a  wire,  a  Ba',  of  not  less  than 
several  thousand  ohms  resistance,  and  let  B,  a  point  in  this  line 
of  conduction,  be  put  in  connection  with  one  terminal  of  an 
electrometer  or  galvanometer,  the  other  terminal  of  which  is  to 
to  be  occasi«>nally  connected  with  6,  by  a  make  and  break  key, 
M.  To  commence,  make  and  break  contact  at  M  several  times, 
not  too  rapidly,  and  observe  the  effect  on  the  indicator,  whether 
electrometer  or  galvanometer.  Then,  with  contact  at  M  broken, 
establish  a  difference  of  potentials  between  a  and  a'  by  means  of 
a  battery,  and  after  time  has  been  allowed  for  electric  equili- 


Fig.  650. 

brium  between  c  and  C,  make  contact  at  M,  and  keep  it  made 
for  a  sufficient  time.  Then  break  contact  at  M  and  reverse  the 
battery  poles  between  a  and  a',  after  which  allow  sufficient  time 
for  the  reestablishment  of  electric  equilibrium  between  c  and  C, 
and  make  contact  at  M  again.  The  ratio  of  the  resistances,  K 
R',  between  a  and  B,  and  between  B  and  a'  must  be  adjusted 
by  varying  one  or  both  of  them  until  the  effect  of  making  con- 
tact at  M  is  the  same  with  successive  reverse  applications  of  the 
battery  to  a  and  a\  (This  effect  will  generally  be  zero,  in  labo- 
ratory and  factory  tests;  but,  because  of  earth  currents,  not 
exactly  so  in  a  submerged  cable.)  When  the  adjustment  has 
been  satisfactorily  made,  we  conclude  that 

R' :  R  =  c :  C ;  whence  C  =  c  -:^,* 
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This  method  is  applicable,  notwithstanding  earth  currents  in 
moderation,  to  measure  the  resistance  of  a  submerged  cable  of 
two  or  three  thousand  miles  length,  with  only  a  single  micro- 
farad as  standard  for  capacity,  and  a  battery  of  not  more  than 
iOO  cells  to  charge  it 

If  the  differential  galvanometer  is  employed  for  making  ca- 
pacity tests,  one  of  the  coils  must  be  provided  with  an  adjustable 
shunt,  by  means  of  which  the  magnetic  effect  of  one  coil  on  the 
needle  is  made  to  balance  that  of  the  other ;  this  is  known  as 
Varley's  method. 

A  variable  shunt  is  also  desirable  when  the  deflection  method 


Bl^ 


ZD' 


Fig.  651. 

is  employed.  In  this  case  the  deflection  caused  by  the  discharge 
of  the  cable  is  first  noted  and  then  reproduced  by  the  discharge 
from  the  standard  condenser,  the  shunt  being  adjusted  and  the 
operation  repeated  until  the  desired  deflection  is  obtained. 

Loojy  tests  by  Vie  bridge  systerrL—In  case  of  defective  insula- 
tion in  a  cable  containing  more  than  one  conductor,  it  is  possible, 
by  connecting  two  of  the  wires  together,  to  obtain  all  of  the  ad- 
vantages that  would  result  from  having  both  ends  of  the  cable 
at  hand.     The  following  methods  are  applicable  to  such  cases : 

(1.)  Let  Lj  and  L,  (fig.  551)  represent  the  two  conductors,  and 
suppose  there  is  an  escape  at  R  Let  also  Q  represent  the  gal- 
vanometer; R,  p  and  r  the  known  resistance  in  the  three  sides 
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of  the  bridge,  B  the  battery,  and  E  a  plug  switch  for  connect 
ing  the  bridge  with  the  ground.  The  two  conductors  should 
be  connected  to  the  bridge  in  such  a  way  that  the  fault  is  nearest 
the  binding  post  marked  1,  and  the  plug  at  E  removed;  the 
needle  of  the  galvanometer  is  then  brought  to  zero  by  adjusting 
"R.  Suppose,  now,  that  x  represents  the  resistance  from  1  to  the 
fault  F,  and  that  y  represents  the  resistance  from  F  to  Lj,  then 

(1.)      »  +  y  =  i 
the  whole  length  of  the  line,  and  according  to  the  laws  of  the 
bridge  (pages  211  and  212)  we  have  also 

(2.)        r(x-hR)  =  py; 


f-I-R 


whence  (liO     «  = ;; 

(/+R)L 

P 

and  (H,.)    y  = 

I  -r  — 
P 

or  more  simply,  for  practical  purposes, 

X  =      p^  — r  R 
r+  p 
and  y  =      r(R  -h  0 

r+  p 

If  we  wish  to  know  the  value  of  x  and  y  in  knots  we  have 
only  to  divide  the  above  values  by  the  number  corresponding  to 
the  units  in  one  knot  The  great  advantage  of  the  method  con- 
sists in  the  fact  that  the  influence  of  polarization  and  varying 
resistance  is  eliminated,  and,  consequently,  the  results  obtained 
by  its  use  are  very  reliable.  For  this  reason  the  loop  test  should 
always  be  employed  whenever  practicable.  It  is  quite  common 
in  practice  to  make  the  resistance  of  the  two  sides  of  the  bridge? 
p  and  r  alike,  we  may  then  replace  the  one  by  the  other  in  the 
formula ;  by  this  means  we  obtain  the  proportion 

rZ-rR_^^     ?~R,, 


r  +  r 

which  greatly  facilitates  calculation. 
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Again,  by  connecting  the  two  ends  of  the  looped  wires  directly 
to  the  bridge  at  Lj  and  a,  leaving  K  out,  and  adjusting  r  or  p 
until  balance  is  obtained,  we  shall  find  what  the  ratio  of  the  two 
sides  X  and  y  is  to  one  another,  and  thereby  the  resistance  to 
the  fault,  for 

the  total  resistance  of  the  loop,  whence 

y  =il  —  X 
and 

p:  r  :=  x:  I  —  x 

from  which  we  find 

.  =  -^ 

If  it  should  happen  that  the  resistance  of  the  fault  does  not 
u* S  _     X     . 


-B 


Fig.  652. 

differ  greatly  from  the  insulation  resistance  when  the  cable  is 
perfect,  a  correction  for  the  loop  test  will  be  required,  as  in  this 
case  the  current  has  two  paths— one  due  to  the  fault  itself,  the 
other  to  the  conductivity  of  the  insulating  substance.  The  latter 
or  resultant  fault,  as  it  is  called,  is,  in  a  uniformly  insulating 
material,  equivalent  to  a  defect  at  the  centre  of  the  cable,  and  its 
resistance  is  the  same  as  the  resistance  of  the  whole  cable  when 
perfect  In  case  the  insulation  is  not  uniform  throughout,  the 
position  of  the  resultant  fault  may  be  found  by  the  ordinary  loop 
test  while  the  cable  is  in  good  condition. 

In  fig.  552  let  A  B  be  the  cable  with  an  actual  fault  at  /,  and 
let  I  represent  the  position  of  the  resultant  fault  and/'  the  posi- 
tion of  the  fault  as  shown  by  the  loop  test 

Suppose,  also,  the  resistance  of  the  cable,  when  perfect,  is  R, 
and,  when  faulty,  R',  calling  the  resistance  of  the  real  fault  z,  we 
shall  have 

R'-i^ 
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the  joint  resistance  of  the  fault  and  insulation  of  the  cable  ;  and 
from  this  we  find  the  resistance  of  the  fault  to  be 

RR' 


R— R' 


Referring  again  to  the  figure,  let  the  length  A  /  =  /?  and 
A  t  =  a,  then  if  ■=,  §  —  a.  Now,  the  greater  the  resistance  R 
with  respect  to  z,  the  smaller  will  be  the  distance  /'  /  and 
finally,  when  z  equals  nothing,  /'/  also  becomes  nothing,  or,  in 
the  form  of  a  proportion, 

R:  z  =  if:f/. 

Putting  X  for  the  distance  f  /,  replacing  the  other  factors  by 
their  values,  and  multiplying,  we  have 


Fig.  653. 


whence 


R' 


R  — R' 


7  (y?  -  a). 


which  is  the  correction  to  be  added  to  the  value  obtained  by  the 
loop  test,  in  order  to  get  at  the  true  position  of  the  fault 

When  a  fault  occurs  in  the  cable  in  which  there  is  but  a  single 
conductor,  and  only  one  end  of  it  is  available  at  a  time,  the  posi- 
tion of  the  defective  spot  may  be  determined  by  one  of  the  fol- 
lowing methods,  provided  the  normal  resistance  of  the  conductor 
is  known,  as  we  always  suppose  it  to  ba 

Let  A  B  (fig.  558)  represent  a  line  in  which  there  is  a  fault  at 
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F,  and  let  us  suppose  that  two  measurements  are  made  at  each 
station — one  with  the  distant  end  of  the  line  to  earth,  the  other 
with  the  same  end  insulated.  Suppose,  also,  that  we  find  for 
these  measurements  the  values  a  a^  b  b^  respectively,  and  let 
the  resistance  of  the  line  from  A  to  the  fault  F  equal  x,  that  from 
B  to  F  equal  y,  and  let  z  equal  the  resistance  of  the  fault  itself ; 
we  shall  then  have,  in  accordance  with  the  law  of  branch  circuits, 

(1.)    /  =  a;  +  y 

(2.)    a  =  x-^-^ 

(3.)    a,  =  X  -+-  « 
(4.)    6  =  y4-   ^' 


35  -H  a 
(6.)     6i  =  y  +  « 

These  equations  enable  us  to  determine  the  values  of  x  and  y^ 
and,  if  desired,  of  z  also,  in  different  waya 

1st.  By  combining  equation  (1)  with  the  insulation  measure- 
ments equations  (8  and  5)  we  find  these  values  to  be  as  follows : 

/TT       \  Ol     ~"    ^1  ^ 

(n,.)  X  =      ,   '  +- 

(II..)  y  =-^^^•  .4- 

(11..)   .  =^l4^_1 


2d.  By  combining  equation  (1)  with  the  resistance  measurements 
of  the  conductor  equations  (2  and  4)  these  values  are  expressed 
as  follows : 


(HI,.)  .^.i^^'-'-^Vl-    /'i'-<^-mf-a)'  +  aHU-a-b)'\ 
^     "  (6_a)»     V        y  ab{2l  —  a  —  b)»  / 

If,  now,  we  divide  x  by  y  we  shall  have 

(ni«.)   x_    /a    i-b  _     ,__ 
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wWch  is  the  most  suitable  form  for  practical  use,    K  we  again 
combine  -.  =  \/A~and  X'{-y  =  lwe  shall  have 


and 


(in*.) 
(nie.) 


y  =  - 


1  +  Va 


1  +  Va 

8d.  If  the  measurements  are  made  at  station  A  only,  fig.  554, 
we  may  find  the  values  of  x,  y  and  z  by  combining  equations  (1) 
(2)  and  (8),  from  which  we  find 

lY,.  y  =  (J-a)  +  V(ai-a)(«-a), 

lY,.        «  =  (a,  -  a)  +  \/(a,  ^^^rafQ  ^  a); 


B3 


i^.  564. 

and  if  the  measurements  are  only  made  at  station  B  we  ob- 
tain the  same  values  by  combining  equations  1,  4  and  5,  which 
assume  the  following  form : 

IV4. 
IT.. 
iv«. 


or  =  (Z  -  6)  +  V(&i  -  &)  (^—  bi 


2  =  (ft,  —  6)  +  V(6,  —  6)(i  — 6). 

It  must  be  borne  in  mind  that  equations  II  to  IV,  inclusive, 
will  only  give  correct  results  on  condition  that  there  is  but  a 
single  fault ;  that  its  resistance  remains  unchanged  during  the 
several  measurements ;  and  that  it  does  not  give  rise  to  polari- 
zation at  the  time  of  the  tests. 
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As  we  never  find  all  of  these  conditions  fulfilled  in  any  given 
case,  it  is  important,  in  making  the  tests,  to  arrange  matters  so 
that  the  sources  of  errors  shall  be,  as  much  as  possible,  elimi- 
nated. 

Only  such  measurements  fs  are  made  at  one  time  should  be 
used,  for  we  can  never  be  sure  that  the  resistance  of  the  fault 
will  remain  unchanged  for  any  length  of  time.  Moreover,  as 
polarization  greatly  affects  the  results,  special  attention  must  be 
given  to  this  part  of  the  subject  in  order  to  eliminate  its  disturb- 
ing influence.  What  is  known  as  Lumsden*s  test  is  directly 
applicable  here.  This  consists  in  cleaning  the  conductor  at 
the  fault  by  applying  the  zinc  end  of  from  60  to  100  cells  of 
battery  for  several  hours,  with  occasional  reversals  of  a  few  m-v 
ments  only.  During  all  of  this  time,  and  while  the  tests  ar3 
being  made,  the  conductor  should  remain  insulated  ai  thedistani. 
end.  An  approximate  resistance  test,  with  copper  to  line,  is  then 
made  for  the  purpose  of  facilitating  mattei's,  as  the  last  test  must 
be  made  quickly.  The  copper  end  of  the  battery  is  now  con-( 
nected  to  the  conductor  for  say  two  minutes,  using  two  or  three  \ 
cells  for  every  hundred  units  of  resistance  that  have  been  meas-  \ 
ured.  After  this  the  cable  is  again  connected  to  the  bridge  or 
differential  measuring  apparatus,  and  the  final  measurement 
made  with  zinc  to  line.  As  the  needle  now  tends  to  one  side 
or  the  other,  we  must  endeavor  to  keep  it  at  zero  by  inserting  or 
cutting  out  resistance,  shifting  unit  by  unit  so  long  as  the  needle 
is  visibly  affected  by  the  operation.  At  a  certain  point,  however, 
the  needle  flies  clear  over,  and  a  change  of  several  units  will 
no  longer  suffice  to  bring  it  back.  The  unplugged  resistance  at 
this  moment  is  the  true  resistance  of  the  conductor  to  the  fault 

Some  practice  in  this  kind  of  testing  is  necessary  before  very 
much  reliance  can  be  placed  upon  the  results.  Fortunately, 
however,  considerable  skill  can  be  obtained  in  the  laboratory  from 
measurements  made  with  pieces  of  punctured  cable  placed  in  a 
tub  of  salt  water. 

The  use  of  comparatively  large  batteries  has  been  advocated ; 
it  is  also  recommended  that  the  number  of  cells  be  proportioned 
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in  such  a  manner  that  the  current  escaping  at  the  fault  shall  be 
the  same  for  the  measurements  made  from  both  stations.  By 
making  preliminary  tests  of  x,  y  and  z  the  number  of  cells  n  at 
A  and  n^  at  B  for  the  final  test,  may  be  easily  arranged.  The 
proportions  in  the  different  formulas  on  pages  9S4  and  985  should 
then  stand,  approximately,  as  follows  : 

No.   IL      nx  ni=  X  -k-  y  :  y  +  z 
"   IIL       n:  »,  =a;:  y, 

i.    jy   (   »i :  wj  =  y  (a;  +  2)  :  (icy  +  &)  at  A. 
'{   n  :  n,  =  05  (y  +  s)  :  (ary  -h  &)  "  B. 

In  general,  however,  it  will  be  found  best  to  adhere  to  the 
plan  just  given,  unless  the  earth  current  is  very  strong,  and 
even  then  the  battery  proportions  in  Lumsden's  test  will  usually 
suffice. 

Respecting  the  preference  to  be  given  to  these  formulas,  it 
may  be  remarked  that  the  first  is  especially  applicable  when  the 
fault  is  situated  near  the  centre  of  the  line,  while  the  second  is 
to  be  preferred  for  faults  near  the  ends.  In  such  cases  it  gives 
very  safe  results,  for  the  reason  that  when  a  «=  6  the  formula 
assumes  the  form  of  ^,  but  for  the  same  reason,  also,  it  cannot 
be  generally  employed  with  good  results  when  the  fault  is  the 
centre  of  the  line.     The  third  formula  is  the  least  reliable  of  all. 

As  a  general  thing  large  faults  are  easier  to  locate  than  small 
ones,  but  the  difficulties  increase  with  the  length  of  the  cable, 
and  as  the  normal  insulation  decreases.  Care  and  an  accurate 
knowledge  of  the  distance  between  the  two  stations  by  the  cable 
route  are  of  very  great  importance.  When  due  regard  is  given 
to  these  considerations  a  little  skill,  to  be  gained,  by  experience 
only,  will  lead  to  the  greatest  success  in  the  practical  application 
of  the  formulae 

REMARKS  ON  THE  BRIDGE  OR  ELECTRICAL  BALANCE. 

in  the  ordinary  arrangement  of  the  Wheatstone  bridge  the 
two  sides  a  and  6,  fig.  555,  joined  to  the  negative  pole  of  the 
battery,  are  frequently  made  equal  and  constant  for  given  tests ; 
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the  unknown  resistance,  ar,  is  then  deduced  from  the  knpwn  and 
variable  resistance,  R  If  the  latter  has  been  so  adjusted  that 
the  needle  remains  at  zero  and  a  =  i,  we  have  also  K  =  x. 

When  we  wish  to  measure  small  resistances  only,  and  espe- 
cially if  the  same  are  of  ij^ires  which  do  not  require  an  apprecia- 
ble time  to  attain  their  maximum  charge,  the  above  arrangement 
of  the  bridge  answers  very  well ;  it  is  less  satisfactory,  however, 
when  we  wish  to  measure  the  resistance  of  cables.  In  such 
cases  any  variation  in  the  resistance  R  (fig.  555),  changes  the 
I'esistance  of  the  branch,  C  Ri  Z,  and  thus  modifies,  also,  the  dis- 
tribution of  the  current  in  both  of  the  branch  circuits,  and  as 


JFig.  656. 

some  time  is  necessary  for  the  charge  to  redistribute  itself 
between  the  two  circuits,  it  becomes  exceedingly  diflBcult  to 
know  the  exact  moment  when  the  resistance  R  represents  the 
unknown  quantity,  x. 

To  obviate  this  difficulty.  Sir  William  Thomson  makes  the 
resistance  of  the  branch,  C  R  6  Z,  constant,  and  varies  nothing  but 
the  contact  point  of  the  galvanometer  circuit,  which  is  shifted  to 
the  side  i  or  R  until  the  needle  rests  on  the  zero  mark.  To 
ascertain  the  value  of  a:,  it  is  then  only  necessary  to  determine 
the  resistance  h  and  R ;  but  as  the  latter  is  a  function  of  the  for 
mer,  there  is,  in  fact,  but  one  unknown  quantity,  x,  to  be  deter- 
mmed. 
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In  this  case  we  have 
The  practical  arrangement  of  this  system  is  shown  in  fig.  566. 

The  resistances  of  the  branches  a  and  h  (fig.  556)  are  repre- 
sented by  a  series  of  coils,  a  b  (fig.  556),  each  one  of  which  termi- 
nates in  a  metallic  contact  plate.  The  latter  are  so  placed  con- 
secutively in  a  straight  line  that  the  movable  spring  r,  mounts 


Fig.  656. 

on  the  guide  V  V,  and  connected  to  one  terminal  of  the  gal  van* 
ometer^,  may  be  moved  over  or  placed  in  contact  with  any  one 
of  them. 

Figure  557  gives  a  better  idea  of  this  part  of  the  apparatus  ; 
r  is  the  flat  spring  which  presses  against  the  contacts  t,  i,  t  of  ilia 


ftg.  661 

coils  R,  B,  R  The  spring  is  attached  to  a  movable  elide  0,  on  the 
copper  guide  V  V,  friction  between  the  guide  and  movable  jjieee 
being  such  as  .to  insure  good  metallic  contact  A  small  square 
opening  in  the  slide  0  permits  the  numbers   corresponding 
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to  the  resistance  of  the  adjacent  coils  to  be  read  on  the  scale 
below,  where  they  are  engraved  and  read  each  way,  beginning 
at  opposite  ends  of  the  scale.  The  second  terminal  of  the  gal- 
vanometer is  connected  to  the  resistance  x;  and  the  positive  pole 
of  the  battery,  as  well  as  the  distant  end  of  the  cable,  are  con- 
nected to  earth.  This  arrangement,  in  reality,  is  the  same  as 
that  shown  in  fig.  555,  since  the  earth,  in  consequence  of  the  low 
resistance,  may  be  considered  as  the  point  of  contact  between  a 
and  X, 

To  make  a  test  and  find  the  value  of  a  and  i,  upon  which  that 
of  X  depends,  it  is  only  necessary  to  slide  the  spring  r,  fig.  556, 
along  the  contact  pieces  of  the  coils,  until  the  needle  stands  on 


W 


Fig.  568. 


zero ;  then,  as  the  indications  are  double,  and  numbered  in  oppo- 
side  directions,  the  readings  corresponding  to  the  contact  of  the 
spring  with  the  coils  at  once  gives  the  values  of  a  and  b  without 
calculation.  The  box,  as  usually  constructed,  contains  one  hun- 
dred coils  of  1,000  ohms  eacfti,  so  that  the  total  resistance  a  -)-  ^ 
is  equal  to  100,000  ohms. 

It  will  readily  be  .seen  that  resistances  grouped  as  above  will 
not  answer  well  for  practical  purposes.  It  consequently  becomes 
necessary  to  provide  some  means  for  obtaining  subdivision  of 
each  1,000  ohms.  Mr.  Varley  has  effected  this  end  by  adding  a 
series  of  coils,  a'  &',  fig.  558,  to  the  first  and  making  the  num- 
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ber  of  the  latter  101  instead  of  100,  as  in  the  former  arrangement 
The  slide  r,  which  connects  with  the  terminal  pieces  of  these 
coils,  instead  of  being  single,  as  in  fig.  556,  is  double,  and  con- 
structed ii;  such  a  way  as  to  leave  between  the  contacts  touched 
two  free  coils,  which  thus  become  combined  in  multiple  arc, 
with  the  entire  series  a'  V  representing  the  same  value ;  the  latter 
series  being  composed  of  100  coils  of  20  ohms  each.  It  thus 
becomes  easy,  by  means  of  a  second  movable  contact  spring  r^, 
carried  by  a  guide,  as  in  the  first  case,  to  determine  on  the  new 
scale  which  of  the  coils  corresponds  to  the  resistance  sought,  and 
in  this  manner  the  value  of  the  latter  can  be  ascertained  to  within 
ten  ohms  of  approximation. 

It  will  be  seen  that  the  branch  established  between  the  first 
series,  a  b,  and  the  second  series,  a'  b\  diminishes  the  resistance 
of  the  coils  included  between  the  two  points  of  contact  one  half ; 
or,  in  other  words,  that  the  joint  resistance  of  the  two  coils  and 
the  series  a' i' is  1000  ohms,  which  is  just  equal  to  the  resistance 
of  a  single  large  coil.  The  two  series  of  coils  combined,  there- 
fore, do  not,  in  reality,  represent  a  greater  resistance  for  the  por- 
tion a  -{-b  oi  the  diagram  abRx  (fig.  556)  than  the  whole  of 
Thomson's  bridge,  but  they  enable  us,  when  combined  in  this 
manner,  to  obtain  readings  on  the  galvanometer  over  100  X 100 
or  10,000  subdivisions  instead  of  100,  as  with  the  single  series 
of  coils.  The  above  combination  is  the  one  that  was  employed 
for  measuring  the  resistance  of  the  Atlantic  cable  during  its 
immersion. 

As,  in  using  this  apparatus,  a  little  calculation  is  required  in 

order  to  arrive  at  the  numerical  value  of  cc,  which  is  equal  to 

R  a  it  has  been  found  desirable,  for  rapid  execution,  to  make 

b  ^ 

the  instrument  itself  furnish  the  ratio  y  in  multiples  or  submul- 

tiples  of  10 ;  the  resistance  of  x  can  then  be  seen  at  a  glance,  and 
calculation  altogether  avoided. 

Mr.  Varley  has  attained  this  result  by  means  of  the  arrange- 
ment represented  in  fig.  559.  In  this  combination  the  resistance 
R  of  Varley  and  Thomson's  bridge  is  replaced  by  the  system  a  i, 


Digitized  by  CjOOQ IC 


990      THE  MEASUREMBNT  AND  TESTING  OF  SUBMARINE  CABLES. 

a'  y  (fig.  559),  of  which  we  have  abeady  spoken ;  and  a  third 
series  of  coils,  c  (2,  along  which  slides  a  spring  e,  in  connection 
with  the  galvanometer,  represents  the  resistance  of  a  +  6  as  in 
Thomson's  bridge.  In  this  manner  the  sensibility  of  the  appa- 
ratus can  be  regulated  under  known  conditions  which  are  such 
as  to  furnish  a  constant  for  the  ratio  ^  in  the  equation 

h 

_   Rg 
*-      6  • 

For  greater  clearness  in  what  is  to  follow  we  will  represent 
(fig.  560)  the  theoretical  arrangement  of  the  new  bridge  reduced 


Fig.  669. 


to  its  simplest  form.  In  this  figure,  when  the  needle  of  the  gal- 
vanometer arrives  at  zero  in  consequence  of  a  displacement  of 
the  terminal  %  of  the  galvanometer  circuit,  the  other  end  of  the 
same  circuit  occupying  the  position  m  on  c  (i,  we  have 

a:  c  =  6  +  x:  d; 

whence  ^  ,  d  d     ^ 

0-4-^  =  0  —  or  aj  =  a —  —  o, 
c  c 

and  we  find  the  ratio  -  immediately  by  noting  the  place  occupied 

by  the  spring  e  (fig.  559)  on  the  scale  c  d  In  Mr.  Varley's  appa- 
ratus the  resistance  coils  of  the  series  c  d  are  fourteen  in  number, 
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and  arranged  in  the  following  manner,  their  total  resistance  being 
100,000  ohms : 


€  - 


•1 

• 

— 

1000000 

•9 

• 

100000 

90 

• 

10000 

89-9 

• 

1000 

890-2 

• 

100 

8100-8 

• 

-i— 

10 

40909-1 

• 

1 

'  40909-1 

• 

01 

8100-8 

• 

001 

890-2 

• 

0001 

89-9 

• 

-» 

00001 

90 

• 

000001 

-9 

• 

— 

0000001 

•1 

• 

100,000-0 

As  will  be  seen  above,  the  series  presents  two  symmetrical 
periods — an  increasing  and  a  decreasing  one — and  these  repre- 
sent the  two  sides,  c  and  d  of  the  lozenge,  abed  (fig.  560). 

When  the  galvanometer  circuit  makes  contact  with  the  middle 
point  of  the  two  series,  that  is,  when  on  contact  1  the  side  c  is 
equal  to  rf,  each  containing  50,000  ohms  resistance,  consequently 

the  ratio  i[,is  equal  to  1.    When  on  the  contact  10  the  side  c  has 

c 
a  resistance  of  only  9090*0  ohms,  while  d  has  had  its  resistance  in- 
creased to  90909*1,  and,  consequently  the  ratio  ^  is  now  equal  to 

c 

10.  In  the  same  way,  if  the  slide  connecting  with  the  galvan- 
ometer circuit  is  placed  on  the  contact  marked  1000,  the  side  c 
will  have  a  resistance  of  99*9  ohms  only,  while  d  will  have  in- 
ci-eased  to  99900 1  ohms ;  in  this  instance,  therefore,  the  ratio 
will  be  1000.     Again,  bj  moving  the  slide  on  the  contacts  of  the 
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lower  numbers,  it  will  be  found  that  on  "OOl  the  side  d  has  a 
resistance  of  99*9  and  c  999001  ohms,  which  gives  for  the  ratio 
f  .001,  and  so  on  for  the  other  contacts. 

We  thus  see  that  the  above  arrangement  enables  us  to  find  the 

ratio  of  ^without  any  calculation  whatever,  these  being  given  by 

c 
numbers  corresponding  to  the  contacts,  consequently  the  opera- 
tion for  determining  the  value  of  x  consists  simply  in  reading 
the  value  of  a  and  b  from  the  scales  a  i,  a'  i',  which  are  num- 
bered in  opposite  directions,  as  before  remarked  ;  to  a  are  then 
added  as  many  ciphers,  or,  from  it  as  many  places  are  pointed 
off  as  are  indicated  by  the  readings  opposite  the  points  in  con- 
tact upon  the  scale  c  d,  and  from  this  product  b  is  subtracted. 


When  arranged  as  in  the  above  manner,  the  apparatus,  be- 
sides being  extremely  simple,  relieves  the  observer  of  the 
labor  of  computation,  and  is,  at  the  same  time,  capable  of 
measuring  very  high  as  well  as  very  low  resistances,  it  being  only 
necessary  to  move  the  slide  of  the  scale  c  d  successively  over  the 
contacts  of  the  ascending  series,  1  to  1,000,000,  to  adapt  it  U>  the 
measurement  of  resistances  of  any  considerable  magnitude  ;  this 

will  readily  appear  from  the  fact  that  the  ratio_^,  by  which  a  is 

e 
multiplied,  increases,  in  this  case,  from  1  to  1,000,000.     Suni- 

larly,  by  moving  the  slide  over  the  decreasing  series  1  to  "000001, 

the  apparatus  becomes  as  perfectly  adapted  to  low  resistance 
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measurements,  the  ratio  being  now  a  decimal  fraction  instead  of 
a  multiple  of  10,  as  in  the  fonner  casa 

When  we  wish  to  measure  resistance  less  than  a,  c  should,  of 
course,  be  greater  than  d.  We  may  then  neglect  the  term  i,  as 
in  such  cases  the  cable  to  be  measured  is  so  short  that  the  intro- 
duction of  this  quantity  has  no  appreciable  influence. 

For  most  factory  and  laboratory  measurements,  as  well  as  for 
testing  submerged  cables,  an  electrometer  is  often  advantageously 
employed  in  place  of  the  galvanometer,  especially  in  localities 
where  the  inductive  action  of  machinery  in  motion  is  liable  to 
interfere  with  the  scale  readings.  It  may  also  be  used  in  con- 
nection with  the  galvanometer,  and  it  is  all  but  indispensable  in 
locating  faults  by  observing  the  potentials  at  different  points  in 
the  line.   One  of  the  simplest  methods  of  doing  this  is  as  follows : 

One  pole  of  a  battery  at  a  terminal  station  is  connected  to 
earth,  and  the  other  to  one  side  of  an  unplugged  rheostat,  the 
opposite  side  of  which  is  joined  to  the  defective  conductor  whose 
distant  end  is  insulated  Under  these  conditions  the  potential 
will  fall  regularly  from  a  maximum  at  the  junction  of  the 
rheostat  and  battery  to  a  minimum  at  the  fault ;  at  this  point, 
and  at  the  distant  end  of  the  line,  the  potentials  are  presumed 
to  be  alike.  We  have,  therefore,  only  to  measure  this  quantity 
on  each  side  of  the  rheostat,  and  at  the  distant  end  to  obtaiji  data 
for  locating  the  fault 

Galling  the  potentials  on  each  side  of  the  rheostat  P  and  P^, 
P  being  the  highest,  and  that  at  the  distant  station  p^  the  un- 
plugged resistance  R,  and  that  of  the  line  to  the  fault  x,  wo 
have 

P  — P':  R  =  P»  — pra 

and  from  this  is  derived  the  general  formula : 

(P>-p)R 

z  — , 

p_-pl 

which,  divided  by  the  mileage  resistance  of  the  line,  gives  the 
distance  to  the  fault 
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We  have  already  referred  to  the  Peltier  electrometer,  in  Chap 
XXVI,  when  speaking  of  the  insulation  measurements  of  sub- 
marine cablea  We  will  now  give  a  brief  description  of  Sir 
William  Thomson's  improved  quadrant  electrometer,  an  instru- 
ment which  that  distinguished  scientist  has  brought  to  a  very 
high  degree  of  perfection.  Fig.  561  gives  a  general  view  of  the 
instrument,  the  principal  parts  of  which  are  the  jar,  the  needle 
and  reflecting  system,  four  pairs  of  quadrants,  un  auxiliary 
electrometer  or  gauge,  for  enabling  the  experimenter  to  know 
whether  the  needle  is  maintained  at  a  constant  degree  of  electri- 
fication, and  a  small  inductive  apparatus,  termed  the  replen- 
isher,  by  means  of  which  the  potential  of  the  jar  can  be  raised 
or  lowered  as  occasion  requires.  By  far  the  greater  bulk  of  the 
instrument  is  the  jar,  of  white  flint  glass.  This  is  supported  on 
three  legs  by  a  brass  mounting,  cemented  round  the  outside  of 
its  mouth.  The  latter  is  closed  by  a  plate  of  stout  sheet  brass, 
with  a  lantern-shaped  cover  standing  over  a  wide  aperture  in  its 
centre.  Beneath  the  cover,  and  within  a  circular  metallic  box, 
cut  twice  at  right  angles,  so  that  the  separate  parts  form  quad 
i-ants  a,  J,  c,  rf,  fig.  562,  is  placed  a  thin  alumnium  needle  n, 
whose  shape  somewhat  resembles  that  of  a  double  canoe  paddle. 
The  needle,  at  its  centre,  is  rigidly  fixed  to  an  axis  of  stiff 
platinum  wire  (fig.  568)  in  a  plane  perpendicular  to  itself.  At 
the  top  end  of  the  wire  a  small  cross  piece  y  is  fixed,  to  the  ex- 
tremities of  which  are  attached  the  lower  ends  of  two  suspending 
silk  fibres,  the  other  ends  being  wound  upon  two  pins,  c  d,  which 
may  be  turned  in  their  sockets  by  a  square  pointed  key.  By 
this  means  the  tension  of  the  fibres  can  be  equalized  and  the 
needle  caused  to  stand  midway  between  the  upper  and  under 
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surfaces  of  the  quadrants.  The  two  silk  fibres  form  what  is 
termed  the  bifilar  suspension,  which  has  now  superseded  the 
single  fibre  and  magnets  of  the  original  instruments.  In  the 
earlier  forms  a  magnetic  adjustment  similar  to  that  in  the  mirror 
galvanometer  was  employed  to  bring  the  needle  to  zero,  but  the 
bifilar  suspension  has  been  found  to  secure  this  rei^lt  in  a  much 
more  advantageous  way.  The  pins  c  d  are  pivoted  in  blocks 
carried  by  springs  e/  to  allow  them  to  be  shifted  horizontally 
when  adjusting  the  position  of  the  points  of  suspension.  The 
ends  of  the  screws  a  i,  which  traverse  these  blocks,  rest  against 


Fig.  561. 

the  fixed  plate  behind,  so  that  when  either  is  turned  in  the 
direction  of  the  hands  of  a  watch,  the  neighboring  point  of  sus- 
pension  is  brought  forward,  and  conversely.  The  needle  may 
thus  be  bix)ught  to  lie  in  such  a  position  that  the  quadrants  are 
symmetrically  placed  about  it  Finally,  by  turning  the  conical 
pin  h  (which  passes  between  the  two  springs  and  screws  into  the 
plate  behind)  to  the  right  or  left,  the  points  of  suspension  are 
made  to  recede  from  or  approach  each  other,  and  thus  the  sensi- 
tiveness of  the  needle  is  decreased  or  increased,  within  certain 
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limits,  At  pleasure.  Just  below  the  cross  piece  y  is  fixed  the 
mirror  rw,  which  reflects  the  movements  of  the  needle  upon  a 
scale  placed  in  front.  The  needle  itself  is  electrically  connected 
with  sulphuric  acid  in  the  bottom  of  the  jar,  by  means  of  a  fine 
platinum  wire  hanging  from  its  lower  side,  and  kept  sti'etched 
by  a  platinum  or  leaden  weight  below  the  surface  of  the  liquid. 
It  will  thus  be  seen  that  the  charge  of  the  jar  is  communicated 
to  the  needle,  and  the  higher  the  charge  the  more  sensitive  the 


ify.562. 


Firj,  563. 

needle  becomes.  The  acid  serves  a  double  purpose;  it  keeps 
the  air  dry  within  the  jar,  and  forms  also  the  interior  coating 
of  the  same.  As  the  wire  which  di]  s  into  the  acid  passes 
through  the  guard  tube  t,  any  great  lateral  deviation  of  the  needle 
and  its  appendages  is  prevented,  and  liability  to  accident  thereby 
much  reduced,  while  at  the  same  time  the  whoje  reflecting  sys- 
tem has  perfect  freedom  of  motion  round  a  vertical  axis  The 
replenisher  and  auxiliar}'  electrometer  are  not  shown  in  the 
figure.     Two  electrodes  or  terminals,  -f-  and  — ,  fig.  561,  connect 
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with  the  quadrants,  opposite  pairs  of  which  are  metallically  con- 
nected by  wires,  w  w  (fig.  562),  and  insulated  from  the  rest  of  the 
instrument  by  glass  stems  projecting  downward  from  the  top  of 
the  jar.  The  third  electrode  seen  in  fig.  561  serves  to  charge 
the  jar.  Lateral  and  micrometric  movements  of  the  quadrants 
are  both  used  for  varying  the  adjustment  of  the  instrument,  and 
in  some  of  the  latest  forms  an  induction  plate  has  been  added, 
which  permits  the  instrument  to  be  used  for  a  greater  range  of 
measurement.  A  pamphlet  containing  clear  and  minute  direc- 
tions for  performing  all  the  necessary  adjustments,  charging, 
cleaning  the  works  and  preparing  sulphuric  acid,  etc.,  accom- 
panies each  instrument 

THE   CONSTRUCTION   OF  CONDENSERS. 

Condensers  are  much  used  for  comparing  the  electro-static 
capacity  of  cables  and  electro-motive  force  of  batteries,  for  joint 
testing,  and  for  obviating  the  effects  of  earth  currents  in  sub- 
merged cables.  They  are  usually  made  of  tin  foil  and  various 
insulating  substances.  In  Varley's  condensers  alternate  sheets 
of  very  thin  (silver)  paper  saturated  with  paraffin,  and  tin  foil  are 
used.  Clark  uses  tin  foil  and  sheets  of  thin  mica  coated  with 
paraffin  or  shellac.  Specially  prepared  gutta-percha,  containing  a 
large  proportion  of  shellac,  is  also  employed  to  insulate  the  sheets 
of  foil  or  metaUic  plates,  and  air  has  been  suggested  for  the  same 
purpose — the  latter  with  special  reference  to  standard  condensers, 
but  the  inconveniences  attending  its  use  is  such  that  it  is  now 
rarely  employed.  The  electro-static  capacities  of  condensers  are 
expressed  in  microfarads.  The  best  mode  of  constructing  a 
condenser  is  to  cut  up  the  tin  foil  into  sheets  of  the  size  desired, 
and  to  make  of  them  two  piles  like  the  leaves  of  a  book,  the  one 
which  will  represent  the  outer  coating  of  a  jar  containing  one 
sheet  more  than  the  other,  which  represents  the  inner  coating ; 
upon  the  extreme  end  of  each  of  these  piles  place  a  tinned  wire 
or  strip  of  metal,  and,  by  means  of  a  soldering  iron,  run  all  the 
edges  together,  so  as  to  make  a  perfect  metallic  connection.  These 
books  of  tin  foil  should  be  well  baked  and  warmed  when  about 
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to  be  used,  to  drive  off  all  moisture  from  the  surfaces  of  the 
metal,  and  it  is  well,  also,  to  rub  each  leaf,  as  it  is  laid  down^ 
with  a  warm,  dry  cloth.  Cut  sheets  of  paper  large  enough  to 
allow  a  margin  of  at  least  an  inch  round  three  sides  of  the  foil. 
The  paper  should  be  thin,  not  highly  glazed,  and  should  show 
no  acid  reaction  by  reddening  when  moistened  with  a  neutral 
solution  of  litmus.  A  very  superior  quality  of  paper  is  manu- 
factured expressly  for  this  purpose  by  Messrs.  Crane  &  Co.,  of 
Dalton,  Mass.,  which  is  used  by  the  Western  Union  Telegraph 
Company.  The  paper  should  be  baked  thoroughly  dry,  placed 
in  a  vessel  of  paraffin  kept  well  over  its  melting  point,  and  then 
drained,  sheet  by  sheet,  as  smoothly  as  possible.  A  well  baked 
piece  of  wood,  of  the  same  size  or  larger  than  the  paper,  is  laid 
upon  a  table,  its  face  soaked  with  paraffin,  and  a  sheet  or  two  of 
paper  laid  upon  it ;  upon  this  is  laid  the  outer  pile  of  foil  with 
its  soldered  end  somewhat  projecting,  and  all  its  leaves  turned 
back  except  the  lowest  one,  which  is  to  be  rubbed  smoothly  out 
on  the  paper ;  lay  over  this  two  sheets  of  paper,  and  on  the  top 
of  this  the  other  book  of  foil,  so  placed  that  it  lies  exactly  over 
the  first  sheet,  excepting  for  the  margins  at  the  opposite  ends  ; 
turn  back,  as  with  the  other,  all  its  leaves  except  the  first,  and 
upon  this  place  two  sheets  of  paper ;  continue  this  process,  laying 
back  upon  the  paper  sheets  of  foil  from  the  books  alternately, 
and  between  each  foil  two  sheets  of  paper ;  when  the  whole  are 
in  place  cover  with  two  or  three  sheets  of  paper  and  a  board  like- 
the  first  The  whole  should  then  be  compressed  by  clamps  or  by 
screws  passing  through  the  two  boards,  and  warmed  up  to  the  melt- 
ing point  of  paraffin,  increasing  the  pressure  to  drive  out  all 
excess.  The  first  board  should  be  provided  with  a  binding  screw 
at  each  end,  to  which  the  wire  of  the  corresponding  set  of  foils  is 
soldered.  It  is  desirable  to  keep  a  delicate  galvanometer  and  a 
battery  in  circuit  through  these  screws,  so  that  if  by  any  accident 
or  defect  a  contact  or  circuit  is  completed  during  the  process,  the 
galvanometer  wiD  at  once  show  it  Paper  thoroughly  dried, 
coated  with  or  dipped  into  thin  shellac  varnish,  and  again  dri<3d, 
may  be  used  instead  of  the  paraffined  paper,  or  thin  sheets  of 
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ebonite,  gutta  percha  or  mica.     It  is  exceedingly  difficult  to  pre- 
pare a  condenser  which  will  not  lose  its  charge. 

STEARNS'S     APPARATUS    FOR   MEASURING    RESISTANCE    OF 
TELEGRAPH   WIRE. 

Fig.  564  represents  an  apparatus  designed  and  employed  by 
Mr.  Joseph  B.  Stearns  for  measuring  the  resistance  of  telegraph 
wire  at  the  manufactory,  a  and  a'  are  A  shaped  steel  contact 
supports,  over  which  the  wire  whose  resistance  is  to  be  measured 
is  drawn  by  a  winding  drum.  I  and  r  are  weighted  levers  for 
keeping  the  wire  in  connection  with  the  contact  points.  A  B 
C  D  are  the  four  sides  of  the  bridge.  G  is  a  galvanometer,  one 
terminal  of  which  is  attached  to  the  junction/  of  the  sides  A  B, 
the  other  terminal  being  connected  with  a  vernier  sliding  upon 
the  graduated  scale  S,  and  carrying  a  rider  for  making  contact 
between  the  bridge  wire  b  and  the  sides  0  D  of  the  balance. 
k  and  k'  are  wires  connecting  the  contact  pieces  a  and  a'  with  the 
branch  B  of  the  balance,  t  and  t^  are  wires  connecting  a  standard 
resistance  r  with  the  branch  A  of  the  balanca  E  is  a  battery 
attached  to  the  terminals  T  T  of  the  balance. 

The  standard  resistance  r  is  made  equal  to  that  of  a  definite 
length  of  the  wire  to  be  tested,  say  one  tenth  of  an  ohm,  and  is 
composed  of  wire  of  the  same  size  and  quality  as  that  which  is 
being  tested,  and  is  placed  in  the  same  room  with  and  near  the 
latter,  that  both  may  be  equally  affected  by  changes  of  tempera- 
ture. 

The  measuring  apparatus  must  necessarily  be  situated  at  sotne 
distance  from  the  place  where  the  wire  is  handled,  to  prevent 
the  constantly  changing  masses  of  wire  and  the  jar  of  the 
machinery  from  influencing  the  galvanometer.  The  two  sets  of 
leading  wires  i  i'  and  A  ^  are  of  the  same  size,  length  and  quality, 
each  set  having  a  joint  resistance  of  say  four  tenths  of  an  ohm, 
and  are  so  placed  as  to  be  equally  subjected  to  changes  of  tem- 
perature. The  total  resistance  in  each  side  of  the  balance  is  thus 
made  five  tenths  of  an  ohm ;  and  when  the  vernier  is  placed  at 
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zero  of  the  scale  and  the  battery  circuit  is  closed,  no  current 
passes  through  the  galvanometer. 

Suppose,  for  example,  we  desire  to  measure  the  resistance  of  a 
No.  8  iron  wire,  the  maximum  resistance  of  which  must  not  ex- 
ceed 16  ohms  per  mile.  The  contact  points  a  and  a'  are  for  con- 
venience placed  at  such  a  distance  that  the  resistance  of  the 
length  of  wire  between  them  shall  be  a  definite  unit,  say  one  tenth 
of  an  ohm.     This,  for  the  quality  and  size  of  wire  above  men- 

E 
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tioned,  would  be  precisely  88  feet  In  other  words,  if  the  resist- 
ance of  one  mile,  or  5,280  feet  of  wire,  equals  16  ohms,  then  the 
resistance  of  83  feet  of  such  wire  would  equal  one  tenth  of  an 
ohm. 

The  end  of  the  wire  bom  a  bundle  to  be  tested  is  now  drawn 
from  the  reel  through  the  contact  points  a  a'  and  to  the  winding 
drum.     While  the  workmen  are  attaching  the  end  of  the  wire  to 
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the  drum,  the  person  in  charge  of  the  measuring  instruments 
observes  that  the  needle  of  his  galvanometer  does  not  stand  at 
zero,  and  he  moves  the  vernier  to  the  right  or  left,  as  the  case 
may  be,  until  the  desired  equilibrium  is  obtained.  If  the  vernier 
has  been  moved  five  divisions  to  the  right,  and  the  whole  scale 
is  divided  into  six  hundred  equal  parts,  it  will  be  manifest  that 
the  resistance  of  the  tested  wire  is  less  than  that  of  the  standard, 
and  a  simple  calculation  will  show  how  much  less  it  is ;  thus 
305  :  295  : : .  1 :  .0967  X 10  X  ^  6  =  15.47  ohms  per  mile  ;  or,  if  the 
vernier  has  been  moved  one  division  to  the  left,  then  299  :  801  : : 
.1 :  .10066  X  10  16  =  16.105,  and  shows  that  the  wire  has  a 
resistance  of  16.1  ohms  per  mile,  and  is  to  be  rejected. 

The  scale,  instead  of  being  divided  arbitrarily,  may,  with 
advantage,  be  so  divided  as  to  show  definite  d^rees  of  increase 
or  decrease  in  the  resistance  of  the  tested  wire ;  for  example,  one 
division  of  the  scale  may  correspond  with  an  increase  or  decrease 
of  one  tenth  of  an  ohm  per  mile  in  the  tested  wire.  When  the 
scale  is  thus  adjusted,  it  is  only  necessary  to  observe  the  position  of 
the  vernier  upon  the  scale  to  know  exactly  the  resistance  of  the 
wire  per  mile. 

By  placing  a  delicate  polarized  relay  in  the  bridge  wire,  and 
using  a  battery  of  somewhat  greater  strength,  the  apparatus  may 
be  made  to  automatically  report  to  the  person  in  charge  of  the 
wire  room  any  defect  or  undue  resistance  of  the  tested  wire  by 
ringing  a  bell,  or  by  tripping  a  magnetic  escapement  or  detent  to 
stop  the  winding  drum,  by  shifting  the  belt,  or  otherwise.  When 
so  arranged  the  services  of  an  observer  in  the  instrument  room 
may  be  dispensed  with. 

Mr.  Steams  measured  nearly  one  thousand  miles  of  wire  with 
the  above  described  apparatus,  with  such  minute  accuracy  that 
the  variation  of  the  thousandth  part  of  an  ohm  was  always 
detected. 

SPECIFICATION    FOR   GALVANIZED    IRON    TELEGRAPH  WIRK   FOR 
THE   WESTERN   UNIOX  TELEGRAPH  COMPAXY. 

1.  The  wire  to  be  soft  and  pliable,  and  capable  of  elongating 
16  per  cent,  without  breaking,  after  being  galvanized. 
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2.  Great  tensile  strength  is  not  required,  but  the  wire  must  not 
break  under  a  less  strain  than  2.5  times  its  weight  in  pounds  per 
mile.  Tests  for  tensile  strength  will  be  made  by  direct  appliance 
of  weight,  or  by  means  of  a  single  lever,  at  the  option  of  the  in- 
specting officer. 

8.  Tests  for  ductility  will  be  made  as  follows :  The  piece  of 
wire  will  be  gripped  by  two  vises,  6  inches  apart,  and  twisted. 
The  twists  to  be  reckoned  by  means  of  an  ink  spiral  formed  on 
the  wire  during  torsion.  The  full  number  of  twists  must  be  dis- 
tinctly visible  between  the  vises  on  the  6  inch  pieca  The  num- 
ber of  twists  in  a  piece  of  6  inches  in  length  not  to  be  under  16. 

4.  The  electrical  resistance  of  the  wire  in  ohms  per  mile,  at  a 
temperature  of  60^  Fahrenheit,  must  not  exceed  the  quotient  of 
the  constant  number  5500  when  divided  by  the  weight  of  the 
wire  in  pounds  per  mile.  Examples  :  A  wire  weighing  560  lbs. 
per  mile  (No.  6)  should  have  a  resistance  not  exceeding  6600  H- 
660  =  10  ohms  per  mile.  A  wire  of  888  Iba  per  mile  (No.  8) 
should  have  a  resistance  not  exceeding  5600  -r-  888  =  14.1  ohms 
per  mile.  A  wire  of  886  lbs.  per  mile  (No.  9)  should  have  a 
resistance  not  exceeding  5600  H-  835  =  16.4  ohms  per  mila 

6.  The  wire  to  be  cylindrical  and  free  from  scales,  inequali- 
ties, flaws,  sand  splits  and  all  other  imperfections  and  defects. 
Each  coil  must  be  warranted  not  to  contain  any  weld,  joint  or 
splice  whatever  in  the  rod  before  drawn. 

6.  It  is  desired  to  obtain  the  wire  in  coils,  all  of  one  piece,  of 
about  160  lbs.  each.  If  this  cannot  be  undertaken,  the  con- 
tractor may  tender  for  the  supply  of  wire  with  two  pieces  only 
to  the  coil,  joined  by  the  ordinary  twist  joint  and  carefiiDy  sol- 
dered. It  should  be  stated  in  the  tender  whether  there  will  be 
one  or  two  pieces  in  each  coil. 

7.  The  wire  must  be  well  galvanized  and  capable  of  standing 
the  following  test :  The  wire  will  be  plunged  into  a  saturated 
solution  of  sulphate  of  copper,  and  permitted  to  remain  one 
minute,  and  then  wiped  clean.  This  process  will  be  performed 
four  times.  If  the  wire  appears  black  after  the  fourth  immer- 
sion, it  shows  that  the  zinc  has  not  been  all  removed,  and  that 
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the  galvanizing  is  well  done;  but  if  it  has  a  copper  color  the 
iron  is  exposed,  showing  that  the  zinc  is  too  thin. 

COMPOUND  WIKE. 

At  the  present  time  a  great  deal  of  compound  wire  is  coming 
into  use  on  telegraph  lines,  and  it  frequently  becomes  desirable 
to  know  what  amount  of  copper  by  weight  per  mile  will  be  re- 
quired to  form  a  wire  of  a  given  resistance,  the  mileage  resist- 
ance of  steel  being  known.  This  can  readily  be  ascertained  fix>m 
the  joint  resistance  formula : 

Calling  the  resistance  of  the  given  steel  wire .  S, 

That  of  the  copper. C, 

And  the  resistance  which  the  wire  is  to  equal,  R 
We  have  from  the  above  formula 

CS 

"c  +  s 

and  from  this  we  find  the  copper  resistance  to  be 

RS 


C  = 


S  — R 


Knowing  now  the  resistance  of  the  copper  it  is  only  necessary 
to  divide  the  constant  871*786  thereby,  and  the  quotient  will  be 
the  weight  of  copper  sought  in  pounds.  An  example  will  make 
this  clear : 

Suppose  the  resistance  of  the  steel  to  be  68*2  ohms  per  mile, 
and  that  we  want  a  wire  of  16  ohms  resistance,  how  much 
copper  must  be  deposited  on  the  steel  to  give  us  the  conductivity 
sought? 

16  X  53-2 

From  the  formula,     C,  the  copper  resistance,  = =  209  ohms. 

53-2— 16 
871-786 

and  =  ^^''^  Itw.,  the  weight  required. 

20-9 

In  table  IV,  column  VII,  will  also  be  found  the  weight  of 
copper  per  mile,  corresponding  to  the  resistances  in  column  XI. 
When  any  one  of  the  resistances  in  the  latter  column  is  the  same 
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as  the  resistance  found  for  the  copper,  a  simple  reference  to  the 
corresponding  line  in  column  VII  will  give  the  required  weight 
without  calculation. 

Sometimes  the  weight  only  of  the  steel  is  given,  certain 
weights  being  selected  so  as  to  give  proper  tensile  strength  for 
particular  purposes.  When  this  is  the  case  the  steel  resistance 
can  be  found  with  suflScient  accuracy  by  dividing  the  constant 
number,  6883,  by  its  weight  per  mile,  as  in  the  case  of  copper, 
6388  being  the  constant  or  weight  in  pounds  per  mile  ohm*  for 
steel,  as  871 '781  is  for  copper. 

♦  •• 

USEFUL  RECIPES. 

Amalgamating  Solution  for  Zincs.  —  Dissolve  one  part  (by 
weight)  of  mercury  in  five  parts  of  nitro-muriatic  acid  (one  part 
H  N  O3  to  three  paits  H  CL),  heating  the  solution  moderately 
to  quicken  the  action ;  and,  after  complete  solution,  add  another 
five  parts  of  nitro-rauriatic  acid.  It  is  best  to  use  but  a  small 
quantity  of  the  solution  at  a  tima  Apply  with  a  brush.  Dip- 
ping the  zincs  in  large  quantities  of  solution  exhausts  the  latter 
unnecessarily. 

Chatterton^s  Compound. — 

Stockholm  tar. 1  part    \ 

Resin 1     "       >  By  weight 

Gutta  Percha. 8  parts.  ) 

Shellac  Varnish  for  Glass. — ^Put  one  ounce  of  tjie  shellac  of 
commerce  into  a  wide  mouthed  eight  ounce  phial,  containing 
five  ounces  of  well  rectified  naphtha,  wood  or  spirit  Close  the 
bottle  with  a  cork,  and  let  it  stand  in  a  warm  place  until  com- 
pletely dissolved.  Shake  the  mixture  frequently,  and  pass  the 
fluid  through  a  paper  filter ;  add  rectified  naphtha  to  the  solution 
from  time  to  time,  in  such  quantities  as  will  enable  it  to  percolate 
through  the  filter.     Change  the  filter  when  necessary. 

•  See  note  to  table  VI. 
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Ebonite, — 100  parts  caoutchouc,  45  sulphur  and  10  gutta- 
percha. 

Insulating  Varnish  for  Paper, — Dissolve  one  ounce  Canada 
balsam  in  two  ounces  spirits  of  turpentine.  Put  into  a  bottle 
and  digest  at  a  gentle  heat     Filter  before  cold. 

Varnish  for  Silk — Boiled  oil,  6  ounces,  and  2  ounces  of  clear 
spirits  of  turpentine. 

Electrical  Cement — Harris  prefers  the  best  sealing  wax. 

Amalgam  for  Electrical  Machines. — Tin  1,  zinc  2,  mercury  4. 
Melt  the  zinc  and  tin  first,  pour  into  a  wooden  dish  and  add  the 
mercury  gradually. 

Solder* — For  line  wires^ — ^tin  1,  lead  1^- ;  or  tin  1,  lead  1. 

Marine  Olue,  much  used  in  Batteries. — ^Dissolve  1  part  of  india 
rubber  in  12  parts  of  benzole,  and  to  the  solution  add  20  parts 
of  powdered  shellac,  heating  the  mixture  cautiously  over  a  fire. 
Apply  with  a  brush. 

Solutions  for  Chemical  P^per. — 
No.  L  Nitrate  of  ammonia,  about  4  pounds. 

Ferri-cyan.  potassium   "     1  oz. 

Chun  tragacanth,  4  " 

Glycerine,  4  " 

Water,  1  gallon. 

No.  2.  Nitrate  ammonia,  2  lbs. 

Muriate      **  2    " 

Ferri-cyan.  potassium,  1  oz. 

Water,  1  gallon. 

Na  8.  Iodide  potassium,  ^  lb. 

Bromide      "  2   " 

Dextrine  or  starch,  1  oz. 

Water,  distilled,  1  gallon. 

*  Connections  in  apparatus  and  test  boxes  must  never  be  soldered  with  acids  or 
chloride  of  eina  These  liquids  cannot  be  entirely  removed,  and  will  corrode  the 
metal.  If  spilled  on  wood,  or  even  on  ebonite,  chloride  of  sine  never  dries,  and 
injures  the  insulation.    Resin  should  always  be  used. 
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Na  4,  160  parts  crystallized  nitrate  ammonia. 
6     "    ferro-cyan.  potassium,  and 
100     "    water. 
No.  5.       1  part  iodide  of  potassium,  and 
20  parts  starcb  paste  in 
40     "    water. 
No.  6.  Add  two  parts  nitric  acid  and  two  of  ammonia  to  a 
solution  of  prussiate  of  potash  in  water,  about  li|- 
oz.  to  the  gallon, 
Na  7.  1  part  f  erro-cyanide  of  potassium,  saturated  solution. 
1  part  nitrate  of  ammonia  "  " 

1  part  of  each  solution  to  two  parts  of  water. 

Of  the  above.  No.  1  may  be  considered  best  for  steady  work 
on  short  circuits,  being  also  of  comparatively  high  resistance,  it  is 
least  affected  by  leakages  from  other  lines. 

No.  2  is  much  more  sensitive  and  can  be  made  to  record  with 
the  faintest  trace  of  current,  it  is  therefore  well  adapted  for  long 
circuits. 

No.  8  is  highly  sensitive,  and  capable  of  the  most  perfect  and 
beautiful  work  at  an  extremely  high  rate  of  speed. 

Oement  for  Insulators. — Sulphur,  lead,  plaster  of  paris,  with  a 
little  glue  to  prevent  it  setting  quickly. 

MuirfieacPs  Cement — 8  Iba  Portland  cement,  8  lbs.  rough  sand, 
4  lbs.  smiths'  ashes,  4  lbs.  resin. 

Black  Oement — 1  lb.  rough  sand,  1  lb.  smith's  ashes,  2  lbs. 
resin. 

Siemens^s  Cement — 12  lbs,  black  iron  rust  or  iron  filings,  100 
lbs.  sulphur. 

Sealing  Faults  in  Fresh  Water  Cables. — When  the  poles  of  a 
battery  are  put  in  water,  the  latter  is  decomposed,  —  oxygen 
being  developed  at  the  -{-,  and  hydrogen  at  the  —  pole.  If  the 
+  electrode  is  copper,  it  will  be  oxidized  by  the  gas  formed 
on  its  surface,  and  this  oxide  is  a  very  bad  conductor.  By  putting 
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the  +  pole  of  a  battery  of  100  volts  to  one  end  of  a  leaky 
cable,  and  insulating  the  other,  the  fault  may  be  effectually 
sealed,  aud  the  cable  worked  through  as  if  no  fault  existed. 

DICTIONARY  OF  TECHNICAL  TBRMa 

The  following  is  intended  to  supply  concise  definitions  of 
terms  for  occasional  reference,  or  to  recall  their  full  explana- 
tion to  mind : 

Amalgamation, — Zinc  is  protected  from  waste  by  having  its 
surface  coated  with  mercury.     For  the  process  see  page  84. 

Battery. — A  combination  of  two  or  more  voltaic  cells  coupled 
together  in  series. 

Bridge^  Wheatstone^ s, — An  apparatus  for  measuring  resistances 
by  balancing  the  unknown  resistance  against  one  known  and 
capable  of  adjustment 

Celt — Each  separate  vessel  in  which  a  chemical  action  occurs^ 
by  which  electricity  is  capable  of  being  developed. 

Circuit,  Conductive, — The  wires,  instruments,  etc.,  forming  the 
path  for  the  passage  of  the  current 

Circuit,  Inductive, — The  term  applies  to  static  electricity ;  in- 
ductive circuits  are  partly  composed  of  insulating  material,  as 
air  or  condensers. 

Circuit,  Derived — When  part  of  a  circuit  is  divided  into  two 
or  more  parallel  branches  each  of  the  branches  is  called  a  derived 
circuit 

Circuit,  Combined. — In  telegraphy  two  or  more  circuits,  so  con- 
nected by  repeaters  or  otherwise  that  signals  in  one  are  repro- 
duced in  the  other. 

Circuit,  Metallic. — One  in  which  a  return  wire  is  used  instead 
of  the  earth,  as  when  two  wires  are  looped. 

Circuit,  Telegraphic. — That  connection  between  two  terminal 
stations  whereby  signals  can  be  passed  from  either  one  to  the 
other  without  mechanical  repeating  or  translating. 

Commutator. — Break,  contact-breaker,  and  circuit-changer  or 
switch.  They  are  of  many  forms,  according  to  the  purpose  re- 
quired. 
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Conductivity. — This  is  a  relative  term,  and  applies  to  that  in- 
herent property  of  any  substance  whereby  the  passage  of  elec- 
tricity through  it  is  effected  with  the  least  opposition ;  it  is  the 
reciprocal  of  resistance. 

OonductoTs, — Substances  which  most  freely  permit  electricity 
to  pass.  Formerly,  it  was  thought  that  substances  were  of  two 
distinct  classes,  conductors  and  insulators;  but  it  is  now  known 
that  the  difference  is  one  of  degree  only. 

Connectums. — ^Wires,  etc.,  completing  the  circuit  between  the 
lines  and  different  apparatus. 

Current — The  supposed  flow  or  passage  of  electricity  or  elec- 
trical force  in  the  direction  from  -f-  to  —  or  positive  to  negative. 
It,  therefore,  originates  at  the  zinc  surface  in  contact  with  the 
solution,  and  passes  from  the  zinc  to  the  copper  or  other  nega- 
tive element  in  the  liquid  of  the  battery,  but  from  the  negative 
element  to  the  zinc  in  the  external  circuit 

Current^  Reverse, — A  current  in  an  opposite  direction  to  the 
normal  current 

Currents^  Earth. — This  term  is  used  to  indicate  the  currents 
that  are  observed  in  a  circuit  partially  formed  by  the  earth, 
when  the  batteries  have  been  removed.  They  are  occasioned 
by  the  different  action  of  the  soil  on  the  earth  plates,  or  by  a 
difference  of  potential  in  the  earth  between  the  places  where  the 
wire  is  grounded. 

Deflection, — The  angle  or  number  of  degrees  through  which 
the  needle  of  a  galvanometer  moves  when  a  current  is  passing 
through  its  coils. 

Electrometer, — An  instrument  for  measuring  electric  potential 

Electromotive  Force, — The  force  which  developes  electric  ten- 
sion or  potential  In  ordinary  galvanic  batteries  the  E.  M.  F.  is 
set  up  by  the  attraction  of  the  zinc  for  an  acid  radical ;  its  degree 
depends  upon  the  force  and  number  of  such  chemical  affinities 
in  circuit,  and  inasmuch  as  there  are  also  opposing  affinities 
tending  to  develope  E.  M.  F.  in  the  opposite  direction,  the  actual 
force  depends  upon  the  excess  of  the  total  affinities  in  the  direc- 
tion of  the  current,  over  those  in  the  opposite  direction. 
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Oalvanometer. — An  instrument  for  measuring  currents. 

Induction, — The  name  given  to  eflEects  produced  outside  of  a 
force  exerting  body,  or  out  of  the  circuit  to  which  the  force  is 
directly  applied. 

Insulators. — Bodies  possessing  high  electrical  resistance.  All 
insulating  substances,  however,  allow  some  electricity  to  pass. 

Telegraphic  Insulators  are  the  glass,  porcelain,  or  vulcanite 
supports  for  the  wires,  which  tend  to  prevent  electrical  commu- 
nication between  the  latter  and  the  earth. 

Intensity, — The  old  term  for  the  properties  now  described  as 
electromotive  force  and  potential.  Batteries  were  said  to  be 
arranged  for  intensity  when  the  cells  were  coupled  together  in 
series. 

Measurement — See  Units. 

Negative, — ^In  the  battery,  the  copper,  carbon,  or  platinum 
plate. 

Ohm. — A  unit  of  resistance,  called  also  the  B.  A.  unit 

Ohm^s  Laws,  —Formula  devised  by  Ohm,  for  calculating  un- 
known electrical  magnitudes  from  certain  given  data.  The 
symbols  should  represent  fixed  units  to  obtain  definite  results. 
Putting  E  for  the  electro  motive  force,  R  for  resistance,  and  C 
for  current,  the  relations  are  represented  as  follows : 

Owrent  =  C  =  ^ 

R 

Beaistance  =  R  =  — 

0 
Electromotive  Force  =  E  =  C  X  R 

and  knowing  any  two  of  these  magnitudes  the  third  is  readily 
obtained. 

Polarization  of  Plates, — This  terra  is  applied  to  an  action  which 
occurs  whenever  the  current  passes  from  liquid  to  solid  conduc- 
tors ;  there  forms  on  the  surface  of  the  latter  a  film  different 
from  the  liquid,  by  which  there  is  not  only  a  greater  resistance 
introduced,  but  an  electromotive  force  is  generated,  opposing  that 
of  the  current,  so  that  if  suddenly  connected  to  a  galvanome- 
ter, and  the  main  circuit  broken,  a  reverse  current  will  be  main- 
tained for  some  time. 
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Poles, — The  wires,  plates,  etc.,  leading  from  the  battery ;  their 
name  is  the  opposite  of  that  of  the  plate  they  lead  from ;  thus 
the  zinc  is  the  positive  metal  or  element  of  the  battery,  but  the 
wire  leading  from  the  zinc  is  the  negative  pole. 

Positive. — In  the  battery,  the  zinc  plate. 

PoienU'al — A  word  used  to  indicate  a  condition  for,  or  tendency 
to  do  work,  DiflEerence  of  potential  is  a  difference  of  electrical 
condition,  in  virtue  of  which  work  is  done  by  positive  electricity^ 
in  moving  from  a  point  more  highly  electrified  to  one  electrified 
in  a  less  degree,  or  one  not  electrified  at  all.  The  idea  of  poten- 
tial essentially  involves  a  relative  condition  of  two  points,  so 
that  no  one  point  or  body  can  be  said  to  have  an  absolute  poten- 
tial, but  for  brevity  the  word  is  used  alone  to  denote  the  differ- 
ence between  the  electrical  condition  of  the  body  or  point  and 
that  of  the  earth,  which  is  assumed  to  be  zero. 

Peduced  Length, — A  term  sometimes  used  to  express  a  resist- 
ance in  the  terms  of  its  equivalent  length  of  wire  or  resistance. 

Resistance, — The  opposition  presented  by  the  circuit  to  the 
development  of  the  current  It  is  an  inherent  property  of  every 
substance,  varying  only  in  degree. 

Retardation. — A  term  applied  to  the  inductive  action  which 
reduces  the  rate  of  signaling  in  submarine  cables,  etc 

Rheostat — A  variable  artificial  resistance,  employed  for  measur- 
ing unknown  resistances. 

Secondary  Wire,  in  coils,  is  the  long  and  fine  wire  in  which  the 
induced  current  is  set  up  by  the  magnetic  reaction  of  the  core. 

Units, — The  various  bases  of  any  system  of  measurement 
Absolute  units  are  based  upon  the  units  of  mass,  length  and 
time — 1  gramme,  1  metre  and  1  second ;  the  fundamental  unit  is 
that  force  which  can  generate  a  velocity  of  one  metre  per  second, 
gravity  being  a  force  of  9*811  such  units.  The  centimetre  is 
also  used  in  place  of  the  metre.  For  practical  use  larger  units 
have  been  devised  by  the  British  Association,  viz : 

Electromotive  Force  and  Potential— The  volt=  10»  or  100,000 
absolute  units. 

Resistance.— The  ohm  =  10'  or  10,000,000  absolute  unita 
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Current — The  ampere,  -^  =  10  -  *  or  '01  absolute  unit  per 
second. 

Veber. — The  unit  of  current  (now  called  the  ampere). 
VoU, — The  unit  of  electromotive  force. 

Voltameter.-' An  apparatus  for  measuring  the  current  by  its 
chemical  action. 

Weight  per  Mile-ohm, — A  term  used  to  designate  in  pounds 
the  weight  of  metal  required  to  give,  for  a  mile  length  of  the 
material,  a  resistance  of  one  ohm. 

These  weights,  for  steel,  iron  and  copper  are,  as  follows : 

Steel,  as  used  in  compound  wire 6383  lbs. 

Iron,  such  as  supplied  to  the  W.  U.  Tel.  Co.   4884    " 
Copper,  pure 872    " 

By  dividing  the  above  weights  by  the  weight  per  mile  of  any 
given  wire  of  the  difierent  materials,  we  get  the  approximate 
mileage  resistance  of  such  wire  at  60^  Fahr.  in  ohms. 

CONSTRUCTION  OF   ELECTRO  MAGNETS. 

As  a  result  of  numerous  experiments,  the  following  dimen- 
sions are  recommended  for  ordinary  electro  magnets  to  be 
worked  with  tolerably  strong  currents.  The  length  of  core  to 
be  six  times  its  diameter ;  the  thickness  of  the  layer  of  wire 
with  which  the  bobbin  is  wound  to  be  equal  to  the  diameter  of 
the  core ;  the  core  to  project  to  a  distance  equal  to  half  ita  diam- 
eter from  the  bobbin ;  in  the  case  of  horseshoe  electro  mag- 
nets, the  quantity  of  iron  in  each  core  and  in  the  sole  plate  and 
armature  to  be  the  same  ;  and  the  width  of  the  armature  to  be 
equal  to  the  diameter  of  the  core.  In  the  case  of  electro  mag- 
nets to  be  worked  with  weaker  currents,  the  diameter  of  the 
cores  may  be  diminished  in  comparison  with  the  other  propor- 
tions. Short  electro  magnets  are  quicker  in  action  than  long 
ones ;  and  magnetized  soft  iron  acquires  and  loses  small  acces- 
sioi^s  of  magnetism  more  readily  than  if  in  the  neutral  state. 
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^The  electro-magnet  is  composed  of  a  magnetic  core,  or  cylinder 
of  iron ;  a  helix,  which  consists  of  an  insulated  conductor,  wound 
upon  a  bobbin,  and  surrounding  the  core,  and  an  armature,  a 
piece  of  iron,  usually  of  prismatic  form,  placed  transversely  in 
front  of  the  ends  of  the  core,  which  ends  are  termed  the  poles  of 
the  electro-magnet 

If  the  core  is  composed  of  a  straight  cylinder  the  electro- 
magnet is  termed  a  bar  magnet,  and  usually  acts  by  means 
of  one  of  its  poles  only,  but  if  the  core  is  bent  in  such  a 
manner  that  both  its  extremities  may  act  upon  the  same  armature, 
it  is  termed  a  horse  shoe  or  U  magnet.  The  same  result  may  also 
be  obtained  by  uniting  several  pieces  together.  Thus  two  cores 
of  iron  connected  together  by  a  yoke  or  bridge  piece  of  the  same 
metal,  each  core  being  surrounded  by  a  bobbin,  constitutes  an 


Fig.  564a.  Fi§,  664b. 

electro-magnet  with  two  branches,  this  being,  in  fact,  the  form  in 
which  electro-magnets  are  usually  constructed,  but  many  other 
forms  are  also  employed,  to  a  greater  or  less  extent  When  the 
electro-magnet  just  described  is  without  a  helix  or  coil  upon  one 
of  its  cores,  it  is  termed  a  single  coil  magnet  Figs.  564a  and 
5646  represent  two  forms  of  this  kind  of  electro-magnets. 

The  earliest  experiments  which  were  made  with  the  view  of 
improving  and  perfecting  the  electro-magnet,  demonstrated  that 
the  effective  force  of  an  electro-magnet  is  proportional  to  the 
strength  of  the  magnetizing  current  and  to  the  number  of  con- 
volutions in  the  magnetizing  helix  ;  and  that  in  order  to  produce 
the  most  advantageous  effect,  the  resistance  of  the  helix  should 

^Abstract  from  Expose  des  Application  de  rElectricite,  by  Ot  Th.  Du  Monoel 
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be  equal  to  that  of  the  portion  of  the  circuit  not  included  in 
the  helix. 

Subsequent  experiments  proved  that  a  mass  of  iron  is  suscep- 
tible of  a  certain  maximum  of  magnetization  only,  and  only  with- 
in certain  limits  is  the  force  of  the  electro-magnet  proportional 
to  the  square  root  of  the  diameter  of  the  iron  cores,  or  simply 
to  the  diameters,  if  we  take  into  account  their  action  on  the  ar- 
matures. These  experiments  also  proved  that  in  order  to  de- 
velop in  two  electro-magnets  of  different  diameters  the  same 
proportional  part  of  their  maximum  magnetism,  the  product  of 
the  current  multiplied  by  the  number  of  evolutions  must  be 
proportional  to  the  square  roots  of  the  cubes  of  the  diameters. 
A  still  later  series  of  carefully  conducted  experiments  showed 
that  the  magnetic  force  not  only  increases  as  the  square  root  of 
the  diameter  of  the  core,  but  is  also  proportional  to  the  square  of 
the  length.  The  attraction  which  results  from  this  force,  how- 
•ever,  diminishes  in  the  ratio  of  the  square  root  of  the  distance 
of  the  middle  or  neutral  point  of  the  core  from  the  armature. 

The  result  of  these  experiments  shows  that  the  attractive  force 
exerted  by  an  electro-magnet  upon  its  armature  is  proportional 
to  the  diameter  of  the  core  and  to  the  square  root  of  its  length. 

The  investigation  of  the  question  of  magnetic  saturation 
proves  that  the  maximum  of  saturation  depends  solely  upon 
the  mass  of  iron  contained  in  the  electro-magnet,  irrespective  of 
its  form;  and  that  the  maximum  degree  of  magnetization,  of 
which  a  mass  of  soft  iron  is  susceptible  under  the  influence 
of  the  electric  current,  is  more  than  five  times  as  great  as  that 
which  a  corresponding  mass  of  hardened  steel  is  capable  of 
retaining. 

When  the  electromagnet  exerts  its  attraction  on  an  armature 
of  soft  iron,  it  creates  a  new  magnet,  which,  reacting  in  turn  on 
the  first,  induces  a  similar  action,  thus  proving  that  the  attractive 
force  of  electro-magnets  is  proportional  to  the  square  of  the 
strength  of  current  for  a  like  number  of  convolutions,  and  to  the 
square  of  the  number  of  convolutions  for  like  strength  of  cur- 
rent    This  law  can,  however,  only  be  considered  as  rigorously 
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exact  when  the  electro-magnet  and  the  armature  contain  about 
the  same  mass,  and  their  magnetic  state  is  near  the  point  of 
saturation ;  that  is  to  say,  that  which  these  magnetic  pieces  would 
retain  if,  being  of  tempered  steel,  they  were  magnetized  to  a 
maximum.  We  will  only  add,  that  it  follows  from  the  preceding 
law,  that  if  the  strength  of  current  (acting  on  the  electro-magnet) 
and  the  number  of  convolutions  in  the  helix  vary  at  the  same 
time,  which  is  nearly  always  the  case,  since  by  increasing  the 
number  of  convolutions  without  changing  the  battery,  we  in- 
crease the  resistance  of  the  circuit,  the  attractive  force  of  the 
electro-magnet  becomes  proportional  to  the  square  of  the  strength 
of  current  multiplied  by  the  square  of  the  number  of  convolu- 
tions. When  the  electro-magnet,  instead  of  acting  on  an  arma- 
ture of  soft  iron,  exerts  its  action  upon  another  electro-magnet^ 
the  attraction  is  proportional  to  the  sum  of  the  products  of  the 
strength  of  current  by  the  number  of  convolutions  in  the  two 
helices.  Finally,  when  the  electro-magnet  acts  upon  a  steel 
armature  magnetized  to  saturation,  the  attractive  force  is  simply 
proportional  to  the  product  of  the  strength  of  current  by  the 
number  of  convolutions.  It  will  be  observed  at  the  same  time 
that  the  nature  and  diameter  of  the  wire  of  the  magnetizing 
helices  exert  no  influence,  provided  the  strength  of  current  does 
not  vary. 

In  the  laws  of  the  electro- magnet  which  have  thus  far  been 
summed  up,  the  armature  has  been  assumed  to  be  of  sufficient 
dimensions  to  render  it  capable  of  receiving  the  same  amount  of 
magnetism  as  the  core  itself — a  condition  which  is  necessary 
in  case  the  attraction  exerted  upon  the  armature  is  represented  by 
the  square  of  the  force  proper  of  the  electro-magnet.  In  oi'der 
that  the  law  may  hold  good  in  the  case  of  an  electromagnet 
which  has  arrived  at  its  maximum  point  of  saturation,  it  is 
evidently  necessary  that  this  armature  should  present  a  mass 
nearly  equal  to  that  of  the  core  which  is  directly  magnetized  by 
the  helix,  while  in  order  to  satisfy  the  conditions  of  the  law 
of  proportionality  of  the  forces,  with  respect  to  the  diameters 
and  lengths,  the  armature  should  be  of  about  the  same  dimen- 
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sions  as  the  elect3x>-magnet  Hence  we  arrive  at  the  conclusion 
that  the  maximum  of  force  of  which  an  electro-magnetic  system, 
composed  of  a  helix,  core  and  armature,  is  capable,  is  developed 
when  the  dimensions  of  the  two  latter  in  respect  to  their  length 
and  surface  are  equal. 

The  proportion  of  the  forces  to  the  diameters  indicates  that 
the  former  depends  more  upon  the  surfaces  than  upon  the 
magnetic  masses.  It  follows  from  this  principle,  that  if  a  second 
armature  is  attached  to  the  inactive  pole  of  a  straight  electro- 
magnet, the  effective  force  of  the  combined  system  ought  to  be 
considerably  augmented ;  for  the  reason  that  the  electro-magnet 
with  its  first  armature  constitutes,  in  point  of  fact,  an  electro- 
magnet of  double  lengtL  Therefore,  the  maximum  of  force 
ought  to  be  developed  when  the  length  of  the  second  armature 
is  also  equal  to  that  of  the  electro-magnet  If  we  consider  the 
system  with  reference  to  the  first  armature,  we  arrive  at  the 
following  general  law : 

In  a  straight  electro-magnet,  the  length  of  whose  core  exceeds 
that  of  the  magnetizing  helix,  at  the  end  opposite  the  armature, 
the  force  progressively  increases  with  the  length  of  the  core,  until 
the  total  length  becomes  three  times  that  of  the  bobbin.  This 
result  is  confirmed  by  experiment.  We  are  now  able  to  estab- 
lish other  conditions  of  maxima  in  respect  to  double  electro- 
magnets. In  fact,  since  the  length  of  the  magnetic  core  which 
projects  beyond  the  magnetizing  helix  becomes  more  and  more 
favorable  to  the  development  of  magnetic  force  until  the  core 
becomes  three  times  the  length  of  the  helix,  we  can  readily 
imderstand  that  the  force  can  be  still  further  augmented  by 
causing  this  mass  of  iron  to  react  on  the  armature,  and  by 
enveloping  the  latter  in  a  second  helix.  Now,  if  this  second 
helix  is  of  the  same  length  as  the  first,  we  then  have  two  elec- 
tro-magnets, each  of  which  is  placed  in  its  condition  of  maxi- 
mum, and  of  which  the  part  without  the  coils — which  is  usually 
termed  the  yoke— of  the  double  electro-magnet  should  be  equal 
in  length  to  one  of  the  cores,  if  it  is  desired  to  keep  it  within  the 
maximum  conditions  already  established.     We  may,  therefore, 
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lay  down  the  equality  of  the  four  constituent  parts  of  the  system, 
as  the  condition  of  maximum  of  double  electro-magnets.  This 
conclusion,  which  experience  has  shown  to  be  correct,  explains 
several  phenomena  exhibited  by  electro-magnets,  to  which  we 
shall  have  occasion  to  refer  in  another  place.  The  problem  now 
under  consideration  is  that  of  determining  the  best  construction 
of  the  armature.  If  we  only  take  into  consideration  the  ques- 
tion of  force  without  concerning  ourselves  with  practical  require- 
ments, which  are  sometimes  directly  opposed  to  the  conditions 
of  maximum — as  in  cases  where  the  utmost  rapidity  of  motion  is 
required,  for  example,  when  the  mass  of  the  armature  should  be 
as  small  as  possible — it  is  obvious  that  the  flat  prismatic  form  is 
the  best ;  for,  inasmuch  as  the  centre  of  the  magnetic  action  in  the 
armature  coincides  with  its  axial  line,  it  is  clear  that  the  greater 
the  thickness  in  the  normal  direction  of  the  action  of  the  magnet, 
the  greater  will  be  the  distance  between  the  latter  and  the  mid- 
dle point  of  the  armature,  and,  therefore,  the  less  the  force.  Con- 
sequently, the  cylindrical  form  and  the  prismatic  form  of  equal 
dimensions  should  be  rejected  The  best  results  will  be  attained 
by  means  of  the  thinnest  possible  armature  placed  broadside  in 
front  of  the  poles  of  the  electro-magnet,  for  the  reason  that  in 
that  case  the  distance  from  the  magnetic  centre  of  the  armature 
to  either  pole  of  the  electro  magnet  will  be  at  its  minimum. 
In  fact,  experiment  shows  that  with  an  armature  one  inch  in 
breadth  and  one  eighth  of  an  inch  in  thickness,  the  difference  in 
the  respective  forces  resulting  from  the  position  of  the  armature, 
whether  flat  or  edgewise,  is  the  ratio  of  ninety-two  to  fifty -nine.* 

.  ^  The  form  and  mass  of  the  armatures  should  depend  upon  several  consider- 
ations, but  principally  upon  the  functions  which  they  are  required  to  fulfil.  In 
respect  to  force  alone,  these  armatures  ought  always  to  be  a  little  broader  than  the 
poles  which  act  upon  them ;  the  length  ought  to  exceed  by  four  or  five  hnes  the 
polar  extremities  of  the  magnet,  and  their  thickness  ought  to  vary  accordmg  to 
the  force  of  the  magnet  It  is  even  asserted  that  for  a  given  magnetic  force, 
this  thickness  is  susceptible  of  a  maximum,  beyond  which  there  is  a  loss  of  power 
when  the  thickness  is  still  further  augmented.  It  is  easy  to  understand  that  this 
condition  of  force  cannot  always  be  realized,  for  if  we  require  a  very  rapid  move- 
ment of  the  armature,  we  ought  to  make  the  latter  as  light  as  possible. 
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On  the  other  hand,  it  is  easy  to  understand,  that  in  order  to  allow 
the  greatest  possible  amount  of  play  with  the  least  loss  of  power^ 
it  is  preferable  to  pivot  the  armature  in  such  a  way  that  one  of  its 
extremities  is  in  contact  with  one  of  the  magnetic  cores,  and  the 
other  end  alone  movable.  In  this  manner  the  annature  moves 
angularly,  and  the  force  which  is  developed,  compared  with  that 
which  is  obtained  from  the  same  armature  moving  parallel  to 
the  axis  of  the  cores,  is  nearly  double,  being  in  fact,  in  the  ratio 
of  one  hundred  and  twenty-five  to  sixty -four.  The  reason  of  this 
is  obvious,  when  we  consider  that  the  distance  through  which  the 
attractive  force  is  exerted  is  by  this  arrangement  diminished  nearly 
one  half.  From  the  comparison  which  we  have  already  made,  with 
the  yoke  uniting  the  cores  of  the  double  electro-magnet  with  its  ar- 
mature, we  can  readily  see  that  when  these  four  parts  are  equal  to 
each  other  they  constitute  a  double  system,  in  which  each  one  of 
the  magnetic  cores  composing  a  special  electro-magnet  has  a  dis- 
tinct armature,  which  armature  being  of  the  same  length  and 
surface  as  the  magnetic  core  which  acts  upon  it,  may  give  rise  to 
a  magnetic  reaction  under  conditions  analogous  to  those  of  the 
action  produced  by  the  magnetic  core  itselL  But  this  is  no  longer 
the  case  when  the  armatures  as  well  as  the  yokes  are  of  greater  or 
less  dimensions  In  this  case  it  may  happen,  either  that  these 
armatures  cannot  furnish  the  sum  of  magnetism  necessary  to 
enable  them  to  respond  to  the  action,  or,  on  the  other  hand,  that 
the  cores  themselves  do  not  possess  sufficient  magnetic  mass  to  re- 
spond fully  to  the  reaction  which  would  otherwise  be  proJuced. 
In  this  cJtee  the.forces  depend  upon  the  shortest  parts  constituting 
the  magnetic  system,  but  as  the  proportion  of  the  total  force 
which  they  are  individually  able  to  furnish  is  proportional  to  the 
square  root  of  their  length,  and  as  one  of  these  parts  cannot  vary 
m  length  unless  the  other  also  does,  the  result  is,  that  when  the 
different  parts  of  a  double  electro-magnet  are  not  equal,  the  force 
is  proportional  to  the  length  of  the  shortest  part  This  fact  was 
long  since  discovered  and  made  known  by  Dub.  As  corollaries 
to  this  law,  the  latter  gives  the  following  deductions,  which  may 
be  readily  comprehended  without  further  explanation : 
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1.  The  attractive  force  of  an  electro-magnet  is  proportional 
to  its  length,  when  the  lengths  of  all  the  different  parts  of  which 
it  is  composed  increase  in  the  same  ratio. 

2.  The  maxima  of  attractive  force  are  proportional  to  the 
various  lengths  of  the  systems,  of  which  the  component  parts  are 
respectively  of  equal  length. 

3.  The  attractive  force  remains  constant  when  the  shortest 
parts  are  equal  to  each  other,  whether  these  are  represented  by 
the  electro-magnet  or  the  armature. 

According  to  the  British  Association  committee,  electro-mag- 
netic forces  should  be  measured  by  the  method  of  repulsion,  and 
the  unit  of  electro-magnetic  force  is  represented  by  the  repulsion 
exerted  between  two  like  magnetic  poles  placed  at  a  distance  of 
one  mdtre  apart,  and  acting  upon  each  other  with  a  force  repre- 
sented by  y.fr  (gramme-m^tre).  Nevertheless,  as  the  greater 
part  of  the  experiments  which  have  been  made  up  to  the  present 
time  with  electro-magnets  have  been  made  by  means  of  a  balance 
and  weights,  the  existing  ratio  between  the  two  systems  of 
measures  still  remains  to  be  ascertained. 

The  accompanying  plates  show  the  various  forms  of  electro- 
magnets generally  used  for  electrical  purposea  Figs.  564c  to  564t 
inclusive  are  electro-magnets,  whose  poles  are  straight,  bevelled, 
tapering  or  flattened,  according  to  the  purpose  needed.  In  fig. 
664c  the  copper  end  pieces  are  soldered  to  the  core  of  the  electro- 
magnet In  fig.  564/*  the  core  is  hollow,  with  two  iron  disks  at  the 
extreme  ends  to  increase  the  polar  surfaces,  and  to  serve  as  end 
pieces  for  the  bobbins.  Fig.  564A  shows  Bonelli's  electro-mag- 
net, in  which  the  armature  forms  a  part  of  the  magnetized  core, 
and  by  receiving  from  the  helix  a  direct  magnetization,  makes 
the  attraction  between  the  two  parts  more  powerful 

Fig.  564 »  shows  an  electro-magnet  provided  at  both  ends  with 
two  iron  pallets.  This  plan  is  used  to  advantage  as  an  armature 
of  an  electro-magnet,  in  which  case  the  pallets  correspond  to  the 
poles  of  the  electro-magnet  This  arrangement  has  been  adopted 
by  Mr.  Maroni  for  the  Italian  Morse  instruments.  Figs.  566  to 
570  and  574, 575  and  577  show  the  various  forms  which  have  been 
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given  to  the  double  branched  electro-magnets.  Fig.  566  shows 
the  best  known  and  more  generally  used  form.  Fig.  567  shows 
an  electro-magnet  in  which  the  helix  is  wound  around  the  iron 
core  without  retaining  disks  at  the  ends ;  the  various  spirals  are 
wound  so  as  to  form  two  truncated  cones  in  opposite  direction 
to  their  base.  This  form  of  electro-magnet  is  especially  made 
use  of  in  Clark's  instruments  to  favor  the  eflEects  of  induction, 
which  is  more  energetic  in  the  centre  of  the  cores  than  at  the 
extreme  ends.  Fig.  569  shows  an  electro-magnet  with  hollow 
cores  and  iron  end  pieces.  Fig.  568  shows  an  electro-magnet 
with  one  coiL  By  bringing  near  together  the  two  branches  of 
such  an  electro-magnet,  and  bending  the  free  branch  around,  as 
shown  in  fig.  570,  we  may  bring  the  two  poles  of  the  electro- 
magnet very  near  together,  and  hence  make  them  react  at  the 
same  time  on  an  armature  placed  endwise,  and  of  very  small  size. 
A  similar  form,  and  devised  for  the  same  purpose,  has  been 
adopted  by  Mr.  Hughes  for  the  two  bobbin  electro-magnets  of 
his  telegraphs,  the  branches,  however,  being  bent  back,  as  in 
fig.  574. 

If  a  soft  iron  cylindrical  case  is  placed  around  the  bobbin  and 
soldered  to  the  circular  end  piece  of  a  straight  electro-magnet, 
this  cylinder  will  share  the  magnetism  of  the  end  piece,  and  will 
present  a  like  pole  to  its  free  end ;  hence  there  would  be  at  one 
of  the  ends  of  the  electro-magnets  a  circular  pole,  in  the  centre 
of  which  the  other  pole  would  be  found,  as  shown  in  fig.  572. 
Manufacturers  of  these  tubular  electro-magnets  claim  a  great 
superiority  for  them  in  strength  over  the  other  forma  Electro- 
magnets of  this  style  have  been  used  in  electro-motors,  the  poles 
being  oblong  instead  of  circular,  as  shown  in  fig.  578. 

If  we  place  over  an  iron  tube  electro-magnet  like  that  in  fig. 
564^  two  soft  iron  cylindrical  cases,  leaving  between  them 
toward  the  middle  of  the  electro-magnet,  a  small  open  groove, 
we  shall  obtain  a  circular  electro-magnet  having  a  different  pole 
on  each  of  the  two  iron  cases  which  surround  it,  and  hence 
acting  through  its  two  poles  at  the  same  time  on  a  longitudinal 
or  circular  armature,  on  which  it  rests.    This  form  of  magnet,  as 
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shown  in  figs.  573,  585,  has  been  proposed  for  magnetizing  the 
wheels  of  locomotives  on  railroads,  and  as  an  electro-transmitter 
of  motion  to  supply  gears. 

By  bending  the  yoke  at  right  angles  the  two  opposite  poles  of 
an  electro-magnet  may  be  made  to  face  each  other,  as  shown  in 
575 ;  and  by  cutting  the  yoke  in  two,  and  sliding  the  two  free 
parts  in  a  groove  made  in  a  plate  of  soft  iron,  the  distance  of  the 
poles  from  each  other  may  be  regulated  at  will.  When  it  is 
desired  that  an  armature  should  oscillate  between  the  two  poles 
of  an  electro-magnet,  in  which  case  magnetic  armatures  are 
usually  employed,  there  are  three  ways  that  may  be  followed : 
the  poles  of  the  electro-magnet  may  be  bent  in  such  a  way  as  to 
stand  opposite  to  one  another  at  any  desired  distance  apart, 
or  the  two  cores  are  brought  sufficiently  near  each  other  to 
allow  the  oscillation  to  take  place  between  them ;  or,  lastly,  the 
cores  themselves  are  inclined  at  the  proper  angle  to  bring  the 
poles  near  to  each  other.  The  latter  method  possesses  a  slight 
advantage  over  the  others,  in  not  requiring  any  marked  length- 
ening of  the  cores,  which  is  always  detrimental ;  and  at  the  same 
time  it  allows  a  direct  attraction  on  the  armature,  which  is  more 
powerful  than  lateral  attractions.  Fig.  577  shows  a  magnet  of 
this  description. 

Electro-magnets,  with  multiple  poles,  as  shown  in  576,  are 
sometimes  employed  for  large  electro-motora  These  magnets  con- 
sist of  an  iron  bar,  carrying  eight,  ten  and  twelve,  or  even  more, 
iron  cores,  on  which  the  magnetizing  helices  are  placed ;  the 
even  branches  are  all  magnetized  alike,  or  are  of  the  same  polar- 
ity, while  the  uneven  are  of  the  other.  The  result  is  that  any  one 
of  these  poles  always  stands  between  two  poles  whose  magnet- 
ism is  opposite  to  that  of  the  one  considered.  Electro-magnets  of 
this  construction  are  very  powerful,  and  consequently  of  consider- 
able importance  in  the  construction  of  electro-motors.  Attempts 
have  also  been  made  to  magnetize  iron  plates  in  different  waya 
579  shows  one  arrangement  of  this  kind  constructed  by  Joule, 
in  which  the  plate  is  rolled  into  a  cylindrical  form,  and  the  wire 
wound  around  it  in  the  direction  of  the  length  of  the  cylinder 

Digitized  by  CjOOQ IC 


ELECTRO-MAGNETS  WITH  MULTIPLE  POLEa  1021 

By  cutting  a  series  of  grooves  in  an  iron  plate,  and  introduc- 
ing therein  an  insulated  wire,  bent  back  upon  itself,  as  shown  in 
fig  580,  Mr.  Pulvermacher  has  succeeded  in  making  electro- 
magnets, with  multiple  poles,  similar  to  those  of  Mr.  Froment. 
With  a  single  wire,  however,  these  magnets  are  not  very  power- 
ful ;  but,  as  they  occupy  but  very  little  room,  their  number  may 
be  multiplied  considerably.  By  making  the  grooves  larger  and 
the  projection  thicker,  the  wire  may  be  turned  back  on  itself 
several  times,  and  the  magnetic  effect  thereby  be  correspondingly 
increased.  Among  the  various  other  methods  of  constructing 
this  style  of  electro-magnets,  there  is  one  suggested  by  Mr.  Pul- 
vermacher which  is  worthy  of  note,  as  giving  a  large  amount 
of  magnetic  power  within  a  comparatively  limited  space.  It 
consists  in  making  the  plate  itself  of  sheet  iron  bands,  one 
twenty-fifth  of  an  inch  thick,  placed  one  next  to  the  other,  and 
separated  only  by  sheets  of  card  board.  An  electro-magnet  of 
this  form,  when  compactly  enclosed  within  its  copper  frame,  and 
having  projections  of  only  one  fourth  of  an  inch,  will,  it  is  said, 
give  good  results,  although  but  a  single  conductor  of  about  one 
eighth  of  an  inch  diameter  is  wound  in  the  grooves. 

ARRANGEMENT  OP  ARMATURES. 

The  armature  of  an  electro-magnet,  whether  consisting  of  a 
temporary  or  permanent  magnet,  or  simply  of  a  soft  iron  bar, 
may  be  arranged  in  various  ways  relative  to  the  electro-magnet, 
which  acts  upon  it  It  may  be  hinged  to  the  two  bobbins  of 
the  electro-magnet,  or  other  suitable  fixture  in  their  neighbor- 
hood, as  in  fig.  690,  in  which  case  its  movement  is  effected 
parallel  to  the  axial  line  of  the  electro-magnet;  and,  conse- 
quently, the  attraction  of  the  two  poles  on  the  iron  is  equal  at 
both  ends.  It  may  be  articulated  by  one  end,  as  in  fig.  690,  bis, 
in  which  case  the  movement  takes  place  in  an  angular  manner 
with  respect  to  the  axial  line  ;  and  hence  the  action  of  the  two 
poles  on  the  iron  is  unequal,  but,  nevertheless,  very  eflScacious,  as 
one  of  the  poles  acts  nearly  in  contact;  or,  lastly,  it  may  be 
articulated  between  the  poles  of  the  electro-magnet  by  means  of 
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a  pivot  parallel  to  the  branches  of  the  latter,  as  in  fig.  598.  The 
movement  then  partakes  of  a  tilting  motion,  and  the  attraction 
is  effected  in  a  lateral  direction.  This  arrangement  of  armatures, 
however,  applies  only  to  the  direct  action  of  electro-magnets, 
which  may  be  either  normal  or  lateral.  When  we  desire  to 
employ  the  force  of  the  latter  on  their  armatures,  through  their 
reciprocal  magnetic  reactions,  the  arrangement  of  the  armatures 
may  be  modified  in  three  different  ways. 

They  may  be  fixed  flatwise,  with  regard  to  the  poles  of  the 
electro-magnet,  to  the  end  of  a  lever,  whose  opposite  end  is 
hinged  near  the  yoke  of  the  electro-magnet,  and  whose  motion 
is,  consequently,  in  a  direction  at  right  angles  to  the  line  joining 
the  polea  The  armature,  being  then  placed  about  one  twenty- 
fifth  of  an  inch  above  the  polar  ends  of  the  electro-magnet,  is 
ijarried  over  the  poles  by  the  magnetic  action  of  the  latter 
until  its  centre  coincides  with  the  axial  line  of  the  magnet  This 
is,  as  remarked  elsewhere,  one  of  the  best  means  of  obtaining  a 
large  excursion  of  the  armature ;  but,  when  the  magnet  is  some- 
what powerful,  there  is  some  risk  of  bending  the  supports.  Fig. 
594  sufficiently  indicates  this  arrangement  The  second  way  of 
arranging  armatures  to  obtain  a  similar  magnetic  reaction  is  to 
pivot  them  so  as  to  tilt,  as  shown  in  fig.  598.  above  the  ends  of 
the  magnet,  which  is  provided  with  soft  iron  pole  pieces.  Siemens 
employed  this  method,  in  1848,  for  his  dial  telegraph. 

The  third  arrangement  consists  in  pivoting  them  in  such  a  way 
as  to  allow  of  their  turning  between  the  poles  of  the  electro, 
magnet,  the  edges  of  which  have  been  hollowed  out  in  order 
that  the  armature  may  turn  freely  through  nearly  half  of  a  cir- 
<jumference,  as  in  fig.  595.  This  is  evidently  the  best  arrange- 
ment, as  the  nonnal  attraction  of  the  poles,  which  is  not  con- 
cerned in  the  angular  displacement  of  the  armature,  is  in  this 
case  exerted  at  the  two  extreme  ends  of  the  armature,  and  in 
opposite  directions.  There  is,  consequently,  no  injurious  results 
to  be  apprehended  either  to  the  pivoting  or  from  any  flexion 
of  the  armature  or  pieces  that  support  it 

One  advantage  in  employing  electro-magnetic  arrangements  of 
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this  description,  besides  the  greater  armature  excursions,  is  that 
with  the  armature  at  but  a  little  distance  from  the  poles  of  the 
electro-magnet,  the  direct  magnetic  action,  which  is  always  the 
strongest,  1  reacts  from  the  first  instant  of  the  armature's  move- 
ment, which  is  precisely  opposite  to  what  takes  place  in  other 
systems  of  attraction,  and  hence  it  is  that  its  advantages  in  many 
instances  are  so  marked.  Two  methods  of  arranging  the  arma- 
tures, and  allowing  the  use  of  bar  electro-magnets  in  place  of 
double  branched  magnets,  are  shown  in  figs.  586  to  588.  These 
were  first  employed  in  a  couple  of  electro-motors  exhibited  in 
1855.  In  one,  the  armature  is  bent  twice  at  right  angles  to  itself, 
so  as  to  bring  its  extremities  opposite  the  two  poles  of  the  electro- 
magnet ;  the  piece  which  supports  it  stands  perpendicular  to  the 
axis  of  the  electro-magnet,  and  passing  through  the  latter,  may 
also  carry  another  armature,  as  shown  in  fig.  586.  In  the  other 
arrangement,  the  electro-magnet  is  hollow,  and  the  armature  in 
this  case,  a  straight  bar  of  iron,  is  placed  inside  the  iron  cylinder, 
and  the  armature  support  passes  through  the  electro-magnet ;  the 
action  of  the  latter  is  manifest  in  one  direction  or  another,  accord- 
ing to  the  proximity  of  the  armature  to  one  or  the  other  of  the 
inner  sides  of  the  cylinder.  Preferable  forms,  on  account  of  the 
simplicity  of  the  arrangement  of  the  various  parts,  are  shown  in 
figs.  587  and  588,  in  which  an  oblong  shape  is  given  to  the 
electro-magnets. 

In  using  any  of  the  diflEerent  combinations  here  referred  to, 
it  is  well,  whenever  practicable,  to  pivot  the  armatures  on  points, 
for  which  purpose  it  is  only  necessary  to  employ  screw  supports 
in  the  framework.  Sometimes,  however,  spring  supports  may  be 
used  instead,  in  which  case  they  are  also  made  to  serve  as 
retractile  springs  to  withdraw  the  armature  after  the  current  has 
been  interrupted.  (See  fig.  591.)  This  arrangement  is  especially 
advantageous  when  a  continuous  vibration  of  the  armature  is 

1  Expenenoe  shows  that  the  electro-magnetic  force  of  an  electro-magnet  is  greater 
at  the  edges  of  the  poles  than  at  its  centre,  a  fact  of  which  we  can  readily  con- 
vince ourselves  by  suspending  a  piece  of  soft  iron  and  exposing  it  normally  over 
the  polar  centres.    The  iron  will  be  drawn  from  the  vertical  towards  the  edges. 
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desired,  as  in  electric  bells  and  electro-medical  instriimenta. 
When  two  different  mechanical  effects  are  to  be  obtained  from 
a  single  electro-magnet,  without  the  employment  of  magnetic 
armatures,  two  soft  iron  armatures,  placed  parallel  to  and  along- 
side of  each  other,  are  required ;  but  in  such  cases  the  retractUe 
springs  must  be  unequally  stretched. 

By  arranging  two  separate  batteries  in  connection  with  a 
transmitter  corresponding  to  an  electro-magnet  of  the  previous 
description,  and  adjusting  the  springs  properly,  it  is  possible  to 
actuate  either  one  of  the  larmatures  at  will  without  the  other 
taking  part  in  the  movement 

In  the  arrangement  shown  in  fig.  584,  in  which  the  armature 
plunges  into  the  magnetizing  helices,  we  have  another  form  of 
electro-magnet,  whose  action  is  similar  to  that  of  a  piston  in  a 
steam  engine.  Each  part  is  composed  of  two  cylinders  of  soft 
iron,  united  by  a  yoke  of  the  same  metal,  and  thus  really  form- 
ing a  double  electro-magnet,  although  but  a  single  pair  of  helices 
are  employed. 

Various  other  arrangements  of  electro-magnets  with  perma- 
nently magnetized  armatures  are  also  employed.  The  simplest 
arrangement  for  this  kind  of  magnets  is  that  represented  in  fig. 
596,  which  is  nothing  more  than  a  bar  electro-magnet  provided 
with  one  or  two  armatures  jointed  at  one  end.  The  arrangement, 
however,  is  not  well  adapted  for  use,  except  when  it  is  desired 
to  produce  a  double  mechanical  effect  by  means  of  a  single  wire. 
When  greater  force  is  required  two  bar  electro-magnets  may  be 
employed,  placed  side  by  side,  as  shown  in  fig.  599.  The  arma- 
tures are  then  pivoted  at  their  centres,  and  their  limiting  contacts 
are  placed  on  opposite  sides  of  a  connecting  lever,  or  of  the  ends 
of  the  armatures  themselves,  the  adjustment  being  so  regulated 
that  the  magnetic  reaction  of  the  electro-magnet  on  the  latter,  or 
vice  versa,  at  the  moment  of  attraction,  will  not  interfere  with  the 
desired  mechanical  effects,  notwithstanding  the  similarity  of  the 
poles  which  stand  opposite  to  each  other.  It  must  not  be  under- 
stood, however,  with  two  bar  electro-magnets  arranged  so  as  to 
present  unlike  poles  on  the  same  side  of  an  armature,  that  the 
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latter  can  be  applied  as  shown  in  696  with  advantage;  on  the' 
contrary,  such  is  not  the  case,  as  the  increased  attractive  effect  of 
the  pole  nearest  the  pivoting  of  the  armature  is  far  less  marked 
than  the  decrease  in  the  magnetizing  power  of  the  current,  due 
to  the  increased  resistance  of  the  circuit  by  the  introduction  of 
an  additional  helix.  But  by  combining  the  armatures,  as  shown 
in  597,  almost  equally  good  results  might  be  obtained. 

With  the  foregoing  arrangements  combined  with  other  forms 
of  electro-magnets,  such,  for  instance,  as  that  shown  in  599,  the 
application  of  permanently  magnetized  armatures  is  easily  made, 
and  the  magnetic  energy  somewhat  increased. 

When  magnetic  armatures  are  to  be  acted  upon  by  both  at- 
traction and  repulsion,  double  electro-magnets  should  be  em- 
ployed. 597  and  598  show  the  more  frequently  used  forms ;  and 
both  present  the  advantage  of  allowing  the  additional  action  of 
a  third  force,  which  may  be  gravity.  In  597  the  armature  is  a 
thin  magnetized  piece  of  steel,  suspended  from  two  pivots  so 
as  to  oscillate  between  the  four  poles  of  two  double  electro- 
magnets, whose  helices  are  connected  in  such  a  way  that  the 
ends  of  the  magnets  facing  each  other  are  of  opposite  polarity 
when  the  current  circulates.  When  the  current  is  interrupted, 
the  weight  of  the  armature  keeps  the  latter  in  a  vertical  position, 
equidistant  between  the  poles.  In  598  the  armature  is  pivoted 
at  its  centre,  so  as  to  vibrate  between  the  poles  of  two  electro- 
magnets, but  it  will,  of  course,  be  understood  that  a  single 
double  electro-magnet  may  be  employed.  600  represents  a 
form  in  which  the  electro-magnet  itself  is  movable  while  the 
armature  is  fixed,  but  the  arrangement  is  not  a  good  one  where 
rapidity  of  movement  is  desired.  601  shows  still  another  com- 
bination, somewhat  similar  to  that  represented  in  598,  but  in 
which  the  armature  is  of  soft  iron  and  rendered  magnetic  by  the 
addition  of  a  surrounding  coil,  instead  of  being  permanently 
magnetic  itself. 

The  same  principle  has  also  been  tried  in  connection  with  the 
quadruplex  system  in  the  earlier  experiments,  when  an  electro- 
magnetic, instead  of  a  polarized,  armature  was  used. 
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STANDARD  TIME,   NEW   YORK   CITY. 

The  standard  time  of  New  York  City  has  for  some  months 
been  determined  by  the  dropping  of  a  ball  above  the  Western 
Union  Telegraph  building,  at  the  comer  of  Broadway  and  Dey 
Street,  precisely  at  noon  each  day,  by  aa  operator  seated  in  the 
National  Observatory,  at  Washington. 

The  upper  portion  of  fig.  602  shows  the  time  ball  raised  a 
little  above  the  supports  on  which  it  is  received  when  it  falls, 
and  also  the  structure  of  the  iron  pole  on  which  the  ball  slides. 
The  plan  of  the  ball  is  shown  in  fig.  603.  Though  from  a  dis- 
tance the  ball  appears  to  be  solid,  it  is  in  reality  composed  of  a 
dozen  thin  vanes  of  sheet  copper  disposed  ludially,  half  of  them 
semicircles,  the  rest  crescenta  By  this  device  the  visual  effect 
of  a  solid  ball  is  secured  with  the  least  possible  resistance  to  the 
wind  or  to  the  air  when  falling.  The  man  in  the  figure  stands 
two  hundred  and  eighty  seven  feet  above  the  street,  and  the  ball 
rises  twenty-eight  feet  higher.  The  ball  falls  twenty-three  feet 
and  is  received  by  the  six  plungers  already  mentioned,  which 
enter  the  closed  cylinders  attached  to  the  ball,  providing  as 
many  air  cushions  for  the  arrest  of  the  motion  of  the  ball  with- 
out the  shock.  The  moment  the  ball  begins  its  downward 
course  is  noon. 

Five  minutes  before  noon  the  ofiicer  in  charge  of  the  station 
climbs  to  the  room  in  the  tower,  shown  in  fig.  604,  and  raises 
the  ball  nearly  to  the  top  of  the  pole.  This  is  done  by  means 
of  a  drum  fixed  at  the  right  hand  end  of  the  table ;  the  cord 
from  the  drum  passing  upward  through  a  box  to  the  foot  of 
the  tower,  thence  through  the  air  to  the  top  of  the  pole,  where  it 
passes  over  a  pulley  and  is  attached  to  the  ball.  Two  minutes 
before  noon  a  signal  is  received  from  Washington  that  all  is 
ready,  whereupon  the  ball  is  raised  to  the  top  of  the  pole,  and 
the  crank  removed.  The  ball  is  now  held  in  position  by  means  of 
the  lever  shown  in  the  cut,  one  end  of  which  engages  the  ratchet 
wheel  of  the  drum,  the  other  being  caught  in  the  notch  in  the 
little  standard  to  the  left  The  latter  is  attached  to  the  armature 
of  an  electro-magnet,  which  is  placed  in  telegraphic  connection 
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witli  the  National  Observatory,  at  Washingtoru  At  the  moment 
of  noon,  New  York  time,  the  officer  ia  ciiarge  at  Washington 
closes  the  circuit ;  the  armature  ia  retracted,  the  lever  disengaged, 


JF^ff.  602 

and  the  ball  dropa  The  instant  the  ball  reaches  the  base  of  the 
pole  the  fact  is  automatically  reported  at  Washington  through 
the  electric  tell  tale  shown  at  the  left  end  of  the  table,  fig,  604. 
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Owing  to  the  great  height  of  the  ball  when  raised,  it  is  visible 
for  many  miles  around ;  and  directly  or  indirectly  the  clocks  and 
watches  of  some  two  millions  of  people  are  thereby  kept  from 
straying  far  from  the  true  time.  Even  as  far  off  as  Bayonne, 
N.  J.,  according  to  a  local  paper,  the  principal  of  a  public  school 
regulates  his  clock  daily  by  the  falling  ball.  The  b(ill  and  its 
discharging  apparatus  were  designed  by  Mr.  George  M.  Phelps, 
superintendent  of  the  Western  Union  manufactory.  The  pub- 
lic service  thus  rendered  by  the  Western  Union  Telegraph  Com- 
pany is  wholly  gratuitous,  and  affords  not  only  a  notable  illus- 
tration of  the  public  spirit  of  this  great  corporation,  but  also  an 
illustration  of  the  far  reaching  indu:ect  benefits  which  applied 


Fig.  603. 

science  is  constantly  conferring  upon  modem  life,  free  of  ex- 
pense to  the  recipients. 

But  the  time  service  does  not  end  here.  To  reap  the  full 
benefit  of  the  time  ball,  a  great  number  of  people  must  watch 
for  its  fall ;  that  takes  time,  and  time  is  money.  It  is  cheaper 
to  employ  one  man  with  a  little  machinery  to  regulate  the  time 
of  all,  and  the  service  is  much  more  surely  attended  to.  Ac- 
cordingly, Mr.  J.  Hamblet  has  introduced  a  system  of  constant 
time  service,  by  which  our  clocks  may  be  kept  constantly  under 
the  electrical  control  of  a  central  regulator  or  standard  clock, 
which  is  kept  in  exact  time  with  the  clock  of  the  National 
Observatory,  at  Washington,  due  allowance  being  made,  ol 
course,  for  the  difference  in  geographical  position. 
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The  central  regulator  is  stationed  in  the  Western  Union  Tele- 
graph Company's  building,  and  is€o  constructed  as  to  keep  time 
with  the  highest  attainable  accuracy.  In  addition,  it  is  every 
day  compared  with  the  clock  of  the  National  Observatory,  at 
Washington,  and  checked  by  the  daily  time  observations  made 
at  the  observatories  at  Allegheny,  Pa.,  and  Cambridge,  Mass., 
with  which  it  is  in  telegraphic  connection.  By  this  it  must  not 
be  inferred  that  the  clock  in  question  is  kept  in  exact  accord 
with  either  or  all  of  the  observatory  clocks,  that  being  a  me- 
chanical impossibility.  The  range  of  variation,  however,  is  kept 
within  a  few  hundredths  of  a  second.  It  is  possible  to  measure 
and  record  the  hundredth  part  of  a  second.  Fig.  605  will  make 
clear  how  it  is  dona  It  shows  a  section  of  the  paper  tape  of  the 
chronograph,  which  is  used  in  comparing  the  standard  clock 
with  the  clock  of  the  Washington  Observatory.     The  chrono- 
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Fig.  606. 

graph  is  electrically  connected  with  both  clocks,  and  records  the 
pendulum  beats  of  each  on  the  strip  of  paper.  If  the  beats  are 
exactly  synchronous,  the  dots  stand  side  by  side.  If  the  beats 
are  not  synchronous,  the  dots  will  be  separated  by  an  interval, 
long  or  short,  according  to  the  difference  of  the  clocks — that  is, 
the  difference  in  time  between  the  beginnings  of  corresponding 
beats — and  the  speed  of  the  chronograpL  Supposing  the  clock 
to  be  beating  seconds,  and  the  chronograph  to  discharge  an  inch 
of  tape  each  second,  it  is  obvious  that  the  dots  recording  the 
beats  of  each  clock  will  stand  one  inch  apart  It  is  obvious, 
too,  that  the  lineal  space  between  the  recording  dots  of  two 
clocks  not  beating  exactly  together  can  easily  be  measured,  as 
shown  by  the  scale  placed  below  the  dots  in  the  cut  (fig.  606), 
and  thereby  the  difference  in  time  exactly  determined. 

The  next  step  in  the  time  service  is  to  distribute  the  accurate 
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tdxne  thus  maintained  to  such  as  want  it,  which  is  done  through 
an  electrical  attachment  to  the  standard  clock.  This  controlling 
clock  was  constructed  by  R  Howard  &  Company,  of  Boston, 
from  designs  by  Mr.  Hamblet,  and  has  a  Dennison  gra\^ty 
escapement  The  front  clock  plate  and  the  electrical  mechanism 
are  shown  in  fig.  608.  The  wheel  in  the  centre  with  the  second 
hand  revolves  once  a  minute.    One  of  its  thirty  teeth  has  been 


Fig.  606. 

filed  away,  the  vacant  space  causing  the  omission  of  the  tick 
which  would  otherwise  mark  the  fifty-eighth  second  of  the 
minute.  The  remaining  teeth  act  upon  a  delicate  jeweled  spring, 
which  breaks  an  electric  circuit  at  the  passage  of  each  tootli. 
The  two  wires  connecting  with  this  spring  and  its  banking  oper- 
ate the  relay,  at  the  left  of  the  figure,  and  through  it  the  sounder, 
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which  indicates  the  beginning  of  each  minute  by  a  pause  of  two 
seconds.  The  beginning  of  each  five  minutes  is  identified  by  a 
pause  of  twenty  seconds,  obtained  through  the  agency  of  the 
five  minute  wheel  to  the  left  of  the  seconds  wheel  At  each 
revolution  of  the  five  minute  wheel  the  lever  at  the  top  drops 
into  the  notch  in  the  wheel,  making  electric  connection  between 
the  two  wires  governing  the  relay,  thus  preventing  the  minute 
wheel  from  breaking  the  circuit  for  the  space  of  twenty  seconds. 
At  tlie  right,  near  the  top  of  the  figure,  is  shown  a  sounder, 
which  may  be  located  at  any  point  on  the  lines.  It  is  by  means 
of  these  sounders,  with  which  the  recipients  of  the  service  are 
supplied,  that  their  time  pieces  are  regulated. 

The  practical  advantages  of  this  constant  and  trustworthy  time 
service  will  appear  to  any  one  who  has  to  do  with  important 
commercial  or  industrial  aflEaira  One  of  the  great  sources  of 
friction  in  social  and  business  intercourse  is  time  variation  and 
uncertainty.  The  maintenance  of  a  common  and  authoritative 
standard  will  go  far  to  lessen  such  friction,  to  the  great  time 
saving  of  all  classes,  and  the  prevention  of  many  mistakes  and 
misunderstandings.  Where  thousands  are  engaged,  delays  of  no 
more  than  a  minute  at  a  time  amount  in  practical  effect  to  the 
loss  of  hours,  days,  even  months  of  individual  labor.  In  a 
factory  employing  only  three  hundred  men,  a  variation  of  one 
minute  in  the  signal  for  starting  and  stopping  means  the  loss  of 
one  man's  work  for  a  whole  day. 

DUPrA'S  CALL-STUD  POR    FIRR    ALARMS. 

The  principal  advantage  of  this  device  consists  in  the  com- 
bination of  an  automatic  fire  alarm  with  the  ordinary  push 
button  of  an  electric  bell.  For  this  purpose  Dupr^  fastened  to 
the  lower  metallic  strip  (/,  fig.  608,  a  nut  made  of  fusible  alloy  in 
such  a  manner  as  to  prevent,  under  normal  conditions,  the  con- 
tact of  this  strip  with  p.  This  push  button  acts  like  an  ordinary 
push  button  until  the  piece  of  alloy  fuses  at  a  convenient  tem- 
perature, generally  about  37^  C. ;  then  the  lower  spring,  g^  is 
released,  rises,  and  corner  in  contact  with  the  upper  spring,  p, 
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thus  closing  the  circuit  and  causing  a  continuous  ringing  of  the 
bell.  Another  arrangement  consists  of  the  combination  of  an 
automatic  fire  alarm  with  a  bell  pull  in  a  manner  analogous  to 
the  above. 

ELECTRIC   CALL   BELLS. 

The  introduction  of  call  bells  or  alaxms,  which  have  now  be- 
come of  such  extensive  application  in  hotels,  factories,  elevators, 
and  wherever  else  their  service  has  been  desirable,  or  where  it 
has  been  found  convenient  to  employ  electricity  for  operating 
them,  followed,  as  a  matter  of  course,  with  the  early  introduction 
of  the  electric  telegraph.  The  invention  of  these  instruments 
may,  therefore,  be  said  to  date  as  far  back  as  that  of  the  tele- 
graph itself. 

It  will  readily  be  understood  that,  whatever  may  be  the  sys- 
tem of  telegraphy  employed  for  correspondence  between  places 
distant  from  or  near  to  each  other,  it  is  important,  first  of  all,  to 
have  some  means  at  command  by  which  the  attention  of  the 
correspondent  with  whom  we  wish  to  communicate  may  be  ob- 
tained ;  and  this,  of  course,  for  cases  under  consideration,  includes 
the  means  of  producing  a  noise  of  some  kind  within  his  hearing. 
A  wide  field  has  thus  been  allowed  for  the  exercise  of  man  s 
constructive  faculties ;  and  the  devices  which  have  been  succes- 
sively introduced  to  meet  the  want  have  consequently  been 
exceedingly  numerous  Their  general  development,  however, 
has  been  very  much  the  same  as  that  of  the  telegraph. 

Professor  Wheatstone,  in  his  earliest  telegraph  experiments, 
made  use  of  a  call  which  was  run  by  clock  work,  the  movement 
of  the  latter  being  controlled  by  the  action  of  an  electro-magnet. 
This  seems  to  have  been  about  the  first  really  practical  instru- 
ment of  the  kind  introduced,  and  even  it  was  not  considered 
altogether  satisfactory  in  its  operation  at  that  time.  Since  then, 
however,  the  apparatus  has  been  so  much  improved  and  simpli- 
fied in  one  way  and  another,  and  the  varioas  domestic  uses  to 
which  it  has  been  applied  have  given  rise  to  so  many  diflEerent 
forms,  that  a  knowledge  of  their  details  becomes  desirable.     We 
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have,  therefore,  thought  it  worth  'our  while  to  devote  a  chapter  to 
the  consideration  of  the  more  important  of  this  class  of  instru- 
raenta 

The  push  button  or  key  used  in  short  circuits  serves  to  close 
the  latter  in  a  very  simple  and  eflEectual  manner.  Its  general 
plan  will  be  made  apparent  by  reference  to  figs.  607  and  608. 


Hg.  607. 

The  former  shows  the  case  T  of  wood  or  other  insulating  sub- 
stance, within  which  are  secured  the  two  metallic  strips  p  and  g, 
one  above  the  other.  In  its  normal  state  the  upper  strip  is 
separated  from  the  other  by  a  steel  or  spiral  spring.  When, 
therefore,  such  a  key  is  inserted  in  the  circuit  the  latter  remains 
open,  but  may  be  closed  when  desired  by  pressing  upon  the 


knob  p',  which  brings  the  points  j3  and  g  together.  Upon  the 
removal  of  the  pressure  the  circuit  is  again  opened  by  the  re- 
tractile force  of  the  spring. 

Various  patterns  of  keys  are  made  to  suit  the  different  pur- 
poses for  which  they  are  to  be  used.  The  form  shown  in  fig. 
607  is  the  ordinary  one.  Fig.  609  represents  another  form,  used 
for  electric  door  bells,  in  which  the  circuit  closer  is  contained 
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within  a  hollow  in  the  base,  the  latter  being  usually  of  marble, 
and  provided  with  screws  for  securing  it  wherever  desired. 

Fig.  610  is  a  convenient  form  for  combining  a  number  of  keys 
within  a  small  compass ;  eight  push  buttons,  corresponding  to 
as  many  distinct  circuits,  are  arranged  at  equal  distances  around 
a  cylindrical  case,  within  which  the  connections  between  the 


Fig,Q09.  %.  610. 

metallic  strips  and  wires  are  made.  Each  wire  is  separately 
insulated  by  a  silk  covering,  and  the  whole  wound  together  uito 
a  single  strand,  where  they  leave  the  case. 

COMBINATION   KEYS, 

With  the  keys  above  described  it  is  evident  tWt  tlie  .^ignnls 
last  only  so  long  as  the  button  is  depressed  by  tlie  operator ;  it 
will  also  be  observed  that  the  operator  has  no  means  of  knowing 
with  certainty  that  a  signal  has  been  giveUj  atvl  tliat  he  must 
therefore  be  still  less  sure  of  its  having  been  noticeil.  To  nieet 
this  defect,  and  provide  a  suitable  arrangement  for  every  re^iuire- 
ment,  a  special  combination  is  needed,  such  as  is  shown  iu  fig. 
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611.  This  consists  of  a  case  containing  a  magnetic  needle,  an 
electro-magnet,  and  the  metallic  contact  springs  a  b  and  c  cL 
One  end  of  the  coil  of  the  electro-magnet  E  is  attached 
to  the  screw  c,  the  other  to  the  line  wire  by  the  insulated  screw 
V.  The  spring  a  b  is  connected  to  the  binding  screw  r  lead- 
ing to  the  battery,  the  other,  c  cf,  to  the  plate  at  c,  by  which 
communication  with  the  line  is  made  through  the  coil  of  the 
electro-magne\  To  the  axis  of  the  magqeticj  needle,  A,  is  fas- 
tened apin^,  which  presses  against  the  platinum  contact  r,  when 
the  lower  pole  is  atti-acted  by  the  electro-magnet,  and  the  needle 


Fig.  611. 

thus  made  to  take  up  the  position  represented  by  the  dotted 
lines  opposite  which,  on  the  cover,  is  the  word  understood, 
or  here.  The  axis  of  the  needle  is  also  in  electrical  connec- 
tion with  the  metallic  back  of  the  instrument,  to  which  are 
attached  the  metallic  plate  p  and  binding  screw  j,  so  that  all 
three  are  electrically  connected.  The  small  plate  connecting 
with  C,  a  and  r  is  insulated  from  the  back,  and  a  spiral  wire  n  m 
joins  q  with  the  binding  screw  e  and  coil  of  E.  In  its  normal 
position  the  pin  g  rests  against  a  stop  not  sliown. 

Tlie  operation  of  the  key  will  now  be  readily  understood. 
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When  the  knob  B  is  depressed  the  current  from  C  passes  along  ab 
and  cd  to  c  and  through  the  coil  of  E  to  V,  thence  to  line  L  and  other 
apparatus,  where  an  audible  or  visible  signal  is  to  be  given.  The 
attraction  of  the  needle  A  by  the  electro-magnet  E,  causing  the 
former  to  point  to  the  word  here  on  the  cover,  enables  the  opera- 
tor to  see  that  the  key  has  properly  performed  its  office  At  the 
same  time  the  deflection  of  the  needle  brings  the  pin  g\\\  contact 
with  r,  so  that  the  current  now  has  a  second  route  through  springs 
r  r  and  g^  and  the  needle  remains  deflected  after  the  finger  has  been 
withdrawn  from  B.  Thus  a  continuous  signal  is  given  until  noted 
by  the  person  for  whom  it  is  intended,  who  then  interrupts  the 
circuit  momentarily  by  such  means  as  are  provided  for  the  pur- 
pose With  the  interruption  of  the  circuit  the  needle  returns  to 
its  normal  position,  and  thus  shows  that  the  signal  has  been  re- 
ceived. When  a  vibrating  bell,  to  be  described  presently,  is  used 
for  the  call  apparatus,  a  continuous  to  and  fro  movement  of  the 
needle  takes  place  as  long  as  the  circuit  remains  uninterrupted. 

APPARATUS  FOR  GIVING  THE  SIGNALS. 


The  ordinary  form  of  bells 
used  for  giving  single  taps  is 
shown  in  figure  612. 

It  consists  of  an  electro-mag- 
net MM,  opposite  whose  poles, 
n  i?,  is  placed  the  armature  with 
its  clapper,  i.  The  latter,  in  its 
normal  position,  is  held  back 
from  the  bell  G  by  a  spiral 
spring  attached  to  the  movable 
upright  rf,  which  serves  to  regu- 
late its  tension.  The  stroke  of 
the  armature  is  limited  by  the 
set  screw  r.  Another  form  devis- 
ed by  Breguet,  in  which  the  pro- 
longation of  the  armature  lever 


Fig,  612. 
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is  a  rather  stiff  spring,  is  shown  in  figure  618.  When  such  an 
apparatus  is  placed  in  circuit  with  a  battery  and  one  of  the  push 
button  keys  already  described,  a  ringing  tap  is  given  every 
time  the  button  is  depressed.  By  combining  a  certain  number  of 
taps,  with  proper  intervals  between  them,  it  is  possible  to  com* 


Fig.  613. 

municate  words  and  sentences,  and  thus,  besides  being  a  simple 
call,  the  apparatus  becomes  a  veritable  telegraph. 

THE   VIBRATING    BELL. 

The  principle  employed  in  this  arrangement  is  shown  in  figure 
614.  MM  are  the  coils  of  an  electro-magnet,  which  are  so  con- 
nected that  one  end  of  the  wire  leads  to  the  binding  post  B  and 
the  other  to  the  post  C.  To  the  latter  is  also  attached  a  straight 
spring  which  carries  the  armature  e,  and,  when  the  current  is  not 


Digitized  by  CjOOQIC 


THE  VIBRATING  BELL. 


1039 


circulating,  tends  to  keep  it  withdrawn  from  the  poles  of  the 
magnet  and  against  another  spring,  r ;  this  again  is  in  electrical 
communication  with  the  binding  post  D,  and  both  B  and  D  are 
connected  respectively  to  A  and  E  by  brass  stripa 

When  such  an  apparatus  is  included  in  the  circuit  with  the 
battery  and  push  button,  and  the  button  is  depressed,  the  cur- 
rent arriving  at  b  passes  through  the  coils  to  the  post  C  and  arma- 


Fig,  6U. 

ture  e,  thence  via  the  spring  r  to  post  E  and  wire  c,  completing 
the  circuit  The  soft  iron  cores  consequently  become  magnetized 
and  attract  the  armature  which  interrupts  the  current  at  r,  this 
causes  the  cores  to  become  demagnetized  again  and  the  armature 
falls  back  against  the  spring,  when  the  circuit  is  once  more  estab- 
lished and  an  attraction  follows  as  before.  Thus  a  rapidly  vibra- 
ting movement  is  set  up  and  continued  as  long  as  the  button  is 
depressed  or  the  circuit  remains  closed  by  the  needle  pin  before 
referred  to. 
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By  a  slight  modification  of  the  connections  in  the  bell  instru- 
ment the  apparatus  can  be  used  both  as  a  vibrator  and  as  an  in- 
strument to  give  simple  taps.  The  general  plan  is  shown  in  fig. 
615,  in  which  M  and  e  refer  to  the  same  parts  as  in  the  last.  S 
is  a  switch  which  can  be  turned  on  B  or  E  at  pleasura  When 
it  is  on  E  the  connections  are  precisely  the  same  as  those  just 
described  and  the  apparatus  becomes  a  vibrating  instrument ; 
when  turned  on  B  there  is  no  interruption  of  the  current  with 


Fig,  616. 

the  attraction  of  the  armature,  and  the  instrument  simply  re- 
sponds by  single  taps  to  each  closing  of  the  circuit  by  the  push 
button.  The  path  of  the  current,  when  the  switch  is  on  B  and  E, 
is  sufficiently  evident  from  the  figure  without  further  description. 

DOUBLE   BELL& 

When  it  is  desirable  to  produce  a  very  loud  sound,  double 
bells  and  double  electro-magnets  are  usually  employed  in  the 
vibrating  apparatua  Figure  616  represents  an  arrangement  of 
this  kind.  The  current,  arriving  at  the  binding  post  C,  follows 
the  metallic  strips  in  connection  therewith  to  D  and  D',  thence 
through  the  coils  M  M'  and  strips  H  V,  W  V  to  the  contact 
springs  R  BI  and  armature  A.  From  A  the  continuation  of  the 
circuit  may  be  traced  by  way  of  B  and  binding  post  Z,  which 
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leads  back  to  the  battery.  One  of  the  bobbins,  M  for  instance, 
is  wound  so  as  to  produce  a  greater  magnetic  effect  than  that 
produced  by  the  other  M';  this  causes  the  armature  A  to 
be  drawn  towards  M  until  the  circuit  of  the  latter  is  broken  at 
E ;  M'  now  acts  alone  until  interrupted  in  turn  by  the  break  at 
B',  when  the  same  alternation  is  begun  anew.     Thus,  at  each 


Fig.  616. 

vibration  of  the  armature,  one  of  the  two  bells  is  struck  with 
considerable  violence,  and  the  noise,  with  rapidly  recurring 
strokes,  is  well  calculated  to  arrest  the  attention. 

In  double  bells  of  this  kind  the  line  circuit  is  never  broken 
by  the  vibrating  armature — the  effect  of  this  movement  being 
merely  to  shift  the  current  from  one  coil  to  the  other.     This,  in 
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some  particular  cases,  is  an  advantage  of  considerable  import- 


ance. 


In  general,  the  principle  of  all  vibrating  bells  is  that  of  the 
self-acting  make  and  break;  but,  when  the  contacts  are  rigid 
points,  the  vibrations  of  the  armature  take  place  only  within 
narrow  limits,  and  the  arrangement  cannot  very  well  be  utilized 
for  ringing  a  belL  Siemens  has  devised 'a  plan,  in  his  dial  in- 
struments, which  answers  the  purpose  much  better,  by  giving 
the  armature  a  greater  range  of  movement ;  but  the  adaptation 
of  this  device  to  the  ringing  of  bells  for  simple  calls  is  a  little 
troublesome,  and,  in  fact,  for  general  use,  would  be  altogether 
too  complicated.  By  far  the  most  preferable  way  of  obtaining 
the  desired  range  of  stroke  is  that  already  described,  in  which  a 
spring  of  some  kind  forms  part  of  the  path  for  the  current,  and 


I  Hn         Him 


Fig.  61T. 

which,  with  the  attraction  of  the  armature,  follows  the  latter  for 
such  a  distance  as  may  be  required. 

When  one  battery  is  to  serve  for  operating  several  of  the  bells 
above  described,  the  vibrators  cannot  all  be  placed  in  one  circuit| 
as  each  one  interrupts  the  circuit  independently  of  the  others ; 
and  it  is  impossible,  or  rather  impracticable,  to  make  the  arma 
tures  of  the  various  instruments  so  that  they  will  all  vibrate  in 
exactly  the  same  time,  or  always  be  in  unison. 

The  plan  generally  adopted  for  such  cases  is  shown  in  figure 
617,  where  each  bell,  I,  II,  III,  has  a  separate  conducting  wire 
of  its  own,  as  represented  by  the  numerals  1,  2,  3,  and  a  return 
wire,  L  L,  serves  for  all.  If,  now,  one  of  the  bells  is  operated 
by  the  pressure  of  a  push  button  in  1, 2  or  8,  as  the  case  maybe, 
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it  acts  without  in  any  way  interfering  with  the  others,  as  they 
are  all  quite  independent  of  the  circuit  thus  interrupted, 

SINGLE  BELLS  TO  BE  WORKED  WITHOUT  INTERKUPTIXG  THE 

CIRCUIT. 

The  fault  just  noticed  in  connection  with  the  vibrating  arma- 
ture, causing  a  break  at  each  vibration,  may  be  remedied  in  a 
very  easy  manner  simply  by  causing  the  armature  to  cut  its  own 
magnet  out  of  circuit  after  each  attraction.  The  principle  works 
very  satisfactorily,  and  will  be  readily  understood  by  reference 
to  figures  618  and  619,  which  represent  two  phases  of  its  appli- 
cation, m  m  are  the  coils  of  the  electro-magnet ;  a,  the  armature 
to  which  the  clapper  k  is  attached  by  means  of  a  rather  stiff 
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Fig,  619. 

spring,  and  /  an  elastic  steel  spring,  which  readily  follows  the 
to  and  fro  movement  of  the  armature  for  a  short  distanca  In 
figure  618,  the  armature  itself  forms  part  of  a  shunt  circuit,  by 
which  the  current  is  withdrawn  from  m  tti.  As  will  be  seen,  a 
current  arriving  at  0  passes  through  the  wire  1,  coils  m  m  and 
wire  2  to  the  line  L  ;  the  armature  is  thus  attracted  to  the  spring 
/  and  a  second  route  made  for  the  current  by  way  of  a  cf  As 
the  resistance  of  this  route  is  exceedingly  small,  compared  to  that 
of  the  helices,  almost  the  entire  current  passes  by  the  new  path, 
and  the  cores  become  demagnetized.  The  retractile  force  of  the 
spring  now  preponderates,  and  the  armature  falls  against  the 
back  stop,  breaking  the  shunt  circuit  on  its  way.  By  this 
means  the  magnetism  of  the  cores  is  again  renewed,  and  a  con- 
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stant  vibration  kept  up.  In  figure  582,  the  forward  movement 
of  the  armature  brings  a  spring  /  against  a  contact  c,  and  forms 
the  shunt  quite  independent  of  the  armatura 

As  either  of  these  arrangements  does  not  break  the  main  cir- 
cuit, any  desired  number  of  them  can  be  placed  in  the  same  line 
and  worked  without  interfering  with  each  other. 

When  the  bell  system  is  to  be  used  for  long  distances,  or  when 
a  very  loud  ringing  is  desired,  for  which  purpose  the  main  line 
current,  as  a  rule,  is  not  sufficient,  a  relay  and  local  battery  are 


Fig,  620. 

generally  used;  and  with  the  heaviest  apparatus,  requiring  still 
more  power,  the  ringing  is  done  by  means  of  weights. 

Figure  620  represents  an  arrangement  devised  by  Aubine,  in 
which  a  single  set  of  electro-magnets,  M  M,  serve  both  for  the 
relay  and  the  call.  A  small  projection  on  the  upper  end  of  the 
armature  a,  when  the  latter  is  in  its  normal  position,  supports 
the  lever  8,  keeping  it  from  making  contact  with  spring  4,  and, 
at  the  same  time,  holding  it  firmly  against  spring  2.  When  now 
a  current  is  sent  into  the  line,  it  passes  along  the  connection  1  to 
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spring  2,  thence  to  lever  8  and  its  connecting  wire  to  ispring  / 
and  armature  a,  and  from  there  on  through  the  coils  to  eartL 
This  causes  an  attraction  of  the  arinature ;  lever  S  falls  down  on 
spring  4  and  closes  the  local  circuit,  which  again  results  in  a 
magnetization  of  the  core.  The  armature  is  thus  made  to  vibrate 
in  the  manner  already  described,  and  a  violent  ringing  is  set  up, 
which  continues  until,  by  pressure  on  the  knob  J,  lever  3  is  again 
jaised  and  supported  by  the  armature  projection. 


Fig.  62  L 

Figure  621  represents  another  relay  based  upon  similar  prin- 
ciples, and  much  used  in  France.  The  main  line  circuit  is  suffi- 
ciently apparent  without  further  explanation.  The  local  battery 
O  B  is  inserted  between  the  binding  post  K  and  Z.  From  K  an 
insulated  copper  strip  ft  ft  leads  upward,  and  at  the  top  is  bent  so 
as  to  catch  the  pin  6,  when  the  latter  is  carried  upward  by  the 
spiral  spring  d,  A  projecting  pin  from  the  armature,  when  the 
latter  is  not  attracted,  serves  to  keep  the  rod  F  M  depressed 
With  the  arrival  of  the  line  current  the  armature  is  attracted  and 
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the  rod  released ;  this  allows  the  spring  d  to  act,  and  close  the 
local  circuit  at  c  6  when  the  ringing  is  commenced.  By  pressing 
on  the  knob  P  the  lower  end  of  the  rod  is  caused  to  engage  with 
the  projecting  armature  pin,  and  the  apparatus  is  once  more 
ready  for  another  call 

SIEMENS  AND   HALSKE'S  STATION   ALARM. 

This  is  shown  in  figure  622,  and  consists  of  an  ordinary  relay 
and  bell  magnet,  with  an  automatic  make  and  break  arranged 
upon  the  same  principle  as  Siemens'  dial  instrument,  m  m  are 
the  coils  of  the  relay  magnet,  and  1^  and  1'  its  terminal  wires, 
one  of  which  leads  to  line,  the  other  to  earth.  The  poles  only  of 
the  bell  magnet  are  shown  at  M  M,  one  of  its  coils  is  connected 
ito  the  binding  post  Z,  the  other  to  a  V  shaped  piece  of  metal, 
termed  the  shuttle,  which,  in  its  normal  position,  rests  with  one 
end  against  an  adjustable  screw  in  the  plate  E,  the  latter  also  iu 
metallic  connection  with  the  relay  lever  cu  The  local  battery  is 
joined  to  the  binding  posts  Z  and  K  When  a  current  is  sent 
into  the  main  line  the  armature  a  is  attracted  and  closes  the  local 
circuit ;  this  charges  the  magnet  M  M  and  actuates  armature  A, 
but  after  passing  a  little  distance  the  long  projecting  arm  on  the 
latter  moves  the  shuttle  against  the  stop  r  and  breaks  the  local 
circuit ;  the  spring  F,  being  no  longer  restrained,  now  withdraws 
the  armature,  but  in  doing  so  causes  the  shuttle  to  close  the  cir- 
cuit once  more,  and  thus  a  constant  ringing  is  maintained  as  long 
as  the  main  line  is  closed. 

brequet's  alarm  or  call. 

With  most  of  the  apparatus  heretofore  described  the  call  or 
alarm  is  only  maintained  for  such  a  period  of  time  as  the  circuit 
may  be  closed  by  the  person  giving  the  signal,  or,  as  with  the 
arran;^ement  shown  in  fig,  620,  until  the  messenger  called  stops 
the  ringing  by  depressing  the  knob.  Various  other  combinations 
have  been  suggested  by  Aubine,  Breguet  and  others,  by  means 
of  which  a  single  signal  is  made  to  give  any  number  of  tap& 
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Breguet*s  arrangement  is  shown  in  figure  623,  and  its  operation 
may  be  described  as  follows :  The  line  current  arriving  at  L  in 
consequence  of  the  key  being  depressed,  passes  to  the  contact 
screw  S,  thence  by  way  of  the  lever  0  c,  pivoted  at  C,  through 
the  coils  of  the  electro-magnet  E  to  the  armature  a  and  contact 
b  to  earth.  The  armature  is  thus  drawn  forward  for  a  short  dis- 
tance, but  returns  immediately  afterward,  owing  to  the  break  in 
the  circuit  occasioned  by  the  movement,  and  closes  the  circuit 
again.  In  this  manner  a  vibratory  motion  is  set  up,  and  with 
each  backward  movement  of  the  armature  the  toothed  wheel  R 


Fig,  623. 

13  forced  forward  one  cog,  so  that  the  lever  c  C  is  soon  released 
from  the  pin  g  and  falls  on  the  contact  screw  rf,  placing  the  local 
battery  in  circuit  The  continued  vibration  of  the  armature 
keeps  the  wheel  in  motion,  the  arm  D  is  thus  brought  against 
the  hammer  lever,  and  the  latter  carried  forward  a  certain  dis- 
tance and  then  released,  when  the  hammer  strikes  against  the 
bell  with  considerable  force.  With  the  complete  revolution  of 
the  wheel  the  pin  g  engages  with  the  lever  C  c  again,  and  once 
more  closes  the  main  current. 
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COMBINATION  OF  A  SINGLE   CALL  BELL  WITH  TWO  OR  MORE 
RELAYS  FOR  SEVERAL   LINES. 

When  two  or  more  wires  terminate  at  one  place  a  single 
call  bell  may  be  made  to  answer  for  them  all,  but  in  such  cases 
each  relay  must  be  provided  with  some  arrangement  such  as  the 
rod  F  M  in  fig.  621,  to  show  on  which  of  the  lines  the  signal  has 
been  sent.  Fig.  624  shows  an  arrangement  of  this  kind.  A  is 
the  electro-magnet  of  the  relay,  whose  armature  ends  in  a  bent 
hook,  H,  which  engages  with  the  rod  FI;  m  and  ?i  are  two 
screws  attached  to  the  upright,  D  K,  and  serve  to  limit  the  play 


Fig,  624. 

of  the  armature.  This  upright  is  made  in  two  parts,  insulated 
from  each  other ;  the  one  marked  D  is  connected  to  one  pole  of 
the  local  battery ;  the  other,  K,  is  connected  by  a  wire  S  to  the 
interrupting  spring  M  of  the  vibrating  bell  already  described. 
When  the  armature  of  the  relay  magnet  is  attracted,  its  upper 
part  is  brought  in  contact  with  the  screvr  n  and  the  lopal  circuit 
is  completed,  at  the  same  time  the  attraction  of  the  armature 
releases  the  rod  F  I,  which  is  raised  by  the  action  of  the  spring  rf, 
and  thus  shows,  when  attention  is  called  by  the  bell,  which  line 
has  given  the  signal. 
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Each  of  the  several  relays  are  connected  with  the  bell  magnet 
in  the  manner  shown  in  the  figare,  so  that  there  are  virtuallj  as 
many  distinct  keys  for  closing  the  local  circait  as  there  are  re- 
lays. After  the  call  has  been  observed  the  knob  P  is  again  de- 
pressed when  it  engages  with  the  armature  and  is  held  until 
released  by  another  signal. 

It  is  frequently  desirable  that  the  bell  should  continue  to  ring 
after  the  main  line  current  has  ceased ;  and,  in  order  that  this 
may  be  the  case,  the  upper  part  of  the  pillar  D  K,  fig.  624,  is  made 
the  same  as  its  lower  part,  in  two  sections,  P  and  Q,  and  each 
insulated  from  the  other.  Two  wires,  S'  Z',  shown  by  the  dotted 
lines,  connect  Q  and  P  respectively  to  the  wires  S  and  Z  when, 
therefore,  the  rod  P  I  is  released,  the  action  of  the  spring  d  brings 
the  small  platinum  tipped  piece  e  against  a  similar  contact  on  Q 
and  forms  a  second  closing  of  the  local  circuit,  so  that  the  bell 
continues  to  ring  until  the  call  has  been  observed  and  the  knob 
depressed. 

SIEMENS  AND  HALSKE'S  RELAY  WITH  ANNUNCIATOR  PLATE. 

These  instruments  are  made  in  a  very  perfect  manner,  and  are 
much  used  on  the  German  Fire  Alarm  Telegraph.  Pig.  626  rep- 
resents a  perspective,  and  fig.  626  a  sectional  view  of  the  relay, 
which  does  not  diflfer  materially  from  the  ordinary  forms,  except 
in  theaddition  of  the  annunciator  disk  and  lever  b  cd^  pivoted 
at  c.  The  relays  are  made  for  both  open  and  closed  circuits, 
the  one  represented  being  designed  for  closed  circuits.  The  line 
connections  are  made  at  1  and  2.  K  and  B  connect  with  the 
Morse  recording  apparatus,  while  the  alarm  bell  is  joined  to  A 
and  the  metallic  piece  W  V.  In  its  normal  state  the  lever  of 
the  disk  is  held  in  a  horizontal  position  by  the  hook  on  the 
lever  a  a,  but  with  any  interruption  of  the  main  circuit  the  ar- 
mature is  drawn  off  by  the  action  of  spring/  and  releases  the 
disk,  which  is  now  raised  to  a  vertical  position  by  the  weight  6; 
this  closes  the  call  circuit  at  i  at  the  same  time  that  the  armature 
a  a,  falling  on  the  back  contact  m,  actuates  the  Morse  recording 
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Fig.  626. 
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instrument  When  the  automatic  vibrating  bell  is  used  the 
ringing  is  kept  up  until  the  lever  and  disk  are  returned  to 
their  horizontal  position  by  the  operator. 


J^.  627. 


CLOCK  WORK  ALARM. 


These  calls  are  constructed  in  various  ways,  to  suit  the  different 
purposes  for  which  they  are  to  serve ;  in  some  the  hammer  is 
operated  by  weights  or  springs,  and  made  to  give  a  single  stroke 
for  each  impulse  of  current  sent  into  the  line;  in  others,  the 
strokes  are  repeated  a  certain  number  of  times ;  or  again,  the 
ringing  is  continuous ;  but  in  all  cases  the  current  has  only  one 
function  to  perform,  that  of  releasing  the  train  of  clock  work. 
This  is  usually  accomplished  by  the  action  of  an  electro-magnet 
on  its  armature,  and  the  weights  or  springs  cause  the  signalling. 
An  important  and  much  used  apparatus  of  this  kind  is  that  of 
Hagendorff 's,  which  gives  but  a  single  stroke  for  each  depression 
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of  the  signaling  key,  and  which  is  therefore  preferable  to  the 
vibrating  "bells  for  many  purposes,  especially  in  places  where  the 
rattle  of  the  latter  is  likely  to  be  more  or  less  annoying. 

The  use  of  weights  or  springs  for  causing  the  separate  bell  taps 
is  also  to  be  preferred  to  the  tapping  from  a  clapper  cariied  by 
the  armature  lever,  as  with  the  latter  arrangement,  owing  to  an 
occasional  tardy  withdrawal  of  the  hammer,  the  signals  are  not 
always  very  distinct 


Fig.  628. 


Fig,  629. 


Figures  628  to  631,  inclusive,  show  the  principal  parts  of 
Hagendorffs  apparatus;  the  letters  refer  to  the  same  parts  in 
each  figure. 

Figure  628  gives  an  interior  view  of  the  worka  B  B  is  part 
of  the  brass  frame  to  the  back  of  which  is  attached  an  electro- 
magnet M  ;  fig.  630  represents  the  inside  view  of  the  same  plate. 
The  wheel  I,  fig.  628,  is  loose  on  the  axis  n '  and  carries  a  disk 
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g,  better  shown  in  figure  629  ;  this  is  provided  with  a  detent  S 
and  spring  F  F,  which  presses  the  former  into  the  teeth  of  the 
ratchet  wheel  Z,  thus  preventing  the  latter,  as  well  as  the  wheel 
R,  which  is  fastened  to  it,  from  turning  in  the  direction  indicated 
by  the  arrow  without  at  the  same  time  causing  the  wheel  1  to 
turn  with  it  The  wheel  R  is  provided  with  radial  pins  which 
catch  in  a  chain  passing  over  it  and  attached  to  the  weight  P, 


Bg.  630. 

fig.  631,  the  pins  serving  to  prevent  the  chain  from  slipping.  As 
will  be  seen,  the  ratchet  allows  the  wheel  Z  and  E  to  be  freely 
tximed  in  a  direction  opposite  that  indicated  by  the  an-ow ;  this 
raises  the  weight  P,  which,  in  descending  again,  sets  the  whole 
train  in  motion,  wheel  1  communicating  its  movement  to  wheel 
11,  and  the  latter,  in  turn,  acting  on  axis  g^  and  stop  lever  / 
connected  to  it 
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The  wheel  11,  fig.  680,  carries  near  its  circumference  eight  or 
ten  projecting  pins,  h  A,  which  raise  the  arm  1  on  the  axis  h  A 
powerful  spring,  S,  surrounding  this  axis  and  in  communication 
with  it  and  with  the  frame  of  the  apparatus,  tends  continually  to 
keep  the  arm  depressed.  When,  therefore,  the  latter  is  raised  by 
the  revolution  of  the  wheel  the  spring  is  subject  to  considerable 
tension,  and  as  soon  as  a  pin  passes  from  under  the  arm,  causes 


Fig.  630. 

the  latter  to  descend,  and  the  hammer  K,  attached  to  the  axis  k 
by  the  arm  rt,  strikes  the  bell  with  some  violence.  The  pin  m 
ser\^es  to  limit  the  play  of  the  arm  n. 

Figure  628  represents  the  relay  armature  attracted.  When 
no  current  passes  in  the  coils  of  the  magnet  the  armature  re- 
mains down  and  the  train  work  is  arrested  by  the  arm^J  which 
catches  in  the  escapement  d'  e  e\  The  ends  e  t'  of  the  escapement 
are  so  made  that  the  back  one  e  is  a  little  nearer  than  the  front 
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one  4  to  the  plate  B  B,  but  the  two  are  attached  to  one  piece, 
and  move  together  with  any  movement  of  the  armature  The 
operation  of  the  apparatus  will  now  be  readily  understood. 
When  a  current  is  sent  into  the  line  the  armature  of  magnet  M 
is  attracted,  the  front  point  e  of  the  escapement,  fig.  628,  is 
moved  to  the  left,  and  the  arm /is  carried  forward  by  the  action 
of  the  weight  on  the  train  work  to  e,  and  as  soon  as  the  circuit 
is  broken  e  moves  toward  the  back  B  B,  and  the  arm  makes  one 
complete  revolution,  when  it  is  stopped  again  by  c^.  Simul- 
taneously with  this  movement  the  pins  h  h  pass  under  the  arm 
2,  and  the  hammer  strikes  against  the  bell,  making  one  tap  for 
each  make  and  break  in  the  circuit 

THE   ELECTRO-MOTOaRAPH. 

The  salient  feature  in  this  discovery  is  the  production  of 
motion  and  of  sound,  by  the  stylus  of  the  Bain  telegraph  instru- 
ment, without  the  intervention  of  a  magnet  and  armature.  By 
the  motion  thus  produced,  any  of  the  ordinary  forms  of  telegraph 
printing  or  sounding  instruments  or  relays  may  be  worked 
More  than  this,  the  apparatus  operates  in  a  highly  effective  man- 
ner under  the  weakest  electric  currents,  rendering  it  possible  to 
receive  and  transmit  messages  by  currents  so  weak  that  the  or- 
dinary magnetic  instruments  fail  to  operate,  or  even  to  give  an 
indication  of  the  passage  of  electricity.  The  apparatus  is  shown 
in  fig&  682  and  688. 

In  fig.  682  A  is  a  lever  pivoted  upon  a  universal  joint  C,  and 
is  provided  at  its  extreme  end  with  a  screw  F,  tipped  with 
platina,  resting  upon  a  strip  of  moistened  paper,  which  is  carried 
forward  (in  the  direction  shown  by  the  arrow)  by  the  drum  G. 
This  drum  G  is  continuously  rotated  by  clock  work  The  spring 
S  is  used  for  the  purpose  of  creating  a  pressure  of  the  point  P 
on  the  moistened  paper. 

The  spring  R  is  to  draw  the  lever  to  the  left  and  against  the 
point  X  L  is  a  main  battery,  K  a  key.  The  zinc  pole  of  the 
battery  is  connected  to  the  point  P,  while  the  carbon  pole  is 
connected  to  the  metallic  drum  G,  through  the  key  K.   When  K 
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is  closed,  the  chemicals  with  which  the  paper  is  saturated  are 
decomposed  by  the  passage  of  the  current  through  the  paper, 
and  the  lever  rests  against  the  point  X,  closing  the  local  circuit 
containing  the  sounder  AX  and  local  battery  LB.  If  the  key 
K  is  opened,  the  normal  friction  of  the  platina  point  F  upon  the 
paper  is  so  great  that  the  spring  R  is  insufficient  to  keep  it 
against  the  point  X,  and  it  is  carried  forward  by  the  rotation  of 
the  drum  to  the  point  D,  where  it  remains  until  the  key  K  is 
again  closed ;  then,  by  the  passage  of  the  current,  the  friction  is 
reduced  so  as  to  be  imperceptible,  and  the  spring  R  easily  pulls 
the  lever  against  X,  where  it  remains  as  long  as  the  current  is 
allowed  to  pass.     As  will  be  seen  from  this  brief  description,  the 


Fig,  632. 

lever  is  moved  backward  and  forward  by  a  difference  in  frictions, 
caused  by  the  decomposition  of  the  chemicals  (a  solution  of 
chloride  of  sodium  and  pyrogallic  acid),  with  which  the  paper  is 
moistened,  by  the  passage  of  the  current 

Why  the  paper  becomes  so  extremely  slippery  on  the  pas- 
sage of  the  current,  the  inventor  is  unable  to  stata 

The  apparatus  is  extremely  sensitive,  and  can  be  worked  over 
a  circuit  of  two  hundred  miles  with  two  cells  of  battery.  Some 
idea  of  its  wonderful  sensitiveness  may  be  formed  from  the 
statement  that  by  employing  a  delicate  construction  of  mechan- 
ism and  using  clock  work  to  actuate  the  same,  a  movement  of 
the  lever  has  been  obtained,  sufficient  to  close  a  local  circuity 
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with  a  current  that  was  incapable  of  discoloring  paper,  mois- 
tened with  potassic  iodide,  or  of  moving  the  needle  of  an  ordi- 
nary galvanometer. 

Unlike  a  magnet,  no  secondary  currents  are  set  up,  upon 
opening  and  closing  the  circuit,  to  delay  the  movements  of  the 
lever ;  neither  has  it  cores  to  consume  more  time,  in  charging 
and  discharging,  but  moves  with  a  maximum  eflEect  instantly. 

The  plan  shown  in  fig.  688  is  called  a  polarized  motograph. 

The  key  K  alternately  connects  the  batteries  A  and  B  to  the 
lever  of  the  motograph,  one  sending  a  positive  and  the  other  a 
negative  current    The  current  from  the  battery  A  passes  to  the 


Fig.  638. 

point  X,  thence  through  the  paper  to  the  point  G,  up  through  G 
back  to  the  other  end  of  the  battery  A.  Thus  hydrogen  is 
generated  on  the  point  F,  which  becomes  slippery,  while  oxygen 
is  generated  on  the  point  G,  which  retains  its  normal  friction ; 
hence  the  point  G  is  carried  to  the  right  by  the  rotation  of  the 
drum.  If  the  direction  of  the  current  be  reversed  by  putting  on 
the  battery  B,  hydrogen  is  generated  on  the  point  G,  which 
becomes  slippery,  and  oxygen  on  F,  which  retains  its  normal 
friction,  and  the  lever  is  thrown  to  the  left. 

The  diagram  is  arranged  merely  to  illustrate  the  principle  of 
the  invention. 

In  practice,  a  single  battery  and  reversing  key  are  used. 
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dumoulin-froment's  electric  counter  for  gas  meters. 

The  method  hitherto  most  frequently  employed  for  ascertaiii- 
ing  the  revolutions  of  a  machine  was  to  mechanically  connect 
the  counter  with  the  rotatory  shaft  Some  used  the  electric 
current,  which  made  a  new  figure  appear  on  the  counter  at  each 
emission  of  the  current  The  problem  is  far  more  difficult, 
however,  when  we  have  to  deal  with  several  independent  appar- 
atus, each  with  its  own  rotation,  and  when  the  counter  must 
totalize  the  numbers  of  the  separate  shafts. 

In  some  cases  mechanical  transmission  cannot  be  used,  for 
the  totalizing  counter  must  be  placed  at  a  distance  so  that 
readings  can  be  made  at  any  hour,  day  or  night,  and  no  light  is 
allowed  to  be  brought  into  the  places  where  the  partial  counters 
are  placed.  Electricity  had  to  be  used  to  fulfil  these  conditions, 
and  M.  Dumoulin-Froment  has  succeeded  in  surmounting  all  these 
difficulties.  As  the  movements  of  gas  meters  are  absolutely  inde- 
pendent of  each  other,  it  might  happen  that  at  certain  moments 
there  would  be  a  concordance  between  the  current  emissions  of 
two  or  several  of  the  meters,  in  which  case  the  various  currents 
arriving  simultaneously  in  the  totalizer,  the  action  would  be 
exactly  the  same  as  for  a  single  emission,  and  the  totalizing 
counter  would  be  practically  in  arrears  of  the  actual  consump- 
tion as  indicated  by  the  partial  counters. 

The  inventor  has  met  this  difficulty  by  storing  the  simultane- 
ous emissions  of  the  current,  to  send  them  only  in  succession  to 
the  totalizing  counter,  so  that  each  will  have  the  same  effect  as 
if  it  were  alone  at  the  tima  He  has  brought  into  requisition 
for  this  purpose  the  remanent  magnetism  of  electro-magnets. 
Fig.  684  represents  the  distributing  system  which  stores  the  cur- 
rent emissions  and  sends  them  successfully  to  an  ordinary 
shaped  electric  counter,  fig.  685,  which  adds  them  up.  The 
separate  parts  of  an  electro-magnet  of  the  distributor  are  shown 
in  fig.  686. 

The  distributor  contains  four  electro-magnets,  the  details  of 
which  are  seen  in  fig.  686.     Each  of  them  communicates  witk 
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one  of  the  partial  counters,  and  is  traversed  by  a  current  at  the 
moment  that  there  has  been  a  complete  rotation  of  the  shaft  of 
the  corresponding  partial  counter.  Before  each  electro-magnet 
A  (fig.  636),  is  an  iron  plate,  B,  separated  from  the  poles  of  A  by 
a  delicate  spring  B. 

The  totalizer  can  receive  no  current  as  long  as  the  armature 
remains  attached  to  the  electro-magnet-  It  is  only  when  the  blade 
leaves  the  electro-magnet  that  there  is  an  emission  of  the  current 
in  the  totalizer.  We  must,  therefore,  avoid  having  two  arma- 
tures leaving  their  electro-magnets  at  the  same  time,  in  order  to 


prevent  the  corresponding  emissions  being  confounded  and  min- 
gled in  the  totalizer.  To  do  this,  we  have  a  clock  work  run  by 
weight  and  regulated  by  a  conical  pendulum,  which  produces 
the  rotation  of  the  shaft  as  seen  in  the  section  in  C.  The  shaft 
has  a  cam  in  front  of  each  electromagnet,  these  cams  being 
wedged  in  such  a  manner  that  the  steel  knives  at  their  ends  are 
regularly  arranged  in  a  spiral  form  round  the  shaft  During 
their  rotation  the  cams  meet  the  pieces  D,  fixed  at  the  lower  end 
of  the  armatures  B,  when  these  latter  are  set  against  the  electro- 
magnets A.    The  rotation  of  the  shaft,  0,  is  considerably  shorter 
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than  that  of  the  gas  meters.     The  working  of  the  system  is  as 
follows : 

The  armature,  B,  of  each  magnet  remains  separated  from  it 
as  long  as  the  corresponding  counter  has  not  finished  its  revolu*- 
tion.  At  that  moment  a  current  is  sent  into  the  electro-magnet, 
A,  and  the  armature,  B,  is  attracted.  The  current  sent  by  the 
partial  meter  traverses  the  electro-magnet,  A,  but  for  a  short 
time,  while  the  armature,  B,  remains  attached  to  the  electro-mag- 
net by  the  action  of  the  remanent  magnetism,  and  the  totalizer 
receives  nothing;  the  rotation  of  the  shaft,  C,  however,  puts  the 
cam  in  motion,  the  armature  is  separated  from  the  electro-mag- 
net^ and,  at  the  same  moment,  a  current  is  sent  to  the  totalizer, 
which  indicates  a  unit  more.  In  the  next  revolution,  if  the 
armature  has  not  been  again  attracted  during  the  interval,  the 
cam  on  the  shaft,  C,  will  pass  on  without  touching  D,  and  there 
will  be  no  emission  to  the  totalizer  as  long  as  the  armature,  B,  is 
not  again  attracted.  As  the  gas  meters  make  their  revolutions 
less  rapidly  than  the  shaft,  0,  there  cannot  be  two  successive 
emissions  until  the  cam  has  detached  the  armature,  and  conse- 
quently, there  can  be  no  revolution  that  is  not  marked  In  case 
the  four  gas  meters  should  complete  their  revolutions  simul- 
taneously the  four  electros  would  simultaneously  attract  the 
four  blades,  but  the  four  currents  would  only  be  sent  succes- 
sively to  the  totalizer,  since  they  correspond  to  the  successive 
passage  of  the  cams  before  the  pieces  D.  The  totalizer  would 
thus  mark  the  right  indications  in  any  case. 

carpenter's  proportion  galvanometer. 

This  apparatus,  fig.  637,  is  composed  of  two  circular  frames 
arranged  at  right  angles  and  containing  two  identical  circuits. 
There  is  a  small  magnetic  needle  suspended  by  a  cocoon  thread 
in  the  centre  of  the  instniment,  free  to  turn  in  a  horizontal  plane, 
and  a  mirror,  which  allows  the  positions  of  the  needle  to  be 
ascertained  exactly. 

The  aim  of  the  apparatus  is  to  give  the  direction  of  the  hori- 
zontal component  of  the  magnetism  at  the  point  of  the  field 
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where  the  needle  is  situated.  Now,  at  any  one  point  of  this 
field,  the  force  that  a  magnetic  pole  would  bear — supposing  the 
terrestrial  action  eliminated — ^results  from  the  composition  of  the 
forces  issuing  from  each  of  the  two  circuits,  when  they  are 
traversed  by   a  current     In  the  centre  those  two  forces  are 


Fig,  e37. 

horizontal,  perpendicular  to  each  other,  and  proportionate  to  the 
respective  intensities  of  the  currents  that  engendered  them.  The 
resultant  is,  therefore,  horizontal,  and  its  direction  depends  only 
on  the  proportion  of  the  intensity  of  the  currents.  This  propor- 
tion is  given  very  exactly  by  the  trigonometric  tangent  of  the 
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angle  a,  formed  by  the  resultant  and  one  of  the  components. 
The  angle  is  besides  very  easily  measured.  The  instrument, 
therefore,  gives  the  proportion  of  intensities  of  two  currents, 
and  this  fact  may  be  made  the  basis  of  a  certain  number  of  appli- 
cations, among  which  is  the  measuring  of  resistances. 

Measuring  Resistances, — ^The  two  coils  of  the  galvanometer 
being  identical,  a  current  that  is  intended  to  bifurcate  between 
them  will  divide  into  two  exactly  equal  currents.  But,  sup- 
posing a  resistance  that  is  to  be  ascertained  is  added  to  one  of 
the  circuits,  the  division  of  the  current  will  be  made  in  inverse 
proportion  to  the  resistances.  Another  method  would  be  to 
add  at  the  same  time  to  the  other  circuit  a  known  resistance 
of  the  same  order  as  the  unknown  resistance,  so  as  to  keep  the 
readings  in  a  part  of  the  scale  where  they  are  more  exact  and 
more  easily  found.  The  instrument,  however,  gives  the  propor- 
tion of  intensity  of  the  derived  currents  and,  therefore,  gives 
the  proportion  of  resistances,  or  the  value  of  the  unknown  re- 
sistance inserted  with  the  known  resistance  of  the  circuits  of  the 
apparatu&  For  convenience  of  the  calculation,  an  ohm  is  given 
as  the  resistance  to  the  circuits  of  the  galvanometer. 

The  observations  having  been  made  on  a  scale  of  tangents, 
the  calculation  shows  that  the  relative  error  made  in  estimating 
A  resistance,  as,  is  proportional  to  the  relative  error  of  reading, 
properly  so  called,  and  to  the  factor  ^,  in  which  B  is  the  com- 
mon resistance  of  the  two  circuits  of  the  compass. 

If  the  unknown  resistances  are  always  added  to  the  same  cir- 
<juit  of  the  galvanometer,  the  angular  field  of  the  readings  is  re- 
duced to  45  degreea 

Adjusting  the  Apparatus, — The  forces  that  belong  to  each  cir- 
cuit must  be  perpendicular  to  each  other.  These  two  forces 
must  be  equal  for  a  same  intensity  of  current  The  two  circuits, 
joined  end  to  end,  will  be  simultaneously  traversed  by  a  current 
The  needle  must  occupy  the  diagonals  of  the  angle  formed  by 
the  two  positions  which  it  would  take  if  the  current  passed  suc- 
cessively into  each  circuit.  If  this  condition  be  not  fulfilled, 
the  length  of  the  wire  of  one  of  the  coils  must  be  increased  or 
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diminished.  The  circuits  must  have  the  same  resistance;  Any 
current  that  bifurcates  between  them  should  divide  into  two 
equal  derivations,  and  the  needle  mark  a  deviation  of  45  degrees. 
If  this  condition  be  not  filled,  the  value  that  is  lacking  on  the 
less  resisting  circuit  will  be  completed  by  a  wire  that  must  be 
outside  the  frame,  and  which,  consequently,  will  not  change  the 
action  of  this  circuit  on  the  needle. 

Influence  of  Terrestrial  Magnetism. — All  that  is  requisite  to 
eliminate  the  disturbing  action  of  terrestrial  magnetism  is,  either 
to  place  the  suspending  thread  of  the  needle  parallel  to  the  lines 
of  force  of  the  terrestrial  field,  or,  the  apparatus  remaining  ver- 
tical, to  restore  the  needle  to  equilibrium  in  the  plane  of  the 
magnetic  meridian,  by  a  rotation  at  each  observation. 

SIEMENS  ELECTRIC  FURNACE. 

This  apparatus,  fig.  688,  is  a  voltaic  arc  regulator,  in  which 
the  arc  is  represented  by  the  material  to  be  fused,  or  already 
melted,  the  positive  pole  by  a  crucible  of  gas  carbon  or  graphite, 
and  the  negative  pole  by  a  bundle  of  carbon  rods.  The  sub- 
stance fused  by  the  arc  is  generally  a  quantity  of  steel,  consist- 
ing of  broken  files. 

It  is  the  heat  developed  by  the  resistance  of  the  metal  to  the 
passage  of  the  current  which  produces  the  fusion.  To  regulate 
the  length  and  the  resistance  of  the  arc  maintained  in  the  cruci- 
ble, a  solenoid,  included  between  the  upper  carbon  and  the  cruci- 
ble in  a  derived  circuit,  is  employed  This  coil  attracts  a  core 
of  soft  iron  suspended  from  the  extremity  of  a  scale  beam,  and 
acting  thereby  to  lift  the  upper  carbons  attached  to  the  opposite 
end  of  the  lever,  maintains  at  every  moment  a  proper  separation 
between  the  carbon  crucible  and  the  opposed  pole,  however  the 
condition  of  the  material  submitted  to  fusion  may  vary.  The 
regulation  is  adjusted  by  a  weight  gliding  upon  the  beam.  The 
current  is  supplied  by  a  powerful  Siemens  continuous  current 
dynamo-electric  machine. 

To  accomplish  the  fusion  of  steel,  it  is  necessary  to  produce  a 
temperature  higher  than  1,800^,  and  to  supply  a  quantity  of  heat 
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which  theoretically  must  be  at  least  equal  to  860  joules  per 
pound  of  steel  fused 

When  a  current  of  100  amperes  and  a  difference  of  potential 
of  about  60  volts  is  employed,  there  is  disengaged  in  the  furnace 
an  amount  of  heat  equal  to  6.04  joules  per  second,  which  corre- 
sponds to  an  expenditure  of  electric  energy  of  about  seven  horse 
power,  requiring  an  expenditure  of  about  ten  effective  horse 
power  upon  the  generating  machine. 

THOMAS'   ELECrrRO-CHRONOMETRIO  INDICATOR. 

This  apparatus,  fig.  689,  consists  of  a  straight  electro-magnet, 
the  poles  of  which  are  prolonged  at  right  angles  to  the  core  by 
two  armatures,  which  clear  the  spool,  and  are  again  bent  at  right 
angles  toward  each  other,  close  to  the  spool  and  parallel  with 
the  core.  Between  them  there  is  left  a  space  wherein  a  perma- 
nent magnet,  in  the  form  of  an  S,  is  supported  upon  a  vertical 
axi&  This  axle  carries  an  endless  screw  which  engages  with 
the  train  of  wheels  that  drives  the  handa  Every  half  minute  a 
current  is  sent  through  the  electro-magnet  by  the  regulator,  first 
in  one  direction  and  then  the  other,  alternately.  U'he  direction 
of  the  current  is  so  determined,  that  each  time  it  develops  in 
each  armature  of  the  electro-magnet  a  polarity  of  the  same  kind 
as  that  opposed  to  it  by  the  contiguous  pole  of  the  S  magnet 
The  nearest  or  like  poles  of  the  S  magnet  are,  therefore,  re- 
pelled, and  the  most  remote  or  opposite  poles  attracted,  where- 
by a  half  revolution  of  the  S  magnet  is  determined,  which  brings 
the  unlike  poles  of  the  two  magnets  in  juxtaposition.  .  The  cur- 
rent is  permitted  a  duration  of  two  or  three  seconds,,  in  order 
that  the  S  magnet  may  attain  its  position.  When  the  electric 
current  ceases,  the  influence  of  the  S  magnet  causes  the  electro- 
magnet to  maintain,  temporarily,  the  polarity  it  had  acquired, 
and  to  act  as  a  magnetic  break,  which  holds  the  S  armature  in 
position.  The  transit  of  the  succeeding  current  in  the  reverse 
direction  inverts  the  polarization  of  the  electro-magnet,  and 
causes  the  S  magnet  to  complete  its  revolution,  and  so  on.  The 
endless  screw  engaged  with  the  train  of  wheels  carries  the  hands 
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forward  at  each  movement  In  virtue  of  its  inertia,  the  S  magnet 
tends  to  fly  past  the  position  of  equilibrium.  To  obviate  this 
inconvenience,  the  velocity  it  has  acquired  toward  the  end  of 


Fig.  639. 

each  half  turn  is  retarded  by  a  pin  inserted  in  the  axle  of  the  end- 
less screw,  which  rubs  against  a  flexible  strip  of  metal  depend- 
ing from  the  frame  above. 
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The  apparatus  requires  no  further  regulation.  The  rotation 
is  produced,  whatever  may  be  the  distanoe  between  the  extremi- 
ties of  the  S  armature  magnet  and  the  electro-magnet,  and  this 
distance  may  vary  between  one  and  three-twentieths  of  an  inch. 
The  electric  force  acts,  through  the  electro-magnet,  upon  the 
long  arm  of  a  lever,  the  S  magnet,  while  the  effect  is  transmitted 
by  the  short  arm  of  the  lever,  the  endless  screw,  which  is  the 
inverse  of  other  gearing.  The  power  of  the  apparatus  may  be 
graduated  by  the  dimensions  of  the  S  magnet,  and  of  the  elec- 
tro-magnet, and  by  the  size  nnd  length  of  the  wire  which  sur- 
rounds the  soft  iron  core.  By  augmenting  the  intensity  of  the 
^battery  employed,  a  great  number  of  clocks  may  be  included 
in  one  cii^cuit,  and  dials  of  six  feet  in  diameter  may  be  associ- 
ated in  circuit  with  the  smallest  clocks. 

maxim'3  electro-automatic  fire  extinguisher  for 
use  in  theatres. 

As  fires  in  theatres  almost  invariably  begin  on  the  stage,  the 
system  of  automatic  extinguishers  is  established  there ;  the 
upper  part  of  the  stage — the  friezes — being  provided  with  a 
regular  system  of  suitably  distributed  pipes.  These  pipes  are 
ordinarily  filled  with  slightly  compressed  air,  the  water  being 
stopped  by  a  cock,  which  can  be  seen  in  fig.  640,  under  the 
footlights.  In  the  upper  part  are  cocks  that  are  kept  closed  and 
out  of  gear  when  in  their  normal  position.  Small  combustible 
cords,  stretched  from  the  dangerous  points,  keep  in  place  the 
gearing,  which  prevents  the  cocks  from  opening.  In  case  of  fire, 
the  cords  are  naturally  burned,  the  cocks  opened,,  and  the  air  es- 
capes, while  by  a  combination  of  levers  and  gearing,  worked  by 
a  valve,  kept  raised  by  the  air  pressure,  the  cock  beneath  the 
stage  is  opened,  the  water  under  pressure  flows  through  the 
pipes,  which  were  previously  filled  with  air,  and  is  poured  in 
streams  over  the  points  where  the  cords  were  burned,  and  at 
once  inundates  the  place  where  the  fire  began. 

Mr.  Maxim  employs  electricity  for  the  purpose  of  obtaining  a 
rapid  disengaging  gear,  and  thus  dispenses  with  the  cord  and 
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the  compressed  air  in  the  pipes.  Fig.  641  shows  this  arrange- 
ment. A  reservoir,  A,  filled  with  waiter,  is  provided  with  a 
dome,  D,  in  which  is  a  glass  bottle  containing  sulphuric  acid. 
When  one  of  the  electric  alarms  is  set  going,  it  sends  a  current  into 
the  electro-magnet,  H,  the  armature  I  is  attracted  and  releases 
the  hammer,  J,  which  falls  on  the  iron  rod,  F ;  the  latter  slides 
in  its  packing  and,  striking  the  bottom  of  the  bottle,  breaks  it 
The  acid  falls  into  the  water  and  comes  in  contact  with  pieces  of 
chalk  in  the  bottom  of  the  reservoir,  A,  thus  immediately  dis- 
engaging an  abundant  supply  of  carbonic  acid  gas,  by  which  the 
water  is  put  under  pressure  and  inundates  the  point  in  danger. 

To  open  an  aperture  near  the  burning  point,  a  few  cells  of 
Leclanchtfs  battery  are  used,  while  water  holes  in  the  shape  of 
ajutage  and  closed  wiih  a  cap  are  arranged  at  certain  distances 
from  each  other.  The  stopper  cap  contains  a  little  gun  cotton, 
which  is  inflamed  by  a  platina  spiral  which  connects  with  the 
battery  and  the  fire  alarm.  The  result  is,  that  the  water  under 
pressure  escapes  at  the  point  where  the  local  explosion  takes 
place  on  the  breaking  out  of  fire. 

In  another  arrangement  devised  by  Mr.  Maxim,  fire  alarms 
are  arranged  along  the  stage  for  the  purpose  of  closing  an  elec- 
tric circuit  when  tJie  temperature  rises  above  a  certain  degree  at 
that  point  This  alarm  is  composed  of  two  metallic  plates,  R 
R  (fig.  642),  forming  a  spring,  separated  by  a  small  block  of  fusi- 
ble metal  T,  which  is  electrically  insulated  from  the  plates  R  R^ 
by  two  small  sheets  of  paper.  Similar  apparatus  are  placed  at 
suitable  distances.  K  the  temperature  rises  sufficiently  to  melt 
the  metallic  block  T,  the  plates  will  come  in  contact  and  close 
the  circuit 

The  current  then  traverses  the  electro-magnet  M  (fig.  642),. 
which  attracts  the  armature  N,  and  causes  the  lever  N  O  to 
swing.  The  weight,  F,  being  no  longer  kept  in  a  vertical  posi- 
tion, falls,  and  describes  from  left  to  right  a  quarter  of  a  circle. 
A  hand,  G,  which  is  fixed  on  the  same  lever  as  the  weight  F, 
frees  the  end  of  the  lever  H.  The  weight  F,  acting  on  H,  by  a 
combination  of  levers  P  and  K,  opens  the  cock  C,  and  the  water 


Digitized  by  CjOOQ IC 


1074 


ELBCTBO-AUTOMATIO  FIBE  EXnNGUISHER. 


^ 


Digitized  by  CjOOQIC 


ELECTRO-AUTOMATIC  TIRE  EXTINGUISHER  1075 

in  the  municipal  main,  being  no  longer  stopped,  flows  freely 
into  the  pipe  system  A.  The  apparatus  also  opens  a  pipe  in 
the  neighborhood  of  the  alarms,  and  inundates  the  threatened 
point 

The  pipes  have  orifices.  A,  fig.  643,  closed  by  a  cap  B,  having 
an  elastic  and  water  tight  washer,  C.  It  is  kept  in  place  by 
screws  D  D,  having  a  wormed  shoulder  which  screws  in  turn  in 
small  cylinders  containing  gun  cotton  or  other  explosive  matter. 
The  screws  D  are  perforated  lengthwise  by  a  central  hole 
through  which  very  combustible  wicks  are  passed.  If  a  fire 
bursts  out,  the  wicks  take  fire,  explode  the  gun  cotton,  the  cap 
is  blown  off,  and  the  orifice  is  opened.  In  another  arrangement 
the  aperture  is  opened  by  the  electric  current     To  this  end 


Fig.  643. 

•each  of  the  small  cylinders,  like  those  in  fig.  641,  has  an  insulat- 
ing socket  traversed  by  a  conducting  wire.  The  lower  extrem- 
ity of  this  conductor  has  a  small  platina  wire  connected  with  the 
negative  pole  of  the  battery,  while  the  positive  pole  is  attached 
to  a  wire  which  is  rolled  in  spiral  form  round  the  wire  leading 
to  the  upper  extremity  of  this  conductor.  The  two  wires  are 
separated  by  a  very  combustible  insulating  substance,  and  a 
coating  of  a  conducting  fusible  metal.  The  combustion  of  the 
insulating  matter  and  the  fusion  of  the  metal  produce  a  contact 
between  the  wires  which  closes  the  circuit,  and  the  platina  wire 
placed  in  the  cylinder  becoming  incandescent,  sets  fire  to  the  gun 
cotton. 

The  cock,  C,  must  open  every  time  that  the  fire  alarms  work, 
and  for  this  purpose  all  the  dilatable  apparatus  are  placed  in 
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derivation,  and  connected  with  the  conductor  going  to  the  elec- 
tro-magnet of  the  automatic  cock.  Each  closure  of  the  circuit 
in  the  dilatation  apparatus  blows  off  the  covering  from  the  cor- 
responding water  pipe,  and  causes  an  electro-automatic  opening 
of  the  cock  0. 

brooks'  underground  telegraph  system. 

In  this  system  copper  wires,  wrapped  in  cotton  or  flax  and 
bound  together  so  as  to  form  a  flexible  cable  and  enveloped  in  a 
tightly  braided  coating  of  jute,  are  drawn  into  an  iron  pipe^ 


which  is  then  filled  with  paraffine  oil  Joint  boxes,  fig.  644^ 
are  provided  at  suitable  distances  for  splicing  adjacent  cables. 
Fig.  645  shows  the  construction  of  a  splice  box  capable  of  ac- 
commodating 400  wires,  which  enter  the  box  through  the  maia 
conduit  0,  consisting  of  a  lap  welded  iron  pipe  two  and  a  half 
inches  in  diameter.  These  boxes  are  made  of  cast  iron  and 
have  an  inside  diameter  of  seven  inchea  D  is  a  movable  cover 
which  screws  into  the  top  of  the  box.  A,  thus  rendering  the 
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wires  easy  of  access.  Branch  wires  may  be  taken  out  of  either 
side  of  the  box  through  an  outlet,  K  When  the  box  is  to  be 
used  for  splicing  the  ends  of  adjacent  cables,  sufficient  room  for 


the  operation  is  obtained  by  the  use  of  a  cast  iron  dome,  F, 
which  is  substituted  for  the  cap,  D,  and  is  provided  with  a  mov- 
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able  cover,  G,  for  the  purpose  of  filling  the  box  with  oil  after 
the  splice  has  been  made.  Oxidation  of  the  outside  of  the  pipe 
is  usually  prevented  by  enclosing  it  in  a  wooden  trough  and  fill- 
ing the  space  between  the  pipe  and  the  trough  with  pitch. 


LEWIS'  IMPROVED  INSULATOR. 


Mr.  Lewis  has  made  an  exceedingly  simple,  but  valuable,  im- 
provement in  the  method  of  fastening  the  line  wire,  to  the  or- 
dinary form  of  glass  or  porcelain  insulator,  by  means  of  which 


Fig,  646. 

the  old  and  troublesome  binding  is  entirely  dispensed  with,  and 
the  line  wire  is  quickly  and  effectually  secured  without  the 
use  of  took  A  conical  and  expanding  screw  thread,  fig.  646, 
is  formed  upon  the  exterior  of  the  upper  portion  of  the  insulator, 
similar  to  that  upon  the  point  of  a  gimlet,  and  the  fastening  is 
accomplished  by  hooking  on  the  line  a  rigid  galvanized  iron 
clip  of  horseshoe  shape,  and  inserting  the  conical  screw  therein. 
The  insulator  is  provided  not  only  with  a  conical  exterior  ex- 
panding screw,  but  also  with  an  interior  female  screw,  adapted 
to  turn  upon  a  supporting  pin,  provided  with  a  corresponding 
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screw  thread,  by  means  of  which  the  insulator  is  secured  to  the 
pin  by  the  sanie  movement  that  fastens  the  wire  to  the  insulator. 
By  these  improvements  the  insulator  is  kept  free  from  the  usual 
streaks  of  rust,  which  are  found  under  the  binding  wire  now  in 
use,  and  which  are  due  to  the  cracking  off  of  the  coating  of  zinc 
in  the  process  of  binding  it  around  the  line  wire.  The  resist- 
ance of  the  ordinary  insulator  is  considerably  diminished,  in  con- 
sequence of  the  binding  wire  being  in  close  contact  with  the 
glass  or  porcelain,  and  forming  a  great  number  of  receptacles 
for  dirt  and  moisture,  a  defect  to  which  the  improved'  form  is 
not  subject,  because  the  line  wire  and  clip  only  touch  at  three 
points.  It  is  well  known  that  oxidation  and  an  injurious  chem- 
ical action  also  take  place  to  a  greater  extent  where  the  bind- 
ing wire  is  wrapped  around  the  line  wire  than  at  any  other 
point,  and  that  breakages  are  more  frequent  at  those  points 
than  elsewhere.  As  Mr.  Lewis'  improvement  entirely  dispenses 
with  the  wrapping,  its  use  ought  to  result  in  a  material  dim- 
inution of  inteiTuptions  of  that  character. 
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d'arlincourt's  relay. 

A  practical  defect  in  the  Siemens  polarized  relay,  described 
on  page  509,  VoL  L,  is  that  the  force  of  restitution  is  sometimes 
less  than  the  rest  force,  so  that  when  the  current  ceases  the 
tongue  0  C,  fig.  647,  may  fail  to  return  from  the  stop  D'  to 
the  stop  D.  This  is  partly  due  to  adhesion  between  the  surfaces 
of  the  tongue  and  the  stop  D',  and  partly  to  residual  magnetism. 
It  will  be  observed,  moreover,  that  the  force  of  restitution, 
which  takes  the  place  of  the  retractile  force  in  a  neutral  relay, 
is  a  fixed  and  constant  quantity  in  the  Siemens  relay,  quite  inde- 
pendent of  the  magnitude  of  the  working  force,  which  constitutes 
another  defect  To  remedy  these  defects,  Mr.  C.  F.  Varley  in- 
troduced the  double  current  system,  by  which  the  line  wire  is 
connected,  during  the  pauses  between  the  signals,  to  the  op- 
posite pole  of  the  battery  ;  a  positive  current  being  employed  to 
attract  the  tongue,  and  a  negative  current  to  throw  it  back  to 
its  initial  position,  thus  obtaining  a  force  of  restitution  which 
could  be  made  even  greater  than  the  working  force,  while  the 
working  force  and  the  force  of  restitution  both  follow  the 
variations  of  the  condition  of  the  line  and  always  remain  pro- 
portional to  one  another. 

The  defects  incidental  to  the  design  of  the  Siemens  relay 
have  also  been  very  successfully  overcome  by  Mr.  d'Arlincourt 
by  means  of  a  relatively  slight,  but  novel  modification  of  the 
instrument  The  novelty  of  the  relay  in  principle  is  attested 
by  the  fact  that  in  a  description  of  it  published  in  the  Journal 
Telegraphique  of  Berne,  its  action  was  misinterpreted,  while  in 
his  report  to  the  French  administration  on  the  Vienna  Exhibi- 
tion, Mr.  Clerac  says :  "  This  second  armature  vibrates  as  the 
first,  under  the  direct  action  of  the  line  current,  but,  when  this 
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current  ceases,  it  effects  still  a  final  l>eat  under  the  influence 
of  a  magnetic  reaction,  of  which  the  catise  has  not,  thus  fai\ 
been     completely    explained."    Subaequentlj,    however,    Mr. 


Schwendler,  in  India,  nntl  Coiuit  Du  Moncel,  in  France,  correctly 
explained  its  action,  which  we  reprodnce. 

If  tlie  soft  iron  rod^  A  B,  lig,  (i43,  be  wound   witii  insuluie^l 
copper  wire  in  the  way  shown  in  the  ligare,  imd  a  current  be  sent 
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through  the  wire  in  the  direction  indicated  by  the  arrow,  then 
the  core  will  assume  a  south  polarity  at  A,  and  a  north  polarity 
at  B.  If  the  wire  be  wound  continuously  and  symmetrically 
along  A  B,  there  will  be  a  single  neutral  line,  x  o  x\  passing 
through  the  centre,  o,  of  the  electro  magnet,  at  right  angles  to  its 
axis,  and  the  whole  of  one  half,  A  o,  of  the  rod  will  be  south, 


while  the  whole  of  the  other  half,  B  o,  will  be  north.  If,  how- 
ever, the  wire  be  wound  symmetrically,  but  not  continuously  (the 
middle  part  of  the  bar  being  left  uncovered),  as  in  fig.  649,  there 
will  be  three  neutral  lines,  viz. :  x  o  x'  (passing  as  before 
through  the  middle  point  of  the  rod) ;  y  y'  (passing  through  the 

2^        di       y 

Fig,  649. 

right  hand  helix,  and  lying  nearer  to  o  than  to  B) ;  and  z  z\  pass- 
ing through  the  left  hand  helix,  and  lying  nearer  to  o  than  to  A. 
From  A  to  zz'y  the  rod  will  be  south,  from  z  z'  to  xox',  north 
(weaker  than  the  former) ;  from  x  o  x'io  y  y\  south  (equal  to  the 
latter) ;  and  from  y  y'  to  B,  north  (equal  to  the  first).  As  the  " 
bare  space  intervening  between  the  two  helices  diminishes,  so  do 
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the  two  neutral  lines  y  y'  and  z  z'  (fig.  649)  approach  toward 
the  principal  neutral  line,  xox' ;  and  they  finally  coincide  with 
it  when  the  rod  is  covered  with  wire  throughout,  as  shown  in  fig. 
648.  Consider  the  case  represented  in  fig.  649.  So  long  as  the 
current  continues  to  flow  through  the  coils  it  is  distributed  in 
the  manner  indicated  above.  If,  however,  we  interrupt  the  cur- 
rent an  action  supervenes  which  has  been  taken  advantage  of  by 
Mr.  d'Arlincourt,  and  constitutes  the  novelty  of  his  relay.  As 
already  stated,  the  outer  poles  are  stronger  than  the  inner  poles, 
and  hence,  at  the  moment  of  interrupting  the  current,  the  resid- 
ual magnetism  due  to  the  outer  poles  will  be  greater  than  that 
due  to  the  inner  poles,  and  will  overcome  it  Further,  the  outer 
poles  have  a  greater  distance  to  travel  to  neutralize  one  another 


than  the  inner  poles,  and  will  consequently  outlive  them. 
Hence,  when  the  current  is  interrupted,  the  neutral  lines,  y  y' 
and  z  z',  will  rapidly  approach  toward  the  principal  neutral 
line,  X  0  x\  and  coincide  with  it,  thus  leaving  the  half  A  o  of  the 
rod  temporarily  magnetized  south  throughout  its  length,  and  the 
half  B  0  temporarily  magnetized  north  throughout  its  length.  It 
will  be  seen,  therefore,  that  as  soon  as  the  current  is  interrupted 
the  polarity  of  the  core  lying  immediately  on  either  side  of  the 
principal  neutral  line,  x  o  x\  is  temporarily  reversed. 

Bearing  the  foregoing  principles  in  mind,  we  will  now  exam- 
ine the  construction  and  operation  of  the  relay,  which  is  shown 
in  fig.  650. 
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A  B  C  is  of  soft  iron,  forming  the  core  of  a  horsesboe  electro- 
magnet, wound  in  the  manner  indicated.  D  and  E  are  projec- 
tions to  bring  the  core  near  the  tongue.  T  is  a  ^horizontal 
section  of  a  vertically  pivoted  soft  iron  tongue,  polarized  by  a 
large  permanent  magnet,  and  free  to  play  between  the  stops  P 
and  Q,  which  are  respectively  the  local  contact  and  the  rest 
stops.  S  is  an  adjusting  screw  of  soft  iron  for  r^ulating  the 
sensibility  of  the  instrument,  by  varying  the  mass  of  iron  pres- 
ent in  the  projection  K  x  o  «'  is  the  principal  neutral  line  of 
the  electro-magnet 

We  shall  assume  the  end  T  of  the  tongue  to  be  a  south  pole. 
Suppose  the  stops  P  and  Q  to  be  adjusted  so  that  they  both  lie 
to  the  right  of  the  neutral  line  xooii.  The  tongue  T  is  attracted 
by  both  the  projections  D  and  E,  but  since  it  is  necessarily 
nearer  to  E  than  to  D  it  will  rest  in  contact  with  the  rest 
stop  Q. 

Now,  suppose  a  current  to  flow  through  the  wire  in  the  di- 
rection indicated  by  the  arrows.  Then  A  will  become  a  south 
pole,  and  B  a  north  pole ;  D  a  weaker  north  pole,  and  E  a 
weaker  south  pola  Hence,  since  T  is  a  south  pole,  T  will  be 
attracted  by  D  and  repelled  by  E ;  and,  if  the  resultant  force 
be  sufficiently  great,  T  will  move  over  and  rest  in  contact  with 
the  local  contact  stop  P,  and  remain  there  so  long  as  the  current 
continues  to  flow.  When  the  current  is  interrupted,  T  tends  by 
its  own  inductive  action  (since  it  is  nearer  E  than  D)  to  return  to 
Q ;  but,  over  and  above  this,  the  moment  the  current  is  inter- 
rupted D  is  changed  to  a  south  pole  and  E  to  a  north  one,  so  that 
T  is  now  attracted  toward  E  and  repelled  from  D.  Under 
the  influence  of  these  forces,  if  sufficiently  strong,  the  tongue  T 
will  return  and  rest  against  Q,  where  it  will  be  ready  to  be 
moved  by  a  fresh  current 

Tf,  instead  of  adjusting  the  stops  P  and  Q  so  that  they  both 
lie  to  the  right  of  the  neutral  line  a:  o  a:',  we  adjust  them  so 
that  they  both  lie  to  the  left  of  the  neutral  line,  then  normally, 
t  e.^  when  no  current  is  passing,  the  tongue  T  will  rest  in  contact 
with  the  stop  P.     Now,  suppose  a  current  to  pass  as  before  in 
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the  direction  indicated  by  the  arrowa  Then  since,  as  before,  T 
is  attracted  toward  D  and  repelled  from  E,  the  tongue  will  not 
move,  but  will  only  press  harder  against  the  stop  P  so  long 
as  the  current  continues  to  pass.  The  instant,  however,  we  in- 
terrupt the  current,  the  polarity  of  D  and  E  is  reversed,  D  tem- 
porarily becoming  a  south  and  E  a  north  pole.  Hence  T  will 
now  be  attracted  by  E  and  repelled  by  D  temporarily.  Under 
the  influence  of  this  momentary  reverse  force,  if  sujficiently 
strong,  the  tongue  will  fly  over  from  P  to  Q.  But  this  force 
being  essentially  transient  the  tongue  will  as  quickly  return  to 
its  normal  position.  Hence,  when  the  relay  is  adjusted  as  here 
described,  at  the  closing  of  the  circuit  there  will  be  no  motion 
of  the  tongue,  but  at  the  opening  of  the  circuit  the  tongue  will 
execute  a  complete  oscillation,  i  c,  will  move  from  P  to  Q  and 
back  again.  From  the  peculiar  flick  with  which  this  movement 
is  executed  by  the  tongue,  Mr.  d'Arlincourt  has  very  aptly  com- 
pared it  to  the  stroke  of  a  whip. 

It  is  easy  to  see  that  if  the  signalling  current  be  sent  in  the 
proper  direction  through  the  coils  of  the  relay,  the  line  wire 
attached  to  the  tongue,  and  earth  or  zinc  to  the  stop  Q,  every 
time  the  key  is  opened,  earth  or  zinc  will  be  momentarily  put  to 
line. 

Instead  of  the  residual  magnetism  being  a  retarding  influ- 
ence, as  in  other  forms  of  electro-magnets,  Mr.  d'Arlincourt  em- 
ploys it  as  an  antagonistic  force,  and  thus  obtains  great  mpidity 
of  action.  The  stronger  the  line  current  received,  the  stronger 
also  the  residual  magnetism,  and  consequently  the  stronger  the 
antagonistic  force,  and  hence  this  relay  requires  very  little  ad- 
justment 


Digitized  by  CjOOQ IC 


CHAPTER  XLVIL 

THE   HABMONIC  TELEGRAPH   OR  TELEPHONE. 

The  transmission  of  sounds  over  a  telegraph  line,  or,  to  speak 
more  accurately,  the  reproduction  of  musical  tones  at  a  distance 
by  means  of  electro-magnetism,  is  not  only  in  itself  a  matter  of 
great  scientific  interest,  but  has  of  late  assumed  so  much  impor- 
tance, in  view  of  its  possible  applications  in  practical  telegraphy, 
that  a  work  of  this  kind  would  scarcely  be  complete  without 
some  explanation  of  the  principles  involved,  and  a  brief  state- 
ment of  the  practical  results  thus  far  obtained. 

The  peculiar  sensation  which  we  call  sound  is  excited  in  the 
organs  of  hearing  by  the  vibratory  motion  of  bodies,  when  trans- 
mitted to  the  ear  through  an  elastic  medium.  It  is  always  the 
result  of  rapid  oscillations  imparted  to  the  molecules  of  elastic 
bodies,  when  their  equilibrium  has  been  disturbed  either  by  a 
shock  or  by  friction.  Such  bodies  tend  to  return  to  their  first 
position  of  equilibrium,  but  only  reach  it  after  performing  on 
each  side  of  that  position  a  decreasing  series  of  very  rapid  vibra- 
tory movements.  A  simple  musical  tone  results  from  a  continu- 
ous rapid  and  uniformly  recuning  series  of  vibrations,  provided 
the  number  of  complete  vibrations  per  second  falls  within  cer- 
tain limits.  If,  for  example,  the  vibrations  number  less  than 
seven  or  eight  per  second,  a  series  of  successive  noises  are  heard 
instead  of  a  tone,  while  if  their  number  exceeds  24,000  to  86,000 
per  second,  the  ear  becomes  incapable  of  appreciating  the  sound. 

The  ear  distinguishes  three  distinct  qualities  in  sound.  1. 
The  lone  or  pitchy  by  virtue  of  which  sounds  are  high  or  low, 
and  which  depends  upon  the  rapidity  of  the  vibratory  move- 
ment. The  more  rapid  the  ^dbrations  the  more  acute  will  be  the 
sound.  2.  The  intensity^  by  virtue  of  which  sounds  are  loud  or 
soft,  and  which  depends  upon  the  amplitude  of  the  vibrations. 
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8.  The  quality  or  timbre,  by  which  we  are  able  to  distinguish  a 
note  gounded  upon,  for  example,  a  \^olin,  from  the  s«ime  nota 
when  sounded  upon  a  fiute.  Bj  a  remarkable  series  of  experi- 
mental investigations,  Hehnholtz  succeeded  in  demonstrating 
that  the  different  (qualities  of  sounds  are  due  to  the  different  in- 
tensities of  the  harmonics  which  accompany  tlie  primary'  tones 
of  those  sounds. 

The  different  characteristics  of  sound  may  be  graphically 
represented  and  the  phenomena  thus  rendered  more  easy  of  com- 
prehension. In  fig.  651,  for  example,  let  the  line  c^  8  represent 
a  certain  length  of  time,  and  the  continuous  curv^cd  line  the  suc- 
cessive vibrations  proiluciug  a  simple  tona     The  curves  above 


Fig.  6S1. 

the  line  repre.seiit  tiie  compression  of  tlie  air,  and  tho.se  be]ow  the 
line  its  rarefactitni :  the  air,  an  elastic  medimn,  is  tluis  thrown 
into  vibrations  which  transmit  the  sound  waves  to  the  ear.  The 
ear  is  unable  to  appreciate  any  sensations  of  sound  other  than 
those  produced  by  vibrations  wliieli  may  be  represented  by 
cur\'es  similar  to  that  above  desciibed  Even  if  several  tones 
are  produced  simultaneously^  the  elastic  medium  of  transmission 
is  under  the  influence  of  several  forces  acting  at  the  ^amc  time, 
and  which  are  siibjeet  to  tlie  ordinary  laws  of  mechanics.  If  the 
different  forces  act  in  the  same  direction  the  totid  force  is  repre- 
senteti  by  their  sum,  while  if  they  act  in  ojtposite  directions,  it 
is  represented  by  the  difference  between  them. 
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In  fig.  651  three  distinct  simple  tones,  c^,  g  and  c,  are  repre- 
sented, the  rapidity  of  the  vibrations  being  in  the  proportion  of 
8,  6  and  5.  The  composite  tone  resulting  fjrom  the  simultaneous 
production  of  the  three  simple  tones  is  represented  graphically  by 
the  fourth  line,  which  correctly  exhibits  to  the  eye  the  effect  pro- 
duced upon  the  ear  by  the  three  simultaneously  acting  simple 
tones. 

It  will  also  be  observed  that  the  curves  in  the  diagram  repre- 
sent the  three  characteristics  of  sound  which  have  been  referred 
to.  The  pitch  is  denoted  by  the  number  of  vibrations  or  waves 
recurring  within  a  given  horizontal  distance ;  the  intensity,  by 
the  amplitude  of  the  vibrations— -that  is,  their  comparative  height 
above  or  depth  below  the  horizontal  line;  and  the  tirnbre  or 
quality,  by  the  form  of  the  waves  themselves.  It  is,  therefore, 
easy  to  understand  that  if,  by  any  means  whatever,  we  can  pro- 
duce vibrations  whose  curves  correspond  to  those  of  a  given  tone, 
or  a  given  combination  of  tones,  the  same  impression  will  be 
produced  upon  the  ear  that  would  have  been  produced  by  the 
original  tone,  whether  simple  or  composite. 

REISS'S  TELEPHONE. 

The  earliest  experiments  in  the  production  of  musical  sounds 
at  a  distance,  by  means  of  electro-magnetism,  appear  to  have 
been  made  in  1861,  by  Philip  Reiss,  of  Friedrichsdorf,  Germany. 
His  apparatus  was  constructed  in  the  manner  shown  in  fig.  662., 
A  is  a  hollow  wooden  box,  provided  with  two  apertures,  one 
at  the  top  and  the  other  in  front  The  former  is  covered  with  a 
membrane  S,  such  as  a  piece  of  bladder,  tightly  stretched  in  a 
circular  frame.  When  a  person  sings  into  the  mouthpiece  M, 
which  is  inserted  in  the  front  opening,  the  whole  force  of  his 
voice  is  concentrated  on  the  tight  membrane,  which  is  thrown 
into  vibrations  corresponding  exactly  with  the  vibrations  of  the 
air  produced  by  the  sound  of  the  singing.  A  thin  piece  of  pla- 
tinum is  glued  to  the  centre  of  the  membrane  and  connected 
with  the  binding  screw  a,  in  which  a  wire  from  the  battery  B  is 
fixed.     Upon  the  membrane  rests  a  little  tripod  c/y,  of  which 
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the  feet  e  and /rest  in  metal  cups  upon  the  circular  frame  over 
which  the  skin  is  stretched  One  of  them,/  rests  in  a  mer- 
cury cup  connected  with  the  binding  screw  K  The  third  foot  g^ 
consisting  of  a  platinum  contact  point,  lies  on  the  strip  of  plati- 
num which  is  placed  upon  the  centre  of  the  vibrating  membrane 
and  hops  up  and  down  with  it  By  this  means  the  closed  circuit 
which  passes  through  the  apparatus  from  a  to  6  is  momentarily 
broken  for  every  vibration  of  the  membrana  The  receiving 
instrument  R  consists  of  a  coil  or  helix,  enclosing  an  iron  rod 
and  fixed  upon  a  hollow  sounding  box,  and  is  founded  on  the 
fact,  first  investigated  by  Professor  Joseph  Henry,  that  iron  bars, 
when  magnetized  by  means  of  an  electric  current,  become 
slightly  elongated,  and  at  the  interruption  of  the  current  are  re- 


Fig,  662. 

stored  to  their  normal  length.  In  the  receiving  instrument  these 
elongations  and  shortenings  of  the  iron  bar  will  succeed  each 
other  with  precisely  the  same  interval  as  the  vibrations  of  the 
original  tone,  and  the  longitudinal  vibrations  of  the  bar  will  be 
communicated  to  the  sounding  box,  thus  being  made  distinctly 
audible  at  the  receiving  station. 

It  is  obvious  that  this  apparatus  is  capable  of  producing  only 
one  of  the  three  characteristics  of  sound,  viz.,  its  pitch.  It  can- 
not produce  different  degrees  of  intensity,  or  other  qualities  of 
tones,  but  merely  sings  the  melodies  transmitted  with  its  own 
voice,  which  is  not  very  unlike  that  of  a  toy  trumpet  Referring 
to  the  graphic  representation  of  the  composite  tone,  in  fig.  651, 
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this  apparatus  would  reproduce  the  waves  at  properly  recurring 
intervals,  but  they  would  all  be  of  precisely  the  same  amplitude 
or  intensity,  for  the  reason  that  they  are  all  produced  by  an 
electric  current  of  the  same  strength. 

The  sounds  produced  by  the  above  instrument  are  very  weak, 
but  Dr.  Wright,  by  passing  the  current  through  the  primary 
wire  of  a  small  induction  coil,  and  placing  a  condenser  consist- 
ing of  two  sheets  of  silvered  paper  back  to  back,  in  the  second- 
ary circuit,  succeeded  in  producing,  by  its  rapid  charge  and  dis- 
charge, musical  notes  loud  enough  to  be  heard  throughout  a 
large  halL 

gray's  telephonic  apparatus. 

It  was  observed  by  Mr.  Elisha  Gray  of  Chicago,  in  1873,  that 
if  an  induction  coil  be  put  in  operation  by  means  of  an  auto- 
matic circuit  breaker  or  electrotome,  and  one  of  the  electrodes  of 
the  secondary  wire  be  held  in  the  hand,  while  the  dry  finger  of 
the  same  hand  is  rubbed  upon  a  sonorous  metallic  plate,  that 
a  tone  will  proceed  from  the  point  of  contact  between  the 
fingers  and  the  plate,  the  pitch  of  which  corresponds  exactly 
with  that  of  the  tone  produced  by  the  rapid  vibrations  of 
the  circuit-breaker  of  the  coiL  Acting  upon  this  hint  Mr. 
Gray  constructed  a  key-board  of  two  octaves  (fig.  658),  each 
key  of  which,  when  depressed,  sets  in  action  a  steel  reed 
tuned  to  a  certain  definite  rate  of  vibration,  corresponding  to 
its  position  in  the  musical  scale.  The  vibration  of  the  reed 
is  kept  up  by  the  action  of  electro-magnets  in  the  manner 
iliustcated  in  fig.  664.  One  end  of  the  reed  a  is  rigidly  fixed 
to  a  post  J,  while  the  other  end  is  left  free  to  vibrate  under 
the  alternate  action  of  the  electro-magnets  e  and  /  The  mag- 
net €  has  a  resistance  of  about  4  ohms,  while  that  of  the 
magnet  /  is  about  30  ohms.  Both  magnets  are  placed  in  the 
circuit  of  the  same  local  battery,  and  as  a  necessary  consequence 
the  one  which  has  the  higher  resistance  develops  the  strongest 
magnetism ;  but  if  the  magnet  of  higher  resistance  be  cut  out 
of  the  circuit  the  attractive  force  of  the  other  will  be  increased. 
When,  therefore,  the  local  circuit  is  closed  at  d  by  the  depres- 
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sion  of  the  key  Cj  the  whole  current  from  battery  L  B  passes 
through  the  magnet  e^  for  the  reason  that  /is  shunted  or  cut  out 
by  the  spring  contact  G^  which  reste  against  the  reed  and  fonns 
a  connection  by  the  way  of  2^  1  ^  ami  G.  The  magnet  e  attracts 
the  reed  witli  a  certain  force  until  it  has  removed  it  from  contact 
with  the  si>ring  G,  when  the  current  is  thrown  through  both 
magnets :  the  atti-action  of  e  is  at  once  greatly  reduced,  while 
that  of  /  is  correspondingly  increased^  and  the  reed  is  then 
attracted  towaixls/  until  contiiet  is  recstabHshcd  at  G,  This 
.operation  is  repeated  indefinitely  as  long  as  the  key  C  is  de- 


Fig.  653, 

pressed^  the  rate  of  \'ibration  being  determined  by  the  sme  and 
length  of  tlic  reed,  which  corresponds  with  tlic  fimdameiit^l  of 
the  note  it  represents.  By  tliis  arningement  the  centi'e  of  oscil- 
lation coincides  with  the  centre  of  tlie  reed  wlien  at  rest,  so  that 
the  pitch  of  tlie  tone  is  not  atleeted  liy  any  ordinaiy  fluctuations 
in  the  strength  of  the  current,  as  when  only  one  magnet  is  used 
If  the  series  oi  keys  thus  arranged,  but  with  their  reeds  tuned 
to  the  different  notes  of  the  scale,  be  manipulated,  a  tune  may 
be  played  ;  tlie  instrument  being  in  fact  an  organ  whose  motive 
power  is  electricity  instead  of  compressed  air. 
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The  vibrations  may  be  transmitted  over  a  telegraphic  line 
merely  by  connecting  the  main  line  with  the  reed,  and  thence 
through  the  contact  spring  I  and  key  C  with  the  battery  M  B 
and  earth,  as  shown  in  fig.  654.  All  the  other  keys  are  con- 
nected in  separate  branches  of  the  main  line,  between  the  points 
1  and  4.  Thus  the  depression  of  any  key  transmits  a  series  of 
pulsations  corresponding  to  its  own  note,  and  if  two  or  more 
keys  are  depressed  simultaneously,  the  resultant  effect  will  be 
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Fig,  654. 

the  same  as  in  Beiss's  method,  that  is,  the  pitch  will  be  given 
and  nothing  mora 

Among  the  various  devices  invented  by  Mr.  Gray  to  convert 
these  electrical  pulsations  into  audible  vibrations,  one  of  the  moat 
curious  is  shown  in  fig.  655.  It  consists  of  a  thin  cylindrical 
wooden  sounding  box,  the  face  of  which  is  covered  with  thm 
sheet  metal,  and  arranged  so  as  to  be  turned  by  an  insulated 
crank.     The  metallic  covering  of  the  cylinder  is  connected 
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through  the  stand  with  the  earth.  Now,  if  the  operat*>r  holds 
the  electrode  connected  with  the  line  in  one  hand,  and  presses  the 
fingers  of  the  same  hand  against  the  metal  plate,  which  is  turned 


Hg.  655. 

by  the  other  hand,  the  tone  which  is  being  played  at  the  other 
end  of  the  line  becomes  distinctly  audible,  so  as  to  bo  lieanl 
throughout  a  large  room.  The  faster  the  plate  is  revolved  the 
louder  the  tones  become,  and  vice  versa.     The  cause  of  this  sin- 
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gular  pnenomenon  nas  not  been  satisfactorily  explaiih-l.  A 
current  of  considerable  potential,  at  least  50  volts,  is  nei  essary 
in  order  to  produce  the  tones,  and  this  may  be  most  conveniently 
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obtained  by  the  use  of  an  induction  coil  at  the  receiving  end  of 
the  line. 

In  the  spring  of  1874  Mr.  Gray  invented  a  method  of  trans- 
mission by  means  of  which  the  intensity  of  the  tones,  as  well  as 
their  pitch,  was  properly  reproduced  at  the  receiving  statioa 
This  was  a  very  important  step  in  the  development  of  the 
system,  and  was  accomplished  in  the  manner  illustrated  in  fig. 
656,  which  represents  two  transmitting  reeds,  A  and  B,  and  two 
receiving  instruments  A'  and  B',  the  local  circuits  and  mag- 
nets being  omitted  to  avoid  confusion.  Each  transmitter  is 
placed  in  a  shunt  wire  around  its  own  battery,  while  the  main 
circuit  runs  directly  through  both  batteries,  so  that  each  separate 
Veries  of  vibrations  passes  into  the  line  accompanied  by  its  own 


Bg.  657. 
current,  and  thus  the  intensities  of  the  vibrations,  as  shown  hy 
the  varying  height  of  the  waves,  when  three  tones  are  sent  simul- 
taneously, corresponds  to  the  graphic  representation  on  the 
fourth  or  bottom  line  of  fig.  651.  If  two  separate  waves  from 
two  transmittera  coincide,  the  intensity  of  the  sound  is  increased 
by  the  joint  action  of  the  two  batteries,  and  so  on,  and  thus  a 
tune  may  be  reproduced,  at  any  distance,  with  perfect  accuracy, 
so  far  as  its  pitch  and  varying  intensity  is  concerned.  With  a 
receiving  instrument  constructed  as  shown  in  fig.  657  the  tones 
become  very  loud.  It  consists  of  an  electro-magnet,  having  its 
armature  rigidly  fixed  to  one  pole,  and  separated  from  the  other 
by  a  space  of  ^  of  an  inch,  and  mounted  upon  a  hollow  sound- 
ing box- 
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gray's  harmonic  multiple  telegraph. 

The  pmcticAbiUty  of  simultaneously  trausmitting  a  number  of 
distinct  tones  and  reproducing  them  at  a  distance  liaving  been 
thus  experimentally  established,  the  utilization  of  these  separate 
tones  for  the  simultiiiieous  telegraphic  transmission  of  a  corres- 
ponding number  of  different  communications  was  next  under- 
taken. The  only  thing  necessary  to  be  done  was  to  eSect 
the  analysis  of  the  comjiosite  tones  into  their  constituents  at  the 
receiving  station. 

The  possibility  of  thus  separating  composite  tones  passing 
through  the  air  had  been  experimentally  demonstrated  by  the 
celebrated  German  physicist,  Helmholtz,  and  it  only  remained 
to  discover  some  analagous  means  for  separating  the  composite 


vibrations  com  muni  eaten  to  the  cores  of  an  electro -magnet.  This 
result  was  successfully  accomplished  Ity  Mn  Gray,  by  the  use  of 
an  instrument  termed  an  analv/i^er,  \vhich  is  rei>resented  in  658^ 
and  consists  simply  of  an  electro-magnet,  the  armature  of  whieh 
is  replaced  by  a  steel  ribbon,  s^tretched  in  a  metallic  fmme  and 
provided  witli  a  tuning  .screw  at  one  end,  by  which  the  proper 
tension  may  be  given  to  it  If  this  iibbon  is  tuned  to  a  certain 
note  it  will  be  tlirowm  into  vibrations  whenever  the  pulsations 
from  its  correspomling  transmitting  reed  traverse  the  eli^ctro- 
maguet,  but  if  another  note  be  transmitted  it  will  not  respond. 
If,  however^  its  own  note  be  transmitted  as  a  jmrt  of  a  ci>mposite 
tone,  it  will  re.spond  ;  hiit  if  tins  note  ceases  it  will  immediately 
stop.     Consequently,  it  is  only  necessary  Uj  cause  the  main  cir- 
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cuit  at  the  receiving  station  to  pass  successively  through  as  many 
analyzes  as  there  are  separate  reeds  at  the  transmitting  station, 
each  of  which  is  tuned  to  the  same  note  as  its  own  reed,  and  will 
respond  to  that  note  only,  whether  sent  singly  or  as  a  part  of  a 
composite  tona 

In  applying  the  apparatus  to  multiple  telegraphic  transmission, 
each  electrotome  or  reed  is  mounted  as  in  fig.  659,  and  oper- 
ated by  a  common  Morse  key,  by  which  the  continuous  tone  is 
broken  up  into  dots  and  dashes.  The  receiving  instrument  em- 
ployed may  be  a  simple  Morse  sounder,  connected  to  the  ana- 
lyzer in  a  peculiar  manner,  so  that  the  latter  acts  as  a  relay, 
opening  and  closing  the  local  circuit  of  the  sounder.  A  simpler 
construction  of  the  analyzer,  and  one  which  renders  the  sounder 
unnecessary,  is  shown  in  fig.  660.     The  electro-magnet  M  M> 


Fig.  669. 

which  has  very  short  cores,  is  provided  with  an  armature  a, 
rigidly  attached  to  the  lower  core,  but  separated  from  the  upper 
one  by  a  space  of  ^  of  an  inch.  This  may  be  increased  or 
diminished  by  moving  the  upper  core  in  or  out,  by  means  of  the 
screw  s.  The  armature  is  made  thinner  at  the  point  i,  being 
filed  down  until  it  vibrates  to  a  certain  note,  the  nicer  adjust- 
ment being  accomplished  by  adjusting  the  movable  weight  w. 
The  whole  is  mounted  upon  a  sounding  box  B,  open  at  one  end, 
which  is  termed  a  resonator.  The  principle  involved  in  the 
action  of  the  resonator  is  this :  A  volume  of  air  contained  in  an 
open  vessel,  when  thrown  into  vibrations,  tends  to  yield  a  cer- 
tain note,  and  consequently  strengthens  that  note,  when  the 
latter  is  sounded  in  its  neighborhood.  By  placing  the  instru- 
ments upon  corresponding  resonators  the    sound    is    greatly 
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Btrengthened,  so  that  an  operator  may  readily  read  by  sound 
the  telegraphic  characters  into  which  the  continuous  tone  is 
broken  by  the  transmitting  key. 

Fig.  861   shows  the  same  arrangement  of  the  electro-magnet 


Fig.  660. 

and  armature,  mounted  upon  an  ordinary  wooden  base  instead  of 
a  sounding  box,  and  arranged  as  a  relay  to  open  and  close 
local  circuit  The  light  contact  lever  c  is  armed  with  a  contact 
point  at  its  free  end,  resting  merely  by  the  weight  of  the  lever 


Fig.  661. 

itself  in  the  concave  cup  d  upon  the  extremity  of  the  armature 
a.  When  the  armature  is  thrown  into  vibration  the  contact  lever 
hops  up  and  down,  and  does  not  close  the  local  circuit  (which  is 
connected  to  I  and  ZJ,  with  sufficient  firmness  to  actuate  the 
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sounder,  but  when  the  vibration  stops  the  local  circuit  is  dosed. 
This  reverses  the  writing  upon  the  sounder,  but  it  may  be 
operated,  as  in  the  quadruplex,  by  means  of  a  local  relay. 

Mr.  Gray  has  also  combined  his  harmonic  with  the  Morse 
system  of  telegraphy,  so  that  two  communications  may  be  simul- 
taneously transmitted  in  either  direction  upon  a  line  having  in- 
termediate stations,  the  apparatus  being  so  arranged  that  while 
a  communication  is  being  transmitted  from  one  terminal  station 
to  the  other  by  the  harmonic  system,  either  terminal  station  or 
any  way  station  may  receive  a  message  from  or  transmit  one  to 
either  of  the  terminal  or  any  one  of  the  way  offices  by  means  of 
the  ordinary  Morse  apparatus. 
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Fig.  662. 


Fig.  662  irepresents  the  instruments,  in  connection  with  the 
line,  at  a  terminal  station,  including  both  the  telephonic,  or  elec- 
tro-harmonic, and  the  ordinary  Morse  apparatus,  the  former  con- 
sisting of  transmitter  T,  key  K,  local  batteries  «,  e^  and  c>,  vi- 
brator or  reed  V,  receiving  instrument  or  analyzer  A,  repeating 
relay  A*,  sounder  S,  rheostat  R*  and  main  battery  B ;  and  the 
latter  consisting  of  relay  D,  sounder  S*,  key  K*,  rheostat  R  and 
condenser  C,  the  earth  terminal  of  the  line  being  at  G.  Each 
intermediate  office  is  equipped  with  the  Morse  apparatus  only^ 
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including  the  condenser  and  rheostat ;  while  the  terminal  sta- 
tions have  both  the  electro-harmonic  and  the  Morse  apparatus, 
arranged  as  shown  in  the  diagram. 

To  simultaneously  transmit  two  communications  in  the  same 
or  in  opposite  directions,  sounder  S  must  respond  solely  to  the 
movements  of  key  K  and  transmitter  T  of  the  harmonic  appa- 
ratus; while  sounder  S^,  which  is  connected  with  the  Morse 
instruments  at  the  distant  terminal  and  at  the  several  interme- 
diate offices,  must  respond  solely  to  the  movements  of  key  K^ 

This  is  accomplished  as  follows :  The  transmitter  T,  which  is 
similar  to  that  used  in  the  duplex  and  quadruplex  systems,  is 
operated  by  key  K.  The  auxiliary  lever  6,  one  end  of  which 
rests  upon  a  suitable  fulcrum,  while  the  free  end  rests  upon  the 
anvil  of  transmitter  T,  serves,  in  connection  with  the  armature 
a  of  the  latter,  to  control  the  local  circuit  of  sounder  S  in  a 
manner  and  for  a  purpose  to  be  hereinafter  described.  The  vi- 
brator or  reed  V  (which,  with  the  receiving  instrument  or  ana- 
lyzer A,  are  illustrated  and  described  on  pages  1092  and  1097) 
is  kept  constantly  in  vibration  by  electro-magnets,  and  tuned  to 
a  pitch  corresponding  to  the  reed  E  of  the  receiving  instrument 
A.  A  small  secondary  lever  6*,  having  one  end  pivoted  and 
the  other  resting  upon  the  free  end  of  the  armature  E,  controls 
the  local  circuit  of  the  relay  A*,  and  reverses  the  signals  of  the 
receiving  instrument  A,  so  that  they  may  appear  correctly  upon 
the  sounder  S.  The  normal  condition  of  the  key  K*  of  the 
Morse  apparatus  is  closed,  while  that  of  key  K  and  transmitter 
T  is  open.  The  route  of  the  circuit  is  from  the  earth  G,  battery 
B  and  wires  1  and  2,  to  the  receiving  instrument  A ;  thence  by 
wire  8  to  rheostat  R^,  and  wire  4  to  the  lever  a  and  spring  s  of 
transmitter  T ;  thence  by  wire  5  to  relay  D  and  key  K^  to  the 
line.  With  key  K  closed,  and  the  consequent  operation  of 
transmitter  T,  the  route  of  the  circuit  is  changed  as  follows : 
From  earth  G  and  wires  1  and  6  to  the  vibrator  V,  and  wire  7 
to  stop  0  and  spring  a  of  transmitter  T ;  thence  by  wire  6  to 
relay  D  and  key  K^  to  the  line  and  distant  station,  as  befora 

The  resistance  of  rheostat  B^  and  helices  A  should  equal  that 
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caused  by  the  vibration  of  the  reed  V,  so  that  no  variation  in 
the  strength  of  the  current  going  to  the  line  may  be  manifested 
in  the  Morse  relay  D  when  the  transmitter  T  is  either  open  or 
closed.  The  rheostat  R  should  be  so  adjusted  that  when 
inserted  in  the  line  by  opening  the  key  K^,  it  will  diminish  the 
strength  of  the  current  to  an  extent  sufficient  to  cause  the  arma- 
ture of  the  Morse  relay  D  to  yield  to  the  force  of  its  retractile 
spring,  thus  opening  the  local  circuit  of  sounder  S^. 

The  condenser  C  is  connected  on  one  side  to  wire  5,  and  on 
the  other  to  the  front  stop  of  key  K*,  so  as  to  shunt  the  relay  D 
and  rheostat  R,  and  thus,  when  the  key  is  opened  and  the  resist- 
ance R  introduced  into  the  circuit,  the  full  diminution  of  the 
current  does  not  take  place  instantaneously,  but  only  after  an 
exceedingly  brief  interval  of  time  and  in  a  gradual  manner,  while 
the  condenser  is  charging.  By  this  means  the  effect  of  a  sudden 
change  in  the  current  on  the  receiving  instrument  A,  which 
would  tend  to  make  the  latter  give  a  false  signal,  is  entirely 
avoided.  The  condenser  also  assists  in  maintaining  a  uniform 
condition  of  magnetism  in  the  cores  of  the  Morse  relay  D,  by  dis- 
charging through  the  electro-magnet  between  the  vibrations. 

The  lever  ft,  which  rests  upon  the  anvil  of  transmitter  T, 
serves  to  prevent  a  false  signal  being  given  upon  the  sounder  S, 
caused  by  the  sudden  release  of  the  reed  E  from  the  attractive 
force  of  the  magnets  A.  The  upper  limiting  stop  of  the  lever  a  of 
the  transmitter  T  is  insulated  from  the  anvil ;  and,  together  with 
the  lever  ft,  forms  a  portion  of  the  local  circuit  of  sounder  S,  so 
that  when  the  lever  a  approaches  the  magnet  T  the  local  circuit 
of  sounder  S  is  broken ;  and,  when  released  from  magnet  T,  the 
force  with  which  it  strikes  against  the  upper  limiting  stop  causes 
the  lever  ft  to  vibrate  enough  to  compensate  for  the  vibrations  of 
the  reed  E  of  the  receiver  A,  caused  by  the  latter  being  restored 
to  its  previous  condition,  thus  preventing  a  false  signal  being 
given  upon  the  sounder  S.  The  sliding  weight  c  is  to  regulate 
the  movement  of  the  lever  6. 

Thus  by  a  depression  of  key  K  and  the  consequent  operation 
of  transmitter  T,  the  electrical  pulsations  caused  by  the  vibrating 
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reed  V  will  pass  to  the  line  and  operate  the  analyzer  A  and  reed 
E  at  the  distant  terminal,  so  as  to  record  the  desired  signal  upon 
sounder  S,  without  producing  any  effect  upon  the  Morse  instru- 
ments at  the  several  intermediate  stations ;  while  at  the  same 
time,  by  means  of  key  K*  and  rheostat  R  and  relay  D,  a  com- 
munication may  be  transmitted  to,  or  received  from  any  of  two 
or  more  way  offices,  equipped  with  suitably  airanged  Morse 
instruments. 

BELLAS  HARMONIC   MULTIPLB  TELEGRAPH- 

In  1875,  Mr.  A.  G.  Bell,  the  inventor  of  the  electric  speaking 
telephone,  perfected  a  method  of  harmonic  multiple  telegraphy 
by  which  two  or  more  communications  could  be  simultaoeously 
transmitted  over  the  same  wire  without  interference*  The  ap- 
paratus consisted  of  a  series  of  automatic  circuit  breakers,  each 
having  a  different  rate  of  vibration,  placed  in  brancli  circuits 
diverging  from  the  same  pole  of  the  main  battery,  the  other  pole 
of  which  was  connected  to  earth.  To  each  of  these  branches  a 
key  was  connected,  by  the  depression  of  which  the  correspond- 
ing branch  was  connected  to  the  main  lina 

Thus  upon  the  depression  of  any  one  of  the  keys  the  corre- 
eponding  circuit  breaker  was  set  in  action,  transmitting  its  pul- 
sations through  the  line;  and  when  two  or  more  keys  were 
simultaneously  depressed,  two  or  more  distinct  sets  of  electrical 
vibrations  were  sent  through  the  lina  The  receiving  instru- 
ments were  electro-magnets,  with  steel  reeds  for  anoatures,  each 
tuned  to  respond  to  its  own  transmitter.  The  main  circuit  at 
the  receiving  station  passed  through  the  instruments  in  succes- 
sion and  thence  to  the  earth. 

LA  COUR'S  HARMONIC  TELEGRAPH. 

La  Courts  transmitter  is  composed  of  a  series  of  tuning  forks, 
kept  in  continuous  vibration  by  electro-magnets.  Tlie  receiving 
instruments  consist  of  tuning  forks  of  soft  iron,  arranged  to 
close  the  circuit  of  a  local  battery,  when  thrown  into  vibration 
by  the  pulsations  passing  over  the  lina 


Digitized  by  CjOOQ IC 


CHAPTER  XLVIII 
delant's  multiplex  tslegbaph. 

Mr.  Delany*s  synchronous  multiplex  method  of  transmission, 
although  based,  like  Meyer  s,  upon  the  principle  of  the  division 
of  a  single  current  into  rapidly  recurring  pulsations,  differs  very 
materially  from  the  latter  in  the  method  of  accomplishing  it 
Like  Meyer,  Delany  synchronously  rotates  two  disks  placed  at 
the  opposite  ends  of  a  line  for  the  purpose  of  giving  the  latter 
in  suflBciently  rapid  suc<5e8sion  to  the  several  corresponding  in- 
struments situated  at  each  end ;  but  while  Meyer  slowly  and 
imperfectly  obtains  his  synchronism  by  clock  work,  Delany 
rapidly  and  effectually  secures  his  by  the  intermittent  action  of 
an  electro-magnet 

Fig.  663  represents  two  distant  stations,  X  and  Y,  respect- 
ively, electrically  connected  by  a  single  line  wire.  The  ap- 
paratus at  each  end  of  the  line  is  identical.  A  steel  fork  a,  at 
each  station,  is  automatically  vibrated  by  the  action  of  the  local 
battery  L  B,  and  the  electro-magnet  A.  The  cores  of  the  latter 
being  prolonged  in  the  direction  of  the  free  ends  of  the 
vibrating  fork  by  the  adjusting  screws  a\  The  object  of  this 
adjustment  of  the  extended  magnet  poles  is  to  enable  them 
to  be  approached  toward,  or  withdrawn  from  the  tines  of  the 
vibrating  fork,  so  as  to  regulate  with  great  nicety  the  rate  of 
vibration  of  the  latter. 

Platinum  contacts,  x  and  cc*,  are  placed  on  the  inner  faces  of 
the  tines  of  the  fork,  and  make  and  break  contact  with  delicate 
contact  springs,  y  y^,  supported  by  adjustable  insulated  levers 
B,  B^,  pivoted  on  the  bed  plate  of  the  apparatus.  The  adjust- 
ment of  these  levers  is  secured  by  the  thumb  screws  6,  J, 
against  which  they  are  drawn  by  the  action  of  spiral  springs. 

The  local  battery  circuit  a\  runs  from  the  positive  pole  of  the 
battery,  through  the  coils  of  the  vibrator  magnet  A,  to  the  head 
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of  the  fork,  and  through  the  contacts  y,  y\  to  the  insulated 
lever  B  *,  from  whence  it  passes  back  to  the  opposite  pole  of  the 
battery.  In  order  to  prevent  injurious  sparking  of  the  contacts 
X*  and  y*,  a  resistance  coil  R\  is  placed  in  a  shunt  circuit  around 
them,  extending  from  the  point,  a',  to  the  head  of  the  fork,  and 
to  the  insulated  arm  B  \ 

The  fork  being  mechanically  put  into  a  vibratory  motion,  will 
automatically  make  and  break  its  local  circuit,  and  thus  send 
impulses  into  the  magnet  A,  that  will  continuously  maintain  the 
vibrations  of  the  fork. 

The  making  and  breaking  of  contacts  x  and  y  (which  are 
placed  in  connection  with  the  opposite  tine  of  the  fork),  conse- 
quent on  the  fork*s  vibration,  opens  and  closes  the  circuit  of 
another  local  battery  in  which  is  placed  an  electro-magnet,  D, 
the  function  of  which  is  to  maintain  the  continuous  rotation  of 
the  transmission  apparatus  C. 

This  circuit  passes  from  the  positive  pole  of  the  motor  batteiy 
D*,  to  the  lever  B,  through  the  platinum  contacts  y  and  a^  to  the 
tine  of  the  fork,  to  its  head  or  support  A*,  and  thence  through 
the  wire  c?,  to  the  coils  of  the  motor  magnet  D,  and  back  to  the 
opposite  pole  of  the  battery.  A  resistance,  R,  placed  in  a  shunt 
between  the  head  or  support  of  the  fork  and  the  line  of  the 
lever  B,  prevents  injurious  sparking  between  the  platinum  con- 
tacts X  and  y. 

As  the  continuous  vibration  of  the  fork  is  automatically 
maintained  by  the  local  battery  L  B,  it  will,  at  each  vibration, 
make  and  break  the  contacts  at  x  and  y,  and  thereby  make  and 
break  the  motor  circuit.  The  alternate  magnetization  and  de- 
magnetization of  the  cores  of  the  motor  magnet  D  causes  the 
rotation  of  the  transmission  apparatus  C.  The  cores  of  the 
magnet  D  have  their  faces  shaped  so  as  to  conform  to  the  cir- 
cumference of  the  apparatus  0,  the  teeth  of  which  pass  in  close 
proximity  to  the  faces  of  the  curved  magnet  poles. 

The  arrangement  of  the  motor  magnet  and  transmission  disk 
C,  the  latter  provided  with  projections  c  c,  is  the  invention  of 
Poul  La  Cour,  and  is  styled  by  him  a  phonic  wheel 
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The  main  line  has  one  of  its  ends  connected  with  the  trailing 
bnish/through  the  radial  arm  F'  and  vertical  shaft  F.  As  the 
shaft  F  rotates,  the  line  is  therefore  brought  into  successive 
electrical  connection  with  the  series  of  insulated  contacts  in  the 
upper  face  of  the  table.  The  toothed  armature  or  phonic  wheel 
C  is  securely  keyed  to  the  vertical  shaft  F.  In  order  to  equalize 
the  speed  of  rotation  of  the  apparatus,  a  cylindrical  vase  of  wood 
filled  with  merc\iry  is  attached  to  the  face  of  the  phonic  wheel 
C,  and  rotates  with  it  The  cores  of  the  motor  magnet  D  can  be 
readily  adjusted  toward  or  from  the  armature  teeth  on  the 
phonic  wheel  C  by  the  motion  of  a  screw. 

The  synchronous  rotation  of  the  phonic  wheel  C  is  brought  about 
in  this  manner :  When  the  wheel  C  is  at  rest,  one  of  its  teeth  c 
nearest  a  pole  of  D  will  be  attracted  toward  it  Should,  how- 
ever, the  phonic  wheel  be  set  into  motion  with  a  velocity  that 
shall  cause  a  tooth,  c,  to  pass  the  pole  D  for  each  intermittent 
impulse  of  the  current  traversing  the  coils  of  D,  the  wheel  will 
be  maintained  in  a  rotation,  the  speed  of  which  will  be  controlled 
by  the  frequency  of  intermission  of  the  current  That  is  to  say, 
the  speed  of  rotation  of  the  phonic  wheel  C,  and  consequently 
the  rapidity  with  which  the  successive  contacts  are  made  by  the 
trailmg  arm  /,  are  regulated  solely  by  the  duration  of  the 
oscillation  of  the  fork  a.  In  starting  the  disk  C,  an  impulse  of 
rotation  is  given  to  it  somewhat  in  excess  of  the  speed  at  which 
it  will  be  maintained  by  the  motor  magnet,  by  means  of  a 
thumb  piece  on  the  shaft  F,  and  then,  as  the  speed  of  rota- 
tion decreases,  the  armature  teeth  will  come  into  proper  relation 
with  the  poles  of  the  magnet,  and  into  the  periods  at  which 
the  makes  and  breaks  occur  in  the  circuit  traversing  its  coils,, 
and  the  disk  will  be  continuously  driven  by  the  motor  magnet 

Any  suitable  number  of  insulated  contacts  may  be  placed  on 
the  circular  table;  sixty  are  shown  in  the  figure.  In  practice 
these  contacts  are  connected  in  accordance  with  the  special  num- 
ber of  circuits  which  it  is  desired  to  simultaneously  maintain 
on  the  same  wira  In  the  figure  it  is  arranged  so  that  four  sep- 
arate circuits  shall  be  established  on  the  same  line  wira     The 
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sixty  contacts  are  placed  in  six  independent  series,  numbered 
from  1  to  10  consecutively.  Two  of  the  contact  pieces,  in  each 
8«ies  of  ten,  are  connected  in  the  same  circuit,  and  as  there  are 
six  series,  each  of  the  circuits  so  connected  has  twelve  contacts 
for  each  rotation  of  the  disk.  The  I's  and  the  6's  in  each  series 
are  all  connected  in  one  circuit ;  the  2's  aod  the  6's  in  another 
circuit ;  the  8's  and  the  7's  in  another  circuit,  and  the  4's  and  the 
8's  in  another  circuit,  thus  providing  four  separate  circuits  in  alL 
The  contacts,  theiSefore,  from  one  to  eight  in  each  series,  are  ap- 
portioned among  the  four  independent  circuits,  each  of  which 
will  receive,  for  each  revolution  of  the  trailing  brush  twelve 
contacts  and  twelve  electrical  impulses,  as  will  be  afterward 
described.  The  detailed  mechanism  by  means  of  which  the 
separate  and  independent  circuits  so  obtained  are  utilized  for 
the  transmission  and  reception  of  messages  consists  of  four  Sie- 
mens polarized  relays,  four  Morse  sounders,  and  four  transmit- 
ting sounders.  The  first  relay  is  connected  with  the  contacts  1 
and  5 ;  the  second  relay  with  the  contacts  2  and  4 ;  the  third 
relay  with  the  contacts  8  and  7,  and  the  fourth  relay  with  the 
contacts  4  and  8.  Similar  instruments  and  circuits  are  placed 
at  each  end  of  the  line,  and  the  corresponding  relays  at  the  two 
terminal  stations  are  connected  with  the  correspondingly  num.- 
bered  contacts.  When,  therefore,  the  traihng  contact  brush  at 
each  station  simultaneously  touches  the  contacts  bearing  the 
same  number,  the  corresponding  instruments  connected  with 
these  contacts  at  each  station  will  be  placed  in  communication 
over  the  main  line ;  and  if  the  trailing  brushes/  at  each  station, 
are  maintained  in  synchronous  rotation,  they  will  pass  regularly 
and  simultaneously  to  the  next  contact,  and  successively  over 
the  similar  contacts  at  each  station ;  and  during  the  time  that 
the  trailing  contact  brushes  are  on  the  correspondingly  num- 
bered contact  pieces  at  each  station,  a  complete  and  independent 
circuit,  that  has  no  connection  whatever  with  the  other  circuits, 
is  established  between  these  stations. 

Under  the  arrangements  described,  each  of  the  four  separate 
circuits  will  be  placed  in  independent  electrical  connection  witii 
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the  main  line  twelve  times  for  each  rotation  of  the  distributing 
wheel  C.  Assuming  the  normal  rate  of  vibration  of  the  fork  at 
eighty-five  vibrations  per  second,  and  that  the  distributing  wheel 
C  is  furnished  with  thirty  armature  teeth,  or  polar  projections, 
the  armature  disks  and  trailing  brushes  will  be  rotated  at  the 
rate  of  two  and  five-sixths  times  per  second,  so  that  the  corre- 
sponding instruments  at  the  two  stations  will  be  placed  in  inde- 
pendent electrical  communication  with  the  main  line  thirty-four 
times  each  second.  This  number  of  contacts  per  second  will 
give  to  each  set  of  operators  a  practically  unbroken  cirt'iiit^  so 
that  the  operators  at  any  two  connecting  stations  may  commum- 
cate  with  each  other,  in  either  direction,  as  if  they  had  a  separate 
and  independent  line  devoted  entirely  to  their  exclusive  use. 

We  will  now  describe,  in  greater  detail,  the  method  adopted  for 
transmitting  and  receiving  the  messages  over  any  or  all  of  the 
four  circuits  so  provided.  The  main  battery,  split  and  gn>unded 
in  the  middle,  has  its  positive  pole  connected  with  the  back 
stops  of  the  transmitting  sounder,  and  its  negative  pole  with 
its  front  stops.  The  act  of  transmitting,  therefore,  sends  into 
the  line  impulses  of  opposite  polarity,  and  permits  of  the  em- 
ployment of  polarized  relays. 

Since  each  operator's  circuit  is  made  up  of  numerous  rapid  con- 
tacts with  the  main  line  at  the  rate  of  thirty-four  contacts  per 
second,  each  of  the  ordinary  Morse  characters  sent  into  the  main 
line  is  made  up  of  more  than  a  single  contact,  proportione<l  in 
number  to  the  length  of  the  character.  The  ordinary  Morse  relay 
could  not  therefore  be  employed  for  the  reception  of  these  char- 
acters, since  the  numerous  breaks  comprised  therein  would 
be  recorded  by  the  armature  of  the  relay.  In  order  to  avoid 
this  confusion,  and  to  make  the  relays  respond  not  to  mere  i)ul- 
sations  caused  by  the  successive  makes  and  breaks,  but  i:^!il  v  to 
the  reversals  in  polarity,  caused  by  the  connection  of  the  split 
battery  with  the  transmitting  sounders,  the  polarized  relays 
have  been  used  in  place  of  ordinary  relays,  because  the  anna- 
tures  of  the  polarized  relays  may  be  made  to  remain  in  th(?  jinsi 
tion  that  the  last  current  has  placed  them  until  a  reversal  of  the 
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current  changes  their  position,  notwithstanding  that  the  finer  vi- 
brations comprised  in  these  reversals  are  continuously  passing 
through  the  magnet  of  the  polarized  relay.  This  feature  of  the 
invention  is  due  to  Mr.  R  A.  Calahan,  the  inventor  of  the  Grold 
and  Stock  Printing  Telegraph,  described  on  page  678,  and  who 
has  been  associated  with  Mr.  Delany  from  the  commencement 
of  his  investigations  on  the  subject,  and  whose  ability  and  great 
mechanical  skill  have  very  materially  aided  the  full  develop- 
ment of  the  system. 

The  most  essential  feature  of  the  system  is  undoubtedly  the 
maintenance  of  the  synchronous  movements  of  the  trailing 
brushes  over  the  contact  pieces  on  the  table.  This  Mr.  Delany 
has  eJBEected  by  an  automatic  device,  which  is  said  to  be  so  suc- 
cessful in  practice  that  the  synchronism  can  be  perfectly  main- 
tained for  days  without  one  instrument  varying  from  the  other 
the  six-hundredth  part  of  a  second.  The  means  by  which  this 
practically  absolute  synchronism  is  maintained  are  comparatively 
simple,  and  mainly  consist  in  the  automatic  transmission  of  cor- 
recting impulses  sent  over  the  main  line  from  one  instrument 
to  the  other,  at  such  times  only  as  the  distant  instrument  is 
slightly  in  advance  or  behind  the  nearer  instrument  These  cor- 
recting impulses  are  utilized  for  the  purpose  of  slightly  increas- 
ing or  decreasing  the  rate  of  vibration  of  the  distant  fork,  and 
consequently  the  rate  of  rotation  for  the  trailing  brush  at  the 
distant  station. 

The  manner  in  which  these  impulses  are  obtained  when 
needed  is  as  follows:  It  will  be  observed,  by  referring  to  fig.  663, 
that  at  station  X  three  of  the  9's  farthest  removed  from  each  other 
are  connected  together,  and  to  a  battery,  K^ ;  and  that  three  of 
the  lO's,  that  are  likewise  farthest  removed  from  each  other,  are 
connected  together  and  to  a  line  7,  which  passes  through  two  cor- 
recting coils  A' A',  on  the  cores  of  the  vibrator  magnet  A  A,  and 
thence  to  earth.  The  remaining  three  intermediate  O's  and  lO's 
are  not  connected  with  any  circuit  At  station  Y,  the  9's,  cor- 
responding with  those  connected  with  the  battery  at  X,  are  left 
open,  while  the  alternate  9's  are  connected  with  the  battery  K' ; 
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while  the  10*8  at  Y,  which  are  connected  with  each  other  and 
with  the  correcting  coils  A'  A*  on  the  cores  of  the  vibrator  mag- 
net, correspond  with  those  which  are  unconnected  at  station  X; 
the  lO's  at  station  Y,  corresponding  to  the  connected  lO'ii  at  sta- 
tion X,  being  also  thrown  out  or  unconnected.  At  both  stations 
the  three  lO's  which  are  connected  with  the  correcting  coils  on 
the  cores  of  the  vibrator  magnet  are  built  out  or  extended 
toward  the  adjoining  9's  that  are  unconnected  with  any  circuit 

In  order  to  provide  room  for  the  expanded  or  extended  lO's, 
without  disturbing  the  symmetrical  arrangement  of  the  remain- 
ing  contacts,  the  plates  provided  for  the  static  discharge  of  the 
line,  and  which  are  located  between  each  of  the  successive 
contacts  of  the  circular  table,  are  omitted,  and  their  place 
occupied  by  the  extension  of  the  expanded  lO's,  m  that  the 
space  between  the  expanded  lO's  and  the  9*8  which  precede 
them  is  the  same  as  the  spaces  between  the  remaining  con- 
tacts. Since  the  9's  preceding  the  extended  lO's  and  correspond- 
ing  in  position  to  the  battery  connected  9'8  are  open  or  dis- 
connected, and  since  the  static  discharge  plate  between  the  9's 
and  the  lO's  at  the  distant  end  is  retained,  no  bad  results  are  ex- 
perienced. 

As  long  as  the  trailing  contact  brushes  are  moving  synchro- 
nously at  both  stations  and  rest  on  correspondingly  numbered  con- 
tacts at  the  same  moment,  no  occasion  will  exist  for  the  correc- 
tion of  either  apparatus;  should,  however,  the  instrument  ut  Y 
run  a  trifle  faster  than  at  X,  the  trailing  brush  /  at  station  V, 
will  touch  the  extended  side  of  a  10  contact,  while  the  brush 
atXis  still  on  a  battery  connected  9.  Anelectrical  impulse, 
consequently,  will  flow  from  the  battery  K,  at  station  X^  mer 
the  main  line,  and  through  the  contact  10,  at  Y,  and  the  Jine  l^ 
to  the  correcting  device  at  that  station. 

As  thus  arranged,  the  correcting  impulses  are  retarding  ones, 
since  they  are  called  into  action  only  when  the  instr anient  at 
one  end  of  the  line  gains  in  speed  slightiy  on  the  other  by  cat- 
ting a  resistance  out  of  the  circuit  of  the  vibrator  battery.  The 
effect  of  this  is  to  increase  the  strength  of  the  current  traversing 
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the  coils  of  the  electro  magnet  A,  and  consequently  its  magnetio 
attraction  for  the  tines  of  the  fork.  There  thus  results  an  in- 
creased amplitude  of  the  fork^s  vibration,  and  a  consequent  low- 
ering or  decrease  in  the  rapidity  of  its  vibration.  This  retarda- 
tion will,  of  course,  affect  the  speed  with  which  the  transmission 
wheel  is  rotated,  and  consequently  retard  the  rotation  of  the 
trailing  brush. 

The  local  circuit  of  the  vibrator  generally  works  through  an 
adjustable  resistance.  When,  however,  the  apparatus  at  one 
station  runs  slightly  in  advance  of  that  at  the  other  station,  and  a 
correcting  impulse  is  consequently  received  through  the  main  line 
and  the  line  2,  a  relay  placed  in  the  latter  is  energized,  and 
its  armature  drawn  from  its  back  stop,  thus  breaking  a  local  cir- 
cuit and  permitting  the  armature  of  a  second  electro  magnet  to 
rapidly  pass  to  its  back  stop,  and  thus  complete  a  shunt  circuit 
around  the  adjustable  resistance  so  as  to  cut  it  out  of  the  vibra- 
tor circuit  The  consequent  increase  in  the  current  strength  of 
the  vibrator  circuit  that  is  thus  produced  momentarily  retards 
the  rate  of  vibration  of  the  fork,  and  consequently  slows  the 
rotation  of  the  trailing  brush  and  causes  it  to  drop  back  on  its 
proper  contact 

As  there  are  three  broad  segments  to  be  touched  in  each  revo- 
lution, this  synchronizing  pulse  may  be  sent  thrice,  twice,  once, 
or  not  at  all,  as  may  be  necessary,  in  either  direction  during  each 
revolution.  The  two  distributors  may  thus  be  kept  within  one 
quarter  of  the  width  of  the  narrow  segments  of  each  other;  this 
corresponding  to  a  synchronism  of  about  0.001  of  a  second,  or 
about  0.002  of  a  revolution. 

Of  course  the  speed  of  the  Delany  apparatus  is  inversely  pro- 
portional to  the  length  and  directly  as  the  size  of  the  conducting 
wira  It  will  probably  produce  four  transmissions  satisfactorily 
upon  an  extra  good  one  hundred  mile  circuit  It  has  one  ad- 
vantage over  the  quadruplex,  in  that  the  transmissions  can  all  be 
made  in  either  direction,  but  as  now  worked  the  sender  has  to 
stop  at  the  end  of  each  message  for  O.  K.,  there  being  no  ar- 
rangement for  breaking. 
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PNEUMATIC  TRANSMISSION. 

The  transmission  of  messages  between  the  branch  and  central 
stations  in  the  large  cities,  by  means  of  pneumatic  tubes,  consti- 
tutes an  important  and  valuable  feature  of  the  modem  tele- 
graphic establishment 

Messages  are  sent  from  the  Central  office  by  compressed  air, 
and  to  the  Central  office  by  exhaust  air,  the  engine,  pumps  and 
valves  being  at  the  Central  office. 

To  the  pumps  are  attached  two  large  mains,  one  for  pressure 
and  the  other  for  vacuum.  These  mains  are  carried  from  the 
engine  room  to  the  operating  room,  where  the  pneumatic  tubes 
ave  situated,  and  are  of  such  dimensions  as  to  obviate  the  effect 
of  the  intermittent  action  of  the  air  pumps. 

The  valves  are  of  two  kinds,  single  and  double  sluice,  and  are 
so  arranged  that  they  can  be  employed  for  exclusively  forward- 
ing messages  by  compressed  air ;  exclusively  receiving  messages 
by  exhausting  air ;  and  for  alternate  forwarding  and  receiving 
through  a  single  tube. 

The  arrangement  of  the  single  sluice  valves  is  shown  in  ligs. 
664  and  665.  T  is  the  tube  which  forms  the  prolongation  of 
the  underground  conductor. 

To  receive  a  carrier  at  the  Central  office  the  lower  end  of  tliis 
tube  is  closed  by  raising  the  hinge  valve  C  (which  has  a  rubber 
packing) ;  the  stop  cock  V  is  then  turned,  which  establishes  a 
communication  through  T  and  S  with  the  vacuum  main.  A 
vacuum  is  produced  in  T,  and  the  valve  is  kept  closed  by  atmos- 
pheric pressure.  The  carrier  on  arrival  forces  it  open,  but,  as 
the  shock  which  the  carrier  receives  upon  its  arrival  destroys  its 
momentum,  it  is  drawn  up  by  atmospheric  pressure  and  sus- 
pended against  the  opening  O  of  tube  S.  As  soon  as  valve  C 
falls  the  operator  shuts  the  stop  cock  V,  and  the  carrier  being  no 
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longer  held  by  the  outside  pressure,  falls  out  of  the  tube  T  by 
its  own  weight 

To  send  a  carrier  from  the  Central  office,  it  is  placed  in  the 
tube  T,  fig.  6ft5,  and  the  operator,  by  means  of  the  handlebar  m^ 
pulls  the  sliding  apparatus,  formed  by  the  rods  g  and  the  cross- 
bar c?,  which  latter  meets  the  ring  J,  fixed  on  the  rod  /  and 
carries  this  with  it  The  obturator  K,  fixed  to  the  end  of  /  is 
thus  made  to  close  the  extremity  of  the  tube  T.  When  this 
closure  is  complete,  the  inclined  plane  A,  fixed  on  one  of  the  rods 


Pig.  664. 

^,  meets  and  pushes  back  the  roller/,  thus  opening  a  valve  within 
the  cylinder  L  and  establishing  communication  between  the 
reservoir  of  compressed  air  and  the  tubes  M  and  T.  The  carrier 
is  thus  forced  forwai-d  in  the  tube,  and  whenever  its  arrival  is 
announced  by  the  electric  bell,  the  slide  is  pushed  back  to  its 
normal  position. 

If  the  rod  /were  connected  rigidly  with  the  cross-bar  rf,  a  cer- 
tain effort  would  be  required  to  push  back  the  slider,  owing  to 
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the  friction  due  to  the  pressure  on  the  surface  of  the  obturator. 
This  effect  is  avoided  by  making  the  rod  /  slide  in  the  cross-bar 
between  the  limits  b  and  i,  for  in  pushing  it  back,  the  inclined 
plane  first  leaves  the  roller  /,  and  the  compressed  air  ceases  to 


Fig  666. 

enter  the  tube,  then  the  cross-bar  meets  the  ring  Z,  and  the  rod/ 
removes  the  obturator  without  difficulty. 

The  greater  portion  of  the  parts  which  form  the  valves  are 
made  of  brass.  They  are  attached  to  strong  boards,  the  one  in  a 
vertical  and  the  other  in  a  horizontal  position.     The  latter  forms 
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the  table,  and  receives  the  carriers  to  be  sent,  and  those  which 
are  received  from  the  corresponding  offices. 
The  accompanying  diagrams  show,  fig.  666  a  back  view,  fig. 


Fig.  66f5. 

667  a  section,  and  fig.  668  a  top  view  of  the  double  sluice  pneu- 
matic valve.  The  following  is  a  description  of  the  method  of 
using  it  and  of  its  action. 
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To  send  a  carrier  by  the  forwarding  or  outward  tube,  the 
method  of  working  is  as  follows:  The  carrier  containing  the 

jiJt.-^.-^u^^   l^  Iii.-i  i  iiji.1  up  lilt'  Uiuuth  of  the  pneuiaatiL  w/iVc  V  'fig; 
667)  mto  the  mesaage  chamber  M,  until  im  buffer  is  held  by  ihe 


Fig.  661. 

contraetjoTi  at  C,  whicli  is  the  true  diameter  of  the  message  tube, 
(TIjo  drawings  nhow  the  valve  hi  its  normal  [lositiorL)  The 
handle  11  is  tlieii  drawn  forward,  carn'ing  witli  it  the  .sluice 
valre  S,  until  thf;  mouth  of  the  niess^ige  pi]>e  P  is  closed-     By 
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xhis  time  the  stop  S^  strikes  against  the  tail  of  the  quadrant  Q, 
pressing  it  into  the  slot  s  of  the  steel  slide*  bar  B,  and  by  the  con- 
tinuation of  the  motion  necessary  to  bring  the  sluice  valve  S  to 
the  end  of  the  sluice  box  J,  bringing  with  it  the  tail  of  the  qua- 
drant, which  is  centered  at  O,  gives  an  opposite  motion  to  its 
other  extremity,  which,  fitting  into  the  I'ack  R,  opens  the  top 
sluice  T.  During  this  motion  an  inclined  plane  I  (fig.  668),  which 
is  fixed  upon  one  of  the  side  rods  carrying  the  lower  sluice, 
passes  between  the  fixed  roller  F  and  the  roller  fitted  upon  the 
pressure  valve  Y,  establishing  communication  between  the  pres- 


Fig.  668. 

sure  main  and  the  message  pipe ;  the  air  thus  admitted  imme- 
diately acts  upon  the  lower  part  of  the  carrier  (which  portion  it 
expands,  so  as  to  make  it  fit  the  pipe  with  as  little  friction  as 
possible)  and  forces  it  onwards  to  its  destination.  If  it  be  neces- 
sary to  send  a  second  carrier  while  the  first  is  in  transit  (a  pro- 
cess which  is  imdesirable),  the  handle  H  (fig.  667)  is  pushed 
back  to  its  normal  position,  thus  producing  a  reverse  motion  of 
the  valves  by  closing  the  upper  part  of  the  tube  before  the  lower 
part  is  opened,  and  preventing  any  discharge  from  the  mes- 
sage tube.     The  second  carrier  is  then  inserted  and  the  handle 
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pulled  forward  as  previously  explained,  again  opening  commu- 
nication with  the  compressed  air  in  the  main.  The  time  neces- 
saiT  for  this  operation  being  about  four  seconds,  it  can  be  easily 
understood  that  in  the  length  of  pipe  the  momentary  cutting  off 
the  pressure  is  hardly  felt,  so  that  the  speed  of  the  first  carrie.' 
is  not  necessarily  lessened  It  must  be  understood  that  the  cock 
D  (fig.  666)  is  always  closed. 

The  foregoing  description  applies  to  a  pneumatic  tube  used 
entirely  for  forwarding  carriers  by  means  of  compressed  air. 

For  receiving  carriers,  the  communication  between  the  pres- 
sure main  and  the  pressure  valve  V  is  &cst  cut  off  by  means  of 
a  stop  cock  fitted  upon  the  tube  E,  but  lower  than  is  shown  in 
the  diagram.  The  handle  H  is  then  drawn  forward,  and  the 
stop  cock  D  opened,  thereby  establishing  communication  be 
tween  the  message  pipe  and  the-  vacuum  main.  The  carrier 
inserted  at  the  distant  end  is  then  pushed  forward  by  atmos- 
pheric pressure,  until  it  arrives  in  the  message  box  M,  and  sig- 
nals its  arrival  by  the  sharp  noise  caused  by  its  striking  the 
sluice  valve  S.  The  handle  H  is  then  pushed  back,  the  stop 
cock  D  having  been  previously  closed  ;  and,  by  the  arrangement 
already  described,  the  message  pipe  is  closed  by  means  of  the 
sluice  valve  T  (fig.  666),  and  the  bottom  of  the  tube  being  open 
the  carrier  falls  out  of  the  message  chamber  M. 

It  will  be  remembered  that  before  the  admission  of  compressed 
air  the  forwarded  carriers  are  held  at  C.  U'he  buffers  of  the 
received  carriers,  however,  having  passed  this  point,  the  carriers 
rest  free  m  the  chamber  M  and  drop  out 

When  the  tube  is  used  for  a  constant  succession  of  carriers 
from  the  out  station,  it  is  necessary  to  pull  forward  the  handle 
H  immediately  after  the  taking  out  of  any  carrier.  The  short 
space  of  time  occupied  in  this  operation  will  not  have  any  ap 
preciable  effect  upon  lessening  the  speed  of  the  succeeding 
carrier.  It  will  be  seen,  therefore,  that  a  number  of  carriers  may 
be  continuously  pa.ssing  in  succession  through  the  tube.  It  is, 
however,  undesirable  to  permit  more  than  one  carrier  to  be  in 
transit  at  the  same  time. 
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Where  the  traffic  is  not  sufficient  to  warrant  the  expense  of 
an  up  and  down  tube,  one  tube  only  is  worked  in  both  direc- 
tions m  the  following  manper : 

The  top  sluice  T  is  entirely  thrown  out  of  use.  This  is  done 
by  removing  the  plug  G.  The  rack  R  is  then  removed,  and  the 
sluice  valve  T  drawn  back,  and  held  in  that  position  by  a  small 
clamp  made  for  the  purpose.  The  tube  is  then  in  its  normal 
state  for  alternate  traffic,  and  entirely  open  to  the  atmosphere. 

To  forward  a  carrier  it  is  inserted  in  the  message  chamber  as 
previously  described,  and  the  handle  H  drawn  forward.  The 
sluice  valve  S  firct  closes  the  orifice  P,  after  which  the  con- 
tinuation of  the  motion  opens  the  pressure  valve,  by  means  of 
the  inclined  plane  on  the  slide  rod,  and  the  carrier  is  forced  to  its 


Fig.  «69. 

destination.  The  handle  H  is,  immediately  on  the  arrival  of  the 
carrier  being  signalled,  pushed  back  sufficiently  far  to  remove 
the  inclined  plane  from  between  the  rollers,  so  as  to  close  com- 
munication between  the  message  pipe  and  the  pressure  main, 
but  not  far  enough  to  remove  the  sluice  valve  from  over  the 
mouth  of  the  message  chamber.  By  this  means  the  compressed 
air  which  remains  in  the  pipe  expands  to  the  atmospheric  pres- 
sure through  the  distant  end  of  the  pipe  only. 

To  receive  a  carrier,  the  cock  D  (fig.  667)  is  opened,  and  a 
communication  is  thus  established  between  the  vacuum  main  and 
the  message  pipe.  The  carrier  is  pushed  forward  from  the  dis- 
tant end,  as  in  the  case  of  the  continuous  working,  and  signals 
its  arrival  by  striking  the  sluice.  The  vacuum  is  then  cut  oflf 
bv  closing  the  cock  D.  On  pushing  back  the  handle  the  carrier 
falls  out 
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A  system  of  electric  signals  is  used  between  the  central  station 
and  the  outlying  stations,  consisting  of  a  single  stroke  bell  with 
indicator,  to  signal  the  departure  and  arrival  of  carriers,  and  for 
answering  the  necessary  questions  required  in  the  working. 

The  carriers  or  pistons  in  which  the  messages  are  placed  are 
made  of  a  cylindrical  box  of  gutta  percha,  one  sixth  of  an  inch 
thick  and  six  inches  in  length.  A  section  of  one  of  these  car- 
riers is  shown  in  fig.  669.  The  gutta  percha  is  covered  with 
felt  or  drugget,  which  projects  beyond  the  open  end  of  the  car- 
rier. This  part  expands  by  the  pressure  behind,  causing  it  to 
fit  the  pipe  exactly.  The  front  of  the  carrier  is  provided  with 
a  buffer  or  piston,  which  just  fits  the  brass  tube.  This  buffer  is 
formed  of  several  pieces  of  felt 

To  prevent  the  messages  getting  out  of  the  carrier,  its  end  is 
closed  by  an  elastic  band,  which  can  be  stretched  sufficiently  to 
allow  the  messages  to  be  put  in. 

At  the  branch  stations,  where  no  ^pparatu-*  is  required,  the 
message  tube  terminates  with  the  end  downwards,  above  the 
counter  or  table,  so  that  nothing  can  fall  into  it  by  accident  • 

Tubes  are  made  of  lead,  iron  and  brass.  In  London  lead 
tubes  are  preferred.  In  Berlin  iron  only  are  used.  In  Paris 
both  iron  and  brass  are  employed.  In  New  York  brass  tubes 
are  exclusively  used. 

All  messages  received  at  the  offices  of  the  Western  Union  Com- 
pany for  delivery,  either  by  the  tubes  or  by  messenger,  are  written 
by  the  operator  on  the  proper  blank  forms  with  copying  ink, 
and  a  duplicate  is  taken,  for  filing,  by  laying  a  sheet  of  dampened 
unsized  paper  ui)on  the  message,  and  passing  the  two  through  a 
copying  press.  The  latter  consists  of  a  pair  of  rollers,  which  are 
turned  by  steam  power,  an  electro-motor,  or  by  hand,  according  to 
cii-cumstances.  Fig.  670  shows  one  of  these  presses  driven  Ly  a 
Phelps  electro-motor,  similar  to  that  employed  to  propel  the 
type-printer  described  in  Chapter  XXXIV.  This  method  of 
taking  duplicate  copies  is  much  neater,  and  is  in  many  other 
respects  preferable  to  the  manifold  process  employed  in  Europe, 
which  is  only  used  in  this  country  when  a  large  number  of  copies 
are  to  be  taken  of  the  same  despatch,  as  in  the  case  of  press  news. 
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The  effects  of  induction  in  perfectly  insulated  circuits  attracted 
the  attention  of  scientists  from  the  origin  of  submarine  telugm- 
phy,  and  ihey  sought  to  apply  practical  means  to  obviate  the 
retardation  of  telegraphic  signala  Sir  William  Thomson  em- 
ployed  himself,  with  great  success,  to  produce  an  apparatui^  wliich 
he  has  gradually  improved,  and  which  Mr.  White,  a  clever  opti- 
cian of  Glasgow,  now  constructs  for  the  numerous  salimariue 
telegraph  companies.  The  apparatus  of  Sir  William  Tliomsou 
has  been  utilized  under  different  forms,  but  they  are  all  based 
upon  the  same  principles,  and  in  all  the  signals  are  formed  by  a 
light  capillary  tube,  at  the  extremity  of  which  ink  or  any  other 
colored  fluid  is  poured  out  or  ejected  upon  a  band  of  paper; 
this  tube  forms  part  of  a  bobbin  put  in  motion  by  the  received 
current,  and  is  attached  to  it  either  directly  or  by  raeaiia  of  a 
stretched  fibre. 

The  capillary  tube,  curved  in  the  form  of  a  siphon,  plunges 
by  its  shortest  branch  in  a  stationary  reservoir,  filled  with  ii  col- 
ored fluid,  whence  the  ink  passes  to  the  extremity  of  the  long 
branch,  either  by  atmospheric  pressure,  or  is  ejected  from  the 
siphon  upon  the  paper  in  a  succession  of  fine  dots,  by  an  elec- 
tric current  traversing  the  ink  and  the  siphon  as  far  as  the  pa- 
per. In  this  case  the  paper  passes  over  a  metallic  plate  positively 
electrized,  while  the  capillary  tube  is  negatively  electrizfid.  A 
very  powerful  difference  of  potential  is  maintained  between  the 
tube  and  the  metallic  plate,  so  as  to  create  a  succession  of  sparks 
between  them,  which  causes  the  ink  to  be  ejected  from  the  si- 
phon upon  the  paper  in  a  succession  of  fine  dots.  Thes^e  dots 
leave  a  trace  of  the  position  of  the  tube  at  every  instant,  and 
their  conjunction  and  succession  being  continuous,  they  form  a 
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very  apparent  line  without  at  all  retarding  by  friction  the  move- 
ment of  the  tube  acting  under  the  influence  of  the  receiving  ap- 
paratus. 

This  receiving  apparatus  is  composed  of  a  very  light  rectangu- 
lar coil  of  exceedingly  fine  insulated  wire.  A  part  of  this  coil 
is  under  the  influence  of  a  very  powerful  magnetic  field,  produced 


Pig.  671 

either  by  large  permanent  magnets,  or  by  electro-magnets  excited 
by  a  local  battery.  This  magnetism  acts  with  very  great  force 
upon  the  coil  when  a  current  traverses  it  This  coil  is,  prop- 
erly speaking,  nothing  but  a  rigid  skein,  for  the  wires  which 
compose  it  are  coiled  upon  a  wooden  form,  which  is  removed 
when  the  skein  is  complete.  All  the  turns  of  the  wire  adhere 
together,  for  the  coiled  wire  is  covered  with  shellac.     "When  the 
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"block  is  removed,  the  separation  is  maintained  above  and  below 
by  means  of  two  little  pieces  of  ebonite,  which  serve  for  the  sus- 
pension and  for  the  attachment  of  the  weights. 

The  first  apparatus  of  Sir  William  Thomson  is  represented  in 
plan  and  in  elevation  by  fig.  671.  This  form,  although  but 
little  employed  upon  the  long  submarine  cables,  tends  to  return 
with  some  modifications.  Upon  cables  of  medium  lengths  the 
spluttering  of  the  ink  is  not  necessary  ;  the  signals  are  not  de- 
formed by  a  slight  friction  upon  the  paper ;  the  electrization  of  the 


Fig.  672.  Fig.  673. 

ink  by  a  machine  becomes,  consequently,  unnecessary,  and  the 
movement  of  the  paper,  which  is  generally  obtained  by  means 
of  this  electrical  machine,  can  be  derived  from  a  clock-work 
movement  carried  by  weights  or  springs.  It  has  consequently 
great  economy  of  battery,  and  we  shall  see  later  that  this  factor 
is  not  negligible  in  the  apparatus  which  must  put  in  motion  a 
magneto-electric  machine  and  exciter,  in  a  relatively  short  cir- 
cuit, composed  of  the  bobbins  of  great  electro-magnets.  The  old 
rec<^rder  returns  then  to  favor,  because  it  has  fixed  magnets,  and 
can  in  certain  cases  operate  without  the  electric  mill. 
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The  permanent  magnet  is  formed  from  pieces  of  steel  bound 
together,  and  produces  the  magnetic  field  in  the  contracted 
space  which  separates  its  poles,  N  S,  in  m.  This  magnet  is 
made  of  straight  steel  bars,  united  by  a  junction  piece  and  with 
poles  of  soft  iron. 

Fig.  672  represents  the  elevation  of  the  light  bobbin,  or  rather 
of  the  skein  of  fine  silk  covered  copper  wire,  supported  by  the 
small  pieces  of  ebonite  in  Z  m  and  n  o.  The  sides  m  n  and  I  o  con- 
tain only  some  wire,  of  which  all  the  turns  are  cemented  together 
by  gum  lac  or  by  parafiine  wax.  In  the  first  apparatus  which 
we  have  described,  the  side  I  o  was  strengthened  by  a  very- 
strong  wire  in  front  to  relieve  the  bobbin  of  all  eflfort,  and  the 
axis  of  suspension  was  placed  near  the  side  strengthened.  The 
skein  was  besides  suspended  by  two  silk  threads,  Ip  and  m  y, 
in  such  a  position  that  the  side  m  n  hung  in  the  magnetic  field 
of  the  poles  of  the  magnet,  and  could  oscillate  in  a  direction 
parallel  to  the  straight  bars  which  formed  this  magnet  The 
weight  w,  which  hangs  below  the  skein,  adds  to  its  directrix 
force,  since  all  oscillation  from  this  bifurcate  suspension  slightly 
raises  the  weights.  The  particular  construction  of  this  bobbin 
reduces  to  its  minimum  the  movement  of  the  moving  parts. 
The  side  m  n  being  very  flat,  permits  the  poles  of  the  magnet  to 
exercise  the  greatest  magnetic  force  possible,  and  the  length  of 
this  same  side,  to  expose  a  considerable  portion  of  the  wire  of 
the  bobbin  to  the  action  of  the  magnetism  of  the  magnet  Sir 
William  Thomson  has  obtained  the  best  results  with  a  copper 
wire  weighing  53  milligrammes  per  metre,  and  in  giving 
twenty  turns  to  the  skein.  The  two  extremities  of  the  wire  of 
the  bobbin  are  rolled  around  the  suspension  fibres  and  attached 
to  the  binding  posts  BB  (fig.  671),  and  the  receiving  current 
which  brings  the  signals  to  the  register,  passes  from  these  buttons 
to  traverse  the  suspended  bobbin  and  to  the  earth. 

So  long  as  the  current  does  not  circulate  in  the  skein,  it  rests 
immobile  and  is  solely  directed  by  the  bifurcated  suspension. 
The  great  permanent  magnets,  moreover,  exercise  no  action  upon 
its  direction;  but,  as  soon  as  the  current  passes  in  the  bobbin^ 
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the  side  w  n  of  the  skein  will  be  driven  outside  the  poles  or 
attracted  more  inside,  following  the  sense  of  the  current,  and  in 
a  direction  parallel  to  the  straight  bar  magnets.  The  direction 
of  this  impulse  will  depend  upon  the  direction  of  the  current,  and 
the  magnitude  of  the  deflecting  force  will  depend — other  things 
being  equal — upon  the  force  of  the  received  current  The  aide 
m  n  of  the  skein  will  go  forward  and  backward,  under  the  effect 
of  the  continually  variable  current  transmitted  by  the  cable, 
and,  thanks  to  the  lightness  of  the  skein,  will  rapidly  follow  the 
currents  in  their  changes,  so  that  at  each  instant  its  position  will 
correspond  'to  the  force  of  the  current  at  that  moment  In  order 
to  aid  it,  the  directrix  force  of  the  weight  and  of  the  bifurcated 
suspension  must  be  adjusted  in  such  a  way  that  the  natural 
oscillations  of  the  bobbin,  when  no  current  passes,  shall  be  much 
more  rapid  than  those  required  in  the  formation  of  the  signala 
The  adjustment  of  the  free  oscillations  corresponding  to  the 
speed  of  the  signals,  is  facilitated  by  the  employment  of  a 
deadener  which  permits  of  the  adoption  of  a  very  feeble  directrix 
force  and  consequently  a  greater  deviation  and  also  separa- 
tion in  the  marks.  We  are  able  to  utilize  no  matter  what 
form  of  deadener,  based  upon  the  friction  of  solids  or  of  fluids^ 
and  we  may  also  employ  a  vane  plunging  in  water  or  glyeerine; 
but  Sir  William  Thomson  obtained  good  results,  in  the  first 
apparatus  which  we  have  described,  by  means  of  a  light  .^^pring^ 
pressing  upon  the  side  m  n  of  the  bobbin  and  deadening  also 
the  vibrations. 

The  receiving  coil  follows  the  movements  of  the  cnrre'nt  ns 
promptly  as  the  little  mirror  of  the  reflecting  galvanometer ;  but 
the  current  produced  a  greater  utilizable  force,  to  move  the 
parts  of  the  recorder,  and  this  augmentation  of  force  is  emjjlo}  ed 
to  move  a  registering  apparatus  which,  in  the  original  aj>f>;imtusj 
is  combined  with  the  bobbin  in  the  following  manner;  a  simple 
filament  of  cocoon  silk  is  attached  at  m  of  the  bobbin^  and  at  r 
of  the  siphon  of  the  apparatus  (fig.  673).  The  siphon  t  r  s  is 
suspended  upon  a  double  thread  v  w  u^  on  one  side,  in  such 
a  manner   as  to  enable  it   to  turn  around   a  horizontal  axis. 
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The  directrix  force  of  this  double  thread  is  adjusted  in 
such  a  manner  that  the  siphon  is  able  to  follow  the  move- 
ments of  the  side  m  n  of  the  bobbin  to  which  it  is  at- 
tached. It  maintains  besides  always  taut  the  cocoon  fibre 
which  binds  v  (fig.  673)  to  m  (fig.  672).  The  distance  of  the 
point  of  attachment  r  of  the  axis  t^  ^  is  about'  one-tenth  of  the 
length  of  the  longer  branch  of  the  siphon,  so  that  all  movement 
of  the  side  m  n  of  the  bobbin  is  represented  by  a  movement  ten 
times  greater  at  the  inferior  extremity  of  the  siphon.  This  last 
apparatus  is  formed  of  a  tube  of  slender  glass,  curved  in  the 
form  shown  by  fig.  673  which  shows  also  the  paper  upon  which 
the  signals  are  registered.  This  paper  moves,  under  the  ex- 
tremity of  the  siphon,  in  a  direction  perpendicular  to  that  in 
which  this  extremity  operates.  The  short  branch  of  the  siphon 
plunges  besides  in  the  reservoir  of  ink. 

The  plate  of  copper  z  y,  upon  which  the  paper  band  is  carried 
opposite  to  the  lower  extremity  of  the  siphon,  is  put  in  com- 
munication with  an  electric  machine  which  is  permanently 
charged  with  electricity  of  high  tension,  while  the  siphon  itself 
communicates  with  the  earth.  It  results  that  a  series  of  small 
and  very  rapid  discharges  force  the  siphon  to  splutter  the  ink 
from  the  reservoir  upon  the  paper.  The  apparatus  must  be  ad- 
justed in  such  a  manner  that  the  siphon  can  oscillate  from  two 
to  ten  times  in  the  time  employed  to  produce  each  signal  or 
each  separate  part  of  a  letter. 

An  ordinary  electric  machine  or  better  a  Ruhmkorff  coil 
will  serve  to  produce  these  discharges.  Sir  William  Thomson 
has  modified  the  induction  machine  of  Varley,  as  we  have  seen. 
In  the  first  recorder  this  machine  was  put  in  motion  by  a  clock- 
work apparatus,  serving  also  to  move  the  band  of  paper.  The 
clock-work  movement  has  nothing  peculiar  about  it  It  is 
carried  by  a  weight,  and  in  fig.  671  is  clearly  shown  in  C. 

In  the  first  induction  machine  of  Sir  William  Thomson  a  disk 
of  vulcanite,  A  A  (fig.  674),  provided  with  several  pieces  of 
metal  a°,  a^  a«,  etc.  (which  we  call  carriers),  is  maintained  in 
rapid  rotation  around  a  fixed  axis.     In  their  circumferential 
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movement,  the  carriers  rub  lightly  agains^t  two  feeble  springs  B 
and  B',  placed  tangentially  at  the  two  extremities  of  an  even 
diameter.  One  of  these  springs  is  connected  to  tlie  earth  and 
the  other  to  the  insulated  metal  jnece  D,  called  receplor.  This 
piece  is  analogous  to  the  principal  condat^tor  of  the  ordinary 
electrical  machine.  The  point  of  contact  b  of  the  earth  spring 
with  the  carriers  is  subject  to  the  iniluence  of  an  electrized  body 
E  called  inductor.  When  the  inductor  is  electrized  posiiivdy^ 
each  contact,  in  quitting  the  spritig  />,  curries  away  with  it  the 
negative  electricity  which  it  gives  to  the  receptor  J}^  in  its  contact 
with  the  spring  c'.     The  inductor  and  the  receptor  are  placeil  go 


Fig.  674. 

as  to  envelope  as  much  as  possible;  the  point  of  contact  of  the 
corresponding  spring. 

In  fig.  674  the  receptor  and  the  inductor  are  indicated  in  sec- 
tion,  in  order  to  show  the  carriers  and  the  contacts.  We  see, 
from  the  preceding,  that  the  inductor  cnf^enders  a  negative 
charge  upon  all  the  carriers  in  turn,  and  that  the  carriers  transfer 
in  their  turn  and  in  succession,  this  negative  charge  to  the  recep- 
tor, which  communicates  it  then  to  the  plate  zy  placed  under 
the  siphon.  We  know  that  this  negati  ve  charge  traverses  the 
paper  and  the  siphon  in  order  to  return  to  the  earth.  In  order 
to  obtain  good  work  from  the  machine,  the  inductor  E  (fig.  674 J 
should  always  be  maintained  at  a  high  and  constant  tension* 
Sir  WiUiam  Thomson  has  consequently  been  brought  to  add  to 
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his  machine  an  apparatus  of  assistance  designated  under  the 
name  of  recharger.  This  second  apparatus  is  exactly  similar  to 
the  first,  and  its  form  and  arrangement  are  the  same  as  those  of 
the  inductor;  it  contains,  however,  two  more  springs,  B  and  B', 
and  the  connections  are  aiTanged  in  a  diflEerent  manner  (fig.  674). 
Two  of  the  springs  c  and  c',  called  receptor  springs^  are  connected 
to  the  inductors  E'  and  D,  and  the  springs  B  and  B',  called  con- 
neciion  springs^  are  united  to  one  another  by  a  wire.  The 
carriers,  in  turning  in  the  manner  shown  by  the  arrow,  touch 
the  receptor  springs,  at  the  time  that  they  are  entirely  covered  by 
the  corresponding  inductor ;  they  touch  the  connection  springs  a 
little  after  the  interruption  of  the  contact  with  the  receptor 
springs,  and  at  the  time  when  they  are  still  in  great  part  covered 
by  the  inductor. 

See  now  what  takes  place.  Suppose  that  one  of  the  inductors 
Ej  may  be  in  contact  with  the  earth,  and  that  the  connection 
spring  and  the  wire  which  joins  B  B'  may  be  insulated.  Sup- 
pose also  that  the  other  inductor  D'  may  be  electrized  posi- 
tively and  in  contact  with  the  inductor  E  of  the  induction 
machine  situated  at  the  left;  if  the  carriers  turn  rapidly  upon 
their  axes  in  the  direction  indicated  by  tlie  arrows,  each  carrier, 
after  having  passed  the  contiict  C,  and  by  the  time  that  the 
contact  b  shall  establish  itself,  shall  receive  a  negative  charge  by 
induction,  whilst  the  spring  6,  and  the  carrier  which  it  touches 
shall  receive  at  the  same  moment  a  positive  charge.  These 
effects  are  produced  by  the  redistribution  of  the  electricity  in  the 
isolated  system  composed  of  two  carriers,  the  connecting  springs 
and  the  wires,  under  the  influence  of  induction. 

Immediately  after,  the  contact  is  broken  in  b  and  i^,  so  that 
the  two  carriers  retain  their  positive  and  negative  charges  until 
they  come  in  contact  with  the  inductors  by  the  springs  C  and 
C'l ;  then  the  negative  charge  passes  to  the  earth  by  E'  and  the 
positive  charge  abandons  the  carrier  at  the  interior  of  D,  in  order 
to  distribute  itself  upon  the  exterior  surface  of  D^,  following  the 
known  laws  of  induction;  the  repetition  of  this  act  occasions 
an  indefinite  accumulation  of   positive  electricity  upon  D,  an 
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accumulation  which  is  only  limited  by  the  perfection  of  its 
insulation,  which  prevents  the  dispersion  of  the  electricity  by 
conduction  or  the  spark.  The  charges  of  electricity,  positive 
and  negative,  are  indicated  by  the  signs  4-  and  —  upon  the 
carriers. 

When  they  are  discharged,  or  a  little  after,  they  carry  a  0. 
In  the  exterior  view  of  the  induction  machine  (fig.  675),  it  has 
been  necessary  to  take  away  Ej,  in  order  to  show  the  disk  and 
the  carriers.  When  the  apparatus  operates,  the  copper  plate  z  y 
and  the  paper  which  covers  it  strongly  attracts  the  extremity  of 
the  siphon,  and,  under  the  influence  of  this  attraction  and  of  a 
rapid  vibration,  due  to  some  feeble  discharges,  but  continuous 
electricity,  the  ink  is  projected  in  a  succession  of  fine  droplets 


^ 
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Pig.  676. 

from  the  siphon  upon  the  paper.  These  little  drops  form  upon 
the  band  unrolled  by  the  clock-work  movement,  a  continuous 
line  which  registers  the  position  of  the  extremity  of  the  siphon 
at  each  moment  and,  following  which,  it  is  brought  forward 
or  attracted  backward  by  the  fibre  r  m,  to  mark  its  position  above 
or  below  the  medium  line  of  the  zero.  The  line  thus  traced  is 
consequently  a  continuous  curve  corresponding  to  the  oscilla- 
tions of  the  bobbin,  and  consequently  to  the  variable  currents 
which  produce  it  as  well  as  that  of  the  signals  which  its  move- 
ments indicate.  These  signals,  in  which  the  upper  points  in- 
dicate the  dots  of  the  Morse  alphabet,  and  the  lower  points 
the  dashes  of  the  same  alphabet,  are  represented  in  fig.  676. 
IVhen  no  current  traverses  the  bobbin,  the  effect  of  the  siphon 
will  be  to  produce  simply  a  straight  line  upon  the  band.     Any 
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short  signals,  positive  or  negative,  will  produce  small   angles 
above  or  below  the  zero  line. 

Fig.  676  represents  the  signals  indicating  the  interna- 
tional Morse  alphabet,  given  on  page  480,  produced  by 
the  siphon-recorder  when  transmitted  over  a  short  cir- 
cuit When  these  signals  are  transmitted  through  a 
submarine  cable  they  become  more  or  less  distorted 
H  according  to  the  length  of  the  cable  and  the  speed  of 
^  transmission.  Fig.  824,  on  pnge  560,  is  a  fac-simile  of 
the  writing  of  the  siphon-recorder  at  a  speed  of  eighteen 
or  twenty  words  per  minute  through  a  cable  of  800  miles 
in  length.  On  page  561  there  is  an  example  of  the 
record  made  in  working*  through  a  still  longer  cable. 
These  illustrations  will  serve  to  show  the  effect  upon  the 
siphon-recorder  of  the  various  disturbing  influences 
which  are  encountered  upon  long  submarine  or  subter- 
ranean telegraph  lines,  and  which  effectually  prevent 
the  use  of  any  other  >  ecorder  upon  them. 
^  The  fii-st  apparatus  which  we  have  just  described  has 
since  been  greatly  improved,  and  the  new  form  which  Sir 

•  "^    William  Thomson  has  given  to  it,  although  by  no  means 

•  ''i     changing  its  principle,  has  made  a  new  and  above  all 

•  "^   more  sensitive  instrument     The  three  essential  organs, 
the  electric  mill,  the  signal  bobbin  and  the  siphon,  have 

•^     been  changed  in  such  a  manner  as  to  give  the  most  satis- 
^    factory  results. 

.^  THE    MOUSE-MILL. 

In  this  apparatus,  the  electric  mill  combines  the  two 
functions  of  electro-magnetic  motor  (of  which  the  move 
ment  serves  to  unroll  the  paper  band),  and  of  induction 
machine,  of  which  the  sparks,  directed  to  traverse  the 
siphon,  cause  the  continuous  spluttering  of  the  ink  upon 
the  paper.     All  scientists  know  the  difficulties  which  ai*e 
i|      experienced   in   maintaining  a  constant  flux  of  static 
Fig.  676.  electricity  m  an  electric  machine  placed  in  an  apart- 
ment occupied  by  numerous  persons.     In  spite  of  these  diflS- 
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Fig.  677. 
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culties  the  electric  mill,  or  mouse-mill^  rarely  makes  a  default 
in  the  service. 

Figs.  677  and  C78  represent  the  whole  of  this  electric  mill.   A 

series  of  soft  iron  bars,  a^^a^^ a'  ®,  are  arranged  as  the  stav^ 

of  a  barrel,  but  they  do  not  touch  each  other.     The  iron  rods 


Fig.  G78. 

6^,  e2,....e^o  keep  them  in  place  and  connect  them  to 
a  central  disk  of  ebonite  attached  to  an  axis  c  An  electro- 
magnet, of  which  the  soft  iron  bars  come  close  to  the  base  of  the 
mill,  communicates  by  two  binding  screws  with  a  special  tray 
battery,  of  which  wc  give  a  description  farther  on.  When  the 
current  from  this  battery  traverses  the  electro-magnet  A,  the 
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soft  iron  bar  nearest  to  it  is  attracted,  but  as  soon  as  it  has  ar- 
rived over  the  electro-magnet,  an  interrupter  suppresses  the 
current  of  the  battery  and  the  bar  passes  the  electro-magnet  by 
its  acquired  motion.  This  movement  suffices  to  put  the  battery 
again  in  circuit,  the  second  bar  is  attracted,  passes  in  its  turn  the 
electro-magnet  by  breaking  the  circuit  of  the  battery,  and  so  on, 

THE   INTERRUPTER. 


Pig.  679. 

The  arrangements  of  the  interrupter  are  represented  in  figs^ 
680,  681,  and  682.  The  two  poles  of  the  battery  come  one  to 
d  and  the  other  to  e.  The  circuit  is  closed  when  the  platina 
screw  c,  fixed  to  the  spring  rf,  rubs  upon  the  contact  piece  e,  At 
every  other  moment,  the  ebonite  bar  /  insulates  these  two  con- 
tacts from  each  other.     The  moving  contact  piece  c  is  formed  of 
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xi  bit  of  large  platinum  wire  f^oldered  to  the  extremity  of  the 
steel  spring  d.  This  extremity  is  attached  to  a  bit  of  knitting- 
needle  x,  fixed  in  a  line  with  the  spring  and  extending  about 
two  centimetres  beyond  the  contact  piece  c  The  other  extrem- 
ity of  the  spring  is  fixed  to  the  metallic  piece  g  with  which  it  is 
in  contact,  making  also  part  of  the  circuit  which  is  complete 
when  the  moving  piece  c  presses  the  fixed  contact  c  so  that 
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Fig.  680.  Fig.  681. 

the  needle  x  descends  upon  the  cut  side  of  the  cam  A.  The 
cam  lifts  the  needle  a:,  and  interrupts  the  contact,  leaving  it 
free  to  re-establish  it  by  its  proper  elasticity  at  the  desired  mo- 
ment The  spring  c?,  nearly  horizonial  when  it  establishes  the 
contact,  submits  to  a  sufficiently  considerable  flexion.  Dis- 
mounted and  recovering  its  normal  form,  this  spring  is  bent 
This  arrangement  assures  the  contact  A  thumb-screw,  w^  serves 
to  raise  or  lower  the  spring  d  and  to  regulate  the  duration  of 
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the  oontacti?.  The  pi^dse  instant  of  these  contacts  is  obtained 
by  weJging  the  cam  upon  its  axis  and  in  fixing  it  in  the  de- 
sired position  hy  means  of  the  set  screws  i  and/  The  cam  Aj 
being  decagon,  raises  the  movable  spring  ten  times  per  turn  and 
interrupts  and  re-establii^hes  the  conta^^t  between  c  and  e  the 
same  number  of  times,  thereby  causing  the  electromagnet  to 
act  tbe  same  number  of  times  upon  the  soft  iron  bars  of  the 
milL 

The  supports  of  the  axis  of  the  electro-magnetic  machine  are 


Fig.   GS2, 

constructed  so  aA  to  offer  only  a  very  feeble  friction.  This  la 
obtained  by  i>lacing  the  juvots  upon  the  rollers,  dd  {fig.  679). 
These  pivots  are  retained  by  two  parallel  guides  with  soft 
friction  which  prevent  tliem  from  sliding  out  of  the  rollers.  The 
moveTnent  of  tlie  su|tport  is  maintained  following  its  axis  by  two 
steel  plates  a.'  fixed  perpendicularly  to  this  axis  at  a  dir^Uuioe 
slightly  superior  to  its  length.  The  steel  rollers  d  d,  are  rounded 
upon  their  edges,  the  pivots  plunge  in  a  cup  full  of  fine  oil ; 
they  are  then  (as  well  an  tjic  ]nvotJ^  of  the  [M'ineipal  supj>ort) 
constantly  lubricated,     Tlie  eheeks  which  guide  this  support 
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do  besides  carry  the  friction  almost  entirely  upon  the  rollers,  for 
the  friction  sustained  by  ihe  guide  only  serves  to  maintain  the 
pivots  in  place. 

The  speed  of  the  mill  is  regulated  by  resistances  added  to  or 
removed  from  the  circuit  of  the  electro-magnet  In  some  appa- 
ratus, the  spark  which  is  produced  by  the  interrupter  at  the 
point  e  is  diminished  by  the  employment  of  a  shunt  perma- 
nently connecting  the  extremities  of  the  bobbins  of  the  electro- 
magnetic machine.  We  have  said  that  this  part  of  the  apparatus 
had  for  its  object  the  moving  of  the  paper.  The  extremity  of 
the  support  of  ihe  mill  is  supplied,  on  the  outside  of  the  glass 
case,  with  a  grooved  pulley  upon  which  passes  an  endless 
cord  forming  a  band.  Whip-cord  is  most  convenient,  al- 
though they  also  employ  sometimes,  round  leather  thongs 
as  in  sewing  machines.  The  endless  cord  rolls  upon  a  large 
wooden  disk,  J  (figs.  684  and  685),  of  which  the  axis  pix>- 
jecta  in  front  of  the  instrument  A  leaden  wheel  acts  as 
a  weight  and  carries  several  grooves  of  different  radiuses  by 
which  the  speed  of  the  movement  of  the  paper  can  be 
varied  at  pleasure.  A  second  band,  passing  over  the  groove 
of  a  pulley  fixed  to  the  axis  of  the  unrolling  cylinder  com- 
municates the  movement  of  llie  mill  to  the  system  of  cylin- 
ders carrying  the  paper.  The  lower  cylinder  is  maintained  by 
a  spring  which  presses  it  against  the  paper  band.  Guides  keep 
in  place  the  wooden  disk  and  prevent  the  transmission  of 
mechanical  vibrations  of  the  principal  motor  to  the  paper.  The 
mill  operates  also  as  an  induction  apparatus.     For  this  purpose 

the  ebonite  disk  g  carries  ten  little  brass  rods,  aS  a*, a^®, 

which  conduct  the  electricity.  The  disk  g  (fig.  678)  and  the 
pins  which  it  supports  are  surrounded  in  part  by  a  metallic 
envelope  carefully  insulated  from  the  pins  by  a  coating  of  par- 
affine  or  gum  lac.  This  circular  metallic  envelope  forms  two 
parts  of  equal  dimensions  of  which  one,  E,  communicates 
with  the  earth,  while  the  other,  B,  is  completely  insulated.  The 
electricity  of  this  second  half-cylinder  must  flow  away  to  tra- 
verse the  siphon  by  the  conductor  p  (fig.  679),  the  reservoir  of 
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ink,  the  siphon  and  the  band  of  paper,  under  which  is  found 
a  metallic  plate  communicating  with  the  earth  ami  the  second 
cylindrical  part  of  the  inductor.  All  the  pieces  suppuitiiig  tlie 
siphon  and  the  reservoir  of  ink  are  of  carefully  pamfEncd 
ebonite.  * 

THE   OPERATION  OF  THE   MOUSE-MILU 

In  turning  in  the  manner  indicated  by  the  arrows  (fig.  683), 
the  staves  of  the  mill  pass  successively  under  the  half  cylimltirs 
fixed  to  the  inductors,  the  pins  rub  against  the  springs  a  a\  h  b\ 


Fig.  683. 

where  a  communicates  with  the  inductor  P  and  a'  %vith  the 
inductor  E,  the  other  two  springs  b  and  i'  being  t^oiinccted 
between  them  and  carefully  insulated  from  the  Tiiri?s  of  the 
apparatus.  Let  us  suppose  that  the  conductor  P  muy  be  tlec^ 
trized  positively  when  the  apparatus  commences  to  turn.  Tlie 
staves  opposed,  c  and  c',  are  in  metallic  contact  between  tfiem  lor 
the  reason  that  the  pins  which  unite  them  touch  at  the  springs 
b  and  b\  At  this  moment,  the  positive  charge  of  P  dccuinposcs 
the  electricity  of  c  and  c',  attracting  the  negative  flujd  t{ awards 
c  and  repulsing  the  positive  towards  </.    But  in  turnings  c  comes 
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in  contact  with  a'  and  its  negative  charge  flows  to  the  earth ;  on 
the  other  side  c'  comes  to  touch  a  and  its  positive  charge  being 
transported  into  P,  augments  the  quantity  of  positive  electricity 
existing  already  in  this  inductor,  which  has  the  eflEect  to 
increase  the  inductive  action  of  P  upon  the  successive*staves  of 
the  apparatus.  Thus  the  charge  of  P  goes  on  increasing  at  each 
torn  of  the  mill.  The  action  has  cause  as  soon  as  the  potential 
of  the  inductor  P  is  a  little  different  from  that  of  the  inductor  E. 
If  P  was  negative  in  reference  to  E  at  the  beginning,  it  would 
then  be  upon  P  that  the  negative  charge  would  accumulate.  Tt 
would  be  very  difficult,  if  not  impossible,  to  reduce  E  and  P  so 
exactly  to  the  same  potential  as  to  prevent  P  from  taking  a  very 
high  charge  likewise  after  several  turns  of  the  mill. 

The  carriers  (we  thus  call  the  staves)  and  the  inductors  some- 
times permit  the  sparks  to  escape  and  traverse  the  layer  of  air 
which  separates  them,  which  is  then  an  indication  that  the  insu- 
lation of  the  pieces  is  imperfect,  and  in  this  case  the  layer  of 
paraffine  or  of  lac  must  be  renewed. 

The  electricity  of  high  potential  which  is  accumulated  upon  B 
(figa  678  and  679)  is  not  communicated  directly  to  the  ink  in 
the  siphon  in  order  to  prevent  the  sparks  from  flying  off 
between  the  point  of  the  siphon  and  the  metallic  plate  upon 
which  the  paper  band  passea  The  inductor  B  is  put  in  com- 
munication with  a  brass  rod  jt?,  which  can  be  raised  or  lowered  at 
pleasure,  and  which  is  maintained  at  a  convenient  distance  from 
a  metallic  plate.  The  electricity  itself  passes  by  the  air,  from 
the  point  to  the  horizontal  plate,  next,  by  the  inkstand  and  the 
siphon,  to  the  earth,  which  ends  at  the  metallic  plate  situated 
under  the  band  of  paper.  An  excess  of  electricity  determines 
in  the  siphon  vibrations  intense  enough  to  distort  the  signals. 
This  excess  of  electricity  may  be  carried  to  the  earth  without 
passing  by  the  siphon  by  means  of  a  horizontal  rod  fixed  in 
the  mass  of  the  apparatus,  and  "which  can  be*brought  more  or 
less  near,  according  to  need,  to  the  conducting  rod^. 

Certain  qualities  of  paper  oppose  a  considerable  resistance  to 
the  passage  of  electricity,  principally  in  dry  weather.    They  aug. 
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ment  the  conduotibility  of  these  papers  by  soaking  the  rolls  in 
pure  water,  or,  better,  in  a  solution  of  two  in  100  of  nitrate  of 
ammonia.  This  result  is  obtained  also,  not  unfrequently,  by 
simply  depositing  during  a  certain  time  the  roll  to  be  used  upon 
the  grate  of  zinc  of  the  tray  battery.  Sometimes  also  they 
make  use  of  steam  by  placing  under  the  band,  as  it  unrolls^  a 
metallic  plate  full  of  water  heated  by  gas. 

A  lead  slide,  in  which  they  keep  a  small  piece  of  pumice 
stone  soaked  in  sulphuric  acid,  permits  of  the  maintenaDce  of 
the  interior  of  the  mill  very  dry,  which  is  besides  hermetically 
closed  with  plate  glass.  Only  very  concentrated  and  very  pure 
sulphuric  acid  is  employed,  which  is  boiled  for  half  an  hour 
with  some  sand  and  some  crystals  of  ammonia.  In  certain  cold 
and  humid  stations  they  are  obliged  to  heat  the  mill  by  passing 
a  current  of  very  hot  steam  through  a  lead  tube  coiled  in  the 
slide  and  connected  to  a  tin  boiler  heated  by  gas  or  alcohol- 
Thanks  to  these  precautions  and  to  the  perfect  insulatioa  of 
the  supports,  the  electrification  of  the  ink  and  of  the  siphon  can 
be  maintained  very  uniform.  The  perfection  of  the  signals  de- 
pend also  upon  the  siphon  itself  and  upon  the  adjustment  of 
the  signal  bobbin. 

The  siphon-recorder  works  as  follows : 

THE  BOBBIN  AND  SIPHON. 

The  bobbin  and  the  siphon  are  arranged  upon  a  frame  (figa 
684,  685  and  686),  maintained  in  place  between  the  electro- 
magnets by  the  screw-nut  C,  which  is  fixed  to  the  back  of 
the  half-cylinder  in  font  N  N,  supporting  the  two  large  bobbins 
M  M.  The  frame  of  the  bobbin  S  is  suspended  by  a  silk  thread 
passing  upon  the  pulley  r  (figa  687  and  688).  The  position  of 
this  pulley  can  be  varied  by  means  of  the  thumb-screw  i^.  At 
the  centre  of  the  bobbin  is  a  piece  of  soft  iron,  «,  «,  which 
increases  the  intensity  of  the  magnetic  field  at  the  centre  of 
which  the  bobbin  is  suspended. 

Two  weights  suspended  to  the  frame  of  the  bobbin  slide  in 
the  guides  z;  the  fibres  of  silk  which  support  them  pass  uader 
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the  bridge  x  from  which  they  can  vary  at  pleasure  the  relative 
distance  to  the  bobbin  by  the  aid  of  the  thumb-screw  y.  They 
change  also  the  period  of  vibration  of  the  bobbin  by  more  or 
less  tightening  the  silk  threads  which  suspend  the  weight  near 
the  bridge  x.  In  certain  apparatus  they  obtain  the  same  re- 
sult in  a  more  simple  way,  represented  in  fig.  683a.  The  bridge 
is  double,  and  consists  of  two  rods,  a,  and  a,  fixed  in  the  same 
plane  upon  a  common  piece  which  can  be  raised  or  lowered  at 
pleasure ;  it  is  attached  to  the  weight  W  and  passes  in  front  of  a, 
and  in  the  rear  of  a,.  They  thus  avoid  the  inclined  plane,  and 
the  weight  can  remain  freely  suspended.  Eeferring  to  the  figures 
687  and  688,  p  and  q  are  the  wirebinders  of  the  extremities  of 
the  bobbin  ;  they  communicate,  by  the  attached  wires,  with  the 
switches  T^^  and  T^  of  the  whole  apparatus.  Above  and  to 
the  right  of  the  bobbin  is  attached  a  filament  of  cocoon  t;,  the 
other  end  of  which  is  fixed  to  a  small  vertical  lever,  t4,  called 

Figs.  684  and  685  ~A,  A,  A.— Wooden  supports.  B,  B.^Frame-work  of  the 
apparatus.  0. — CoTering  of  the  miU,  which  can  be  remoyed  from  B,  B  in  order 
to  regulate  the  apparatus.  D. — Inferior  parts  of  the  mill  containing  the  moving 
electro-magnet  E. — ^Terminal  of  electro-magnet.  F. — Lead  slide-valye  contain- 
ing the  pumioe  stone  and  the  sulphuric  add.  G. — ^Aiangular  copper  plate  carrying 
the  mechanism  for  moving  of  the  paper  and  its  accessories.  H. — Screw  fixing  A 
with  respect  to  B  and  permitting  the  whole  system  for  moving  the  paper  to  ad* 
vance  or  to  recede.  I. — Pulley  situated  upon  the  axis  of  the  unroUing  cylinder 
and  guiding  the  paper.  E. — Reservoir  of  ink,  put  in  metallic  oommnnicatioa 
with  the  plate  0,  but  perfectly  insulated  from  the  system  by  the  piece  of  ebonite 
L,  except  the  communication  formed  by  the  syphon  ^  (.  K,  M. — Large  electro- 
magnets, between  the  poles  of  which  is  suspended  the  signal  bobbin  8.  N,  N.— 
Half-cylinder  of  soft  iron,  forming  at  the  same  time  ^e  bed  and  the  armature  ot 
the  electro-magnets  l£,  M.  0.-»Gopper  plate,  forming  the  collector  of  the  elec- 
tricity engendered  in  the  mill  P. — Ck>pper  rod  terminated  in  a  point  and  con- 
ducting the  electricity  collected  by  the  plate  0.  B. — Bectangulat  skein  of  fine 
insulated  copper  wires,  forming  the  signal  bobbin.  T,,  T,,  T,. — ^Terminal  Umita 
of  the  signal  bobbin  attached  to  the  commutators  radiating  upon  a  series  of  deri- 
vations which  can  be  introduced  in  the  circuit  of  the  bobbin  S.  U^,  U,,  U,.^ 
Terminal  limits  of  the  battery,  of  which  the  two  poles  are  attached  to  the  two  ex- 
treme screw-studs.  T. — Oommutator  of  the  battery,  by  means  of  which  they  can 
transmit  the  entire  battery  or  by  halves  in  the  electro-magnet  M.  W. — Slide- 
valve  implements.  X. — Commutator  permitting  of  the  insertion  in  the  bobbins  of 
the  mill  of  the  resistances  which  vary  the  speed  of  rotation. 
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a  multiplier.    At  the  upper  end  of  this  lever  another  filament 
of  cocoon  attaches  it  to  the  left  extremity  of  a  sort  of  little  alu- 
minum saddle  supporting  the  siphon.     They  often  dispense  with 
the  multiplier  by  attaching  the  bobbin  directly  to  the  siphoa 
The  aluminum  saddle  is  supported  by  a  fine  metallic  wire,  1 2, 
fixed  to  the  two  extremities  of  the  bridge  %  (fig.  689)  and  to 
some  small  curved  steel  springs.     Some  thumb-screws, 
I        XJ,  attached  to  these  springs  permit  of  giving  to  the  wire 
the  desired  tension.     Behind  the  frame  of  the  bobbin 
and  in  a  direction  opposed  to  the  point  of  attachment, 

Jv,  is  fixed  another  fibre  connected  to  the  moving-piece 
0,  by  which  they  can  vary  the  position  in  the  groove  by 
^  the  adjusting  screw  n.  By  turning  n  outward  a  greater 
strain  is  put  on  the  fibre  leading  from  o  to  the  signal 
coil,  and  by  turning  n  inward  the  strain  is  lessened. 
They  can  thus  increase  or  diminish,  as  desired,  the 
effort  of  this  wire  and  counter-balance  with  exactitude 
the  effort  which  the  bobbin  sustains  on  the  other  side. 
This  part  of  the  regulation  is  very  delicate.  The  desir- 
able vertical  tension  of  the  weight  is  obtained  very 
easily,  but,  once  the  horizontal  regulation  is  obtained, 
it  has  there  no  more  to  occupy  itself  on. 

The  bridge  ii  (fig.  687),  which  supports  the  saddle  of 
the  siphon  is  fixed  in  the  groove  of  the  piece  m  m,  by 
means  of  the  screw-nut  j.  By  properly  moving  the 
bridge  in  the  groove  forward  or  backward,  we  obtain  the 
adjustment  of  the  siphon  in  respect  to  the  paper.  The 
torsion  of  the  metallic  wire  also  contributes  to  the  ob- 
ject of  this  adjustment  The  piece  m  m  is  besides  a 
small  hinge,  and  in  raising  it  we  can  lift  the  siphon  out  of 
the  reservoir  of  ink  in  which  it  is  plunged.  This  hinge 
raises  the  bridge  by  means  of  a  curved  groove  carefully 
arranged  in  the  metal,  in  such  a  manner  that  the  wire  which 
connects  the  siphon  to  the  signal  bobbin  receives  no  tension 
by  this  movement  The  reservoir  k  contains  the  ink,  in  which 
the  shorter  branch  of  the  siphon  is  plunged.     This  ink  is  ob- 
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tained  by  dissolving  in  water  the  best  aniline  blue  of  commerce. 
By  dissolving  in  half  a  glass  of  water  as  many  crystals  as  can 
be  taken  upon  the  point  of  a  knife,  we  obtain  a  perfectly  fluid 
ink  of  a  fine  dark  blue,  which  does  not  thicken. 

FABRICATION  OF  THE  GLASS  SIPHONS. 

The  stations  are  provided  with  a  quantity  of  fine  glass  tubes 


Fig.  C87. 


Fig.  688. 


to  make  siphons  of.  When  the  stock  fails  they  can  renew  it 
by  heating  over  a  gas  flame,  or  better  at  the  jet  of  a  Bunsen 
lamp,  a  tube  of  soft  glass  about  five  millimetres  in  diameter. 
When  it  is  sufiiciently  softened,  they  draw  it  out  to  the  diame- 
ter required  and  cut  it  in  pieces  of  about  ten  centimetres.  The 
very  fine  siphons  give  very  distinct  signals,  but  they  require 
more  electricity  on  the  part  of  the  mill,  and  they  become  ob- 
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structed  when  the  ink  carries  away  with  it  dust  or  other  residuum. 
In  order  to  give  to  the  tubes  the  siphon  form  (fig.  690)  they 
take  one  of  the  tubes  and  simply  heat  it  at  the  proper  points 
with  the  red-hot  carbon  proceeding  from  a  wood  match  of 
which  the  flame  is  extinguished;  by  holding  the  tube  in  a 
convenient  position,  it  curves  itself  by  its  own  weight  when 
the  glass  is  soft   It  is  then  turned  by  hand  as  practice  requires. 


n 


\ 


\ 


Pig.  689.  FSg.  69<r. 

The  longer  branch  of  the  siphon  must  have  a  length  of  six 
centimetres  and  the  point  must  be  brought  forward  so  as  to 
form  an  angle  of  about  180  degrees  with  this  brancL  In  heat- 
ing  the  angles,  care  must  be  taken  that  the  glass  is  not 
too  soft,  which  would  diminish  its  interior  diameter.  They 
sometimes  smooth  the  extremities  of  the  siphon  upon  an  emery 
stone  so  that  they  may  not  tear  the  paper  when  approached 
too  near.  Upon  comparatively  short  circuits,  where  they  do  not 
need  great  sersibility,  they  can  employ  a  siphon  of  great  diame- 
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ter,  and  in  this  case,  if  the  paper  passes  quite  near  the  siphon,  the 
ink  flows  in  a  very  uniform  fj^shion  without  electrification.  In 
this  case  it  goes  without  saying  that  the  point  must  be  treated 
with  particular  care.  The  siphon  is  fixed  upon  the  saddle 
which  supports  it  (fig.  689)  with  a  little  pure  wax  by  means  of  a 
small  spoon  bill.  They  then  raise  the  bridge  in  order  to  take 
out  of  the  reservoir  the  shorter  branch  of  the  siphon  of  ink, 
which  they  must  remove. 

The  apparatus  forming  the  whole  of  the  bobbin  and  of  the 
siphon  is  frequently  furnished  in  duplicate,  so  as  to  be  im- 
mediately replaced  in  case  of  need.  It  is  the  same  with  the 
electric  mill  and  of  the  little  chariot  G,  H  which  determines  the 
movement  of  the  paper. 

THE  MOVEMENT  OF  THE  PAPEB. 

The  paper  enters  at  the  right  and  is  maintained  tight  by  a  small 
steel  spring,  a  (figs.  684,  685  and  686).  It  passes  then  over  the 
roller-guide  t  which  can  be  raised  or  lowered  by  means  of  the 
screw  A,  then  upon  a  slightly  convex  plate  hanging  vertically. 
From  there  it  is  engaged  between  the  rollers  d  and  «,  in  order 
to  be  horizontally  discharged  at  the  left  The  roller  e  presses 
strongly  against  the  drum  d  by  means  of  its  support  which  is 
attached  to  a  strong  retained  lever,  by  its  spiral  spring  /  This 
spring  can  be  relaxed  at  pleasure  in  order  to  renew  the  paper. 
The  whole  system  of  movement  is  supported  upon  a  triangular 
foot  G,  fixed  to  the  solid  wooden  mass  of  the  apparatus  by  the 
screw  H.  A  transverse  groove  traversed  by  this  screw  permits 
the  apparatus  to  advance  or  recede  so  as  to  place  the  siphon  in 
the  axis  for  unrolling  the  band  of  paper.  Outside  of  the 
shunts,  of  which  we  speak  farther  on,  we  can  increase  the  sen- 
sibility of  the  apparatus  by  means  of  the  following  precautions : 

The  more  the  bridge  x  under  which  the  attachment  of  the 
weight  passes  shall  be  lowered,  the  more  the  distance  which 
separates  it  from  the  bobbin  will  be  lengthened  and  the  more 
this  last  will  freely  oscillate  around  its  vertical  axis  (figs.  687 
and  688). 
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The  weights  which  dirigent  the  bobbin  are  able  to  vary  be- 
tween certain  limits.  It  suffices  that  they  should  be  sufficiently 
heavy  to  bring  the  bobbin  back  to  its  nonnal  position  without  a 
sensible  interval  between  the  ccEsation  of  the  current  and  the 
<5orresponding  return  movement;  five  to  six  grammes  suffices 
for  each  of  the  two  weighta 

We  diminish  besides  the  directrix  force  in  bringing  nearer 
the  silk  cords  which  support  these  weights.  We  see  upon  fig. 
€88  that  these  cords  are  connected  together  just  below  their 
point  of  attachment  to  the  bobbin ;  we  connect  them  in  the 
same  manner  under  the  bridge  x,  but  it  is  not  necessary  that  these 
suspension  threads  should  touch  each  other.  This  method  of 
augmenting  the  sensibility  of  the  apparatus  is  preferable  to  the 
lightening  of  the  weights,  and  does  not  diminish  the  stability  of 
the  bobbin. 

The  arm  of  the  multiplicator  lever  u  (fig.  687)  can  be  aug- 
mented by  lowering  its  point  of  attachment  to  the  bobbin,  or  by 
elevating  that  which  connects  it  with  the  siphon.  This  lever  is 
fixed  at  its  lower  extremity,  by  means  of  virgin  wax,  to  a 
little  stretched  wire  at  the  bottom  of  the  frame  indicated  in  the 
figure.     A  light  weight  fixed  to  its  base  maintains  it  in  position. 

ADJUSTMENT  OF  THE   PAPER. 

To  release  the  paper,  turn  the  handle/  in  a  direction  opposite 
to  the  motion  of  the  hands  of  a  watch.  Thus  the  roller  e  is 
allowed  to  fall  about  an  eighth  of  an  inch,  and  the  paper  is 
quite  free,  so  that  it  may  be  slipped  out  with  ease,  and,  though 
the  driving  drum  d  revolves,  the  paper  is  not  drawn  along.  To 
clutch  the  paper  against  the  driving  drum,  turn  the  handle  /  in 
the  reverse  direction.  To  regulate  the  distance  of  the  paper 
from  the  point  of  the  siphon,  turn  the  milled  head  A.  To 
bring  the  line  made  by  the  siphon  to  the  middle  of  the  paper, 
loosen  the  clamping-screw  H,  when  the  whole  paper  stage  GG 
can  be  easily  moved  backward  or  forward  to  the  desired  posi- 
tion. To  make  the  paper  run  evenly  between  the  rollers  d 
and  e,  turn  the  small  screw  ^,  which  will   either  elevate  or 
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depress  the  nearer  end  of  the  roller  b  until  all  works  true.  To 
alter  the  speed  of  the  paper,  shift  the  band  in  front  from  one 
pulley  to  another.    If  necessary,  alter  the  speed  of  the  mill. 

ARREST  OF  THE  APPARATUS. 

When  the  apparatus  does  not  work,  they  cut  the  circuit  of 
the  large  electro-magnets  by  turning  the  commutator  V  (fig.  684). 
They  arrest  also  the  movement  of  the  mill  by  breaking  the  con- 
tact X ;  the  siphon  is  taken  out  of  the  reservoir  of  ink  and 
emptied  by  suction  of  all  the  ink  which  it  contains  in  order  to 
prevent  it  from  drying  to  the  interior.  It  is  also  in  this  manner 
that  they  withdraw  or  clear  out  the  foreign  substances  that  the 
ink  contains.  This  operation  demands  great  precautions,  be- 
cause they  might  thus  not  only  break  this  fragile  organ,  but 
also  stretch  it  beyond  convenient  limits,  or  break  some  of  the 
fastenings  of  the  cocoon  filaments. 

If  the  apparatus  ceases  to  work  for  a  short  time,  the  cord  for 
moving  the  paper  can  be  placed  upon  the  smaller  pulley,  the 
speed  of  unrolling  is  then  diminished,  as  well  as  the  use  of 
the  paper ;  or  better  still,  the  lever  g  of  the  compressor  roller  e 
(fig.  685)  being  lowered  by  relaxing  the  spring/  the  paper  does 
not  pass  away  and  the  ink  accumulates  in  large  drops.  Another 
resource  consists  in  forming  an  endless  band  of  paper  of 
about  two  yards  by  pasting  its  two  extremities  together.  This 
band,  by  coming  continually  in  front  of  the  siphon,  will  receive 
the  marks  of  the  point,  and  will  thus  economize  the  roll  of 
paper.  The  electric  mill  must  never  be  arrested  without  at 
the  same  time  lifting  up  and  emptying  the  siphon.  When  the 
apparatus  is  installed  on  the  ground  floor  it  is  placed  upon  a 
light  brick  pillar,  or  better  still,  upon  a  pedestal  of  stone 
resting  upon  the  ground.  This  pedestal  is  independent  of  the 
writing  table  which  ought  to  extend  about  a  foot  from  the  base 
of  the  apparatus,  making  nearly  the  table  shown  in  fig.  686.  This 
arrangement  prevents  the  apparatus  from  suffering  all  concus- 
sion proceeding  from  shocks  of  the  table.  When  the  offices 
must  be  situated  on  the  upper  floors,  the  apparatus  is  placed 
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upon  a  marble  table  resting  upon  strong  iron  brackets  securely 
embedded  in  the  masonry  of  the  walls.  It  is  necessary  as  far 
as  possible  to  place  the  apparatus  on  the  right  of  a  window,  in 
order  that  it  may  be  well  lighted  at  the  left.  When  they  place 
the  apparatus  upon  a  light  pillar  or  upon  a  marble  table,  it 
must  be  absolutely  level  in  order  that  the  signal  bobbins  may 
hang  freely,  and  that  the  electric  mill  can  turn  freely  upon  its 
axis  without  friction. 

THE   ELECTRICAL  CONNEOTIONS  OF  THE  SYSTEM. 

The  following  are  the  electric  connections  of  the  apparatua 
We  have  already  described  those  of  the  mill  The  intense 
magnetic  field  in  which  the  bobbin  moves  is  produced  by  the 
current  of  a  local  battery  of  eight  large  elements  of  a  tray 
battery  which  traverses  two  strong  electro-magnets  (figs.  686 
and  691) : 

The  zinc  pole  of  this  battery  arrives  in  Z,  the  copper  pole  in 
C,  and  the  binding  screw  H  is  attached  to  the  middle  of  the 
battery.  The  switch  J  permits  of  the  interruption  of  the  current 
of  the  local  battery  or  of  the  utilization  of  the  whole  or  of  half 
of  it  The  binding  screws  £  and  D  permit  the  passage  of  one- 
half  of  the  local  current  in  one  electro-magnet,  tlie  other  half  in 
the  other,  or  the  entire  current  by  the  two  electro-magnets  or 
solely  by  the  one  or  the  other.  Suppose  the  lever  J  in  com- 
munication with  the  binding  screw  E  and  the  other  communi- 
cations disposed  following  the  figure ;  the  current  passes  then 
from  C  by  B  D,  there  it  divides,  and  finds  upon  the  two  routes 
equal  resistances — one-half  of  the  current  traverses  A  and 
returns  by  E  to  the  other  pole  of  the  battery  in  Z,  the  other 
half  passes  from  D  to  G,  traverses  A'  and  returns  by  F  to  the 
battery  in  Z.  If  the  commutator  M  is  removed  from  the  con- 
tact E  and  N  be  substituted,  the  entire  current  will  pass  from  D 
around  from  A,  then  to  E,  from  there  to  Q  around  from  A',  then 
it  will  return  by  F  to  Z.  If  M  is  put  in  communication  with  E 
and  N  be  at  the  same  time  removed  from  D,  the  entire  current 
only  passes  by  the  electro-magnet  A.    If  N  is  in  communication 
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with  D  and  M  removed  from  E,  the  entire  current  only  passes 
by  the  electro-magnet  A'.  Experience  shows  that  the  disposi- 
tion indicated  upon  the  figure  furnishes  the  greatest  electro- 
magnetic force.  If,  moreover,  each  of  the  bobbins  has  a  resists 
ance  of  about  seven  ohms,  the  resistance  of  the  circuit  in  series 
will  be  fourteen  ohms;  it  will  only  be  that  of  seven  when 
only  one  bobbin  shall  act,  and  of  three  and  a  half  in  multiple 
arc. 


The  distances  between  the  electro-magnet  and  the  signal  bob- 
bins are  regulated  by  screws.  The  amplitude  of  the  oscillations 
of  the  bobbins  depend  a  great  deal  upon  the  force  of  the 
electro-magnets.  It  depends  also  a  great  deal  upon  the  speed 
of  the  transmissions,  and  a  slow  manipulation  gives  always 
more  ample  and  better  defined  signals. 

In  order  to  register  the  transmitting  signals  it  is  necessary  to 
make  a  part  of  the  passing  current  traverse  the  bobbin  of  the 
recorder  of  the  station  which  transmits.     This  part  of  the  cur- 
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rent  must  moreover  rejoin  the  principal  current  before  it  enters 
the  cable,  or  else  it  must  be  made  to  pass  away  to  the  earth. 
These  systems  give  then  two  different  arrangements  of  com- 
munications. They  have  proposed  several  arrangements  of 
these  two  system?.  Fig.  692  shows  an  arrangement  in  which 
no  portion  of  the  current  is  carried  to  the  earth  at  the  trans- 
mitting station. 


T 


are  the  three  terminal  binding  screws  placed  at 
the  left  of  the  recorder.     On  the  uppermost  binding  screw  T^ 


i» 


T     T 

■■a)    ■*  3 


Fig.  692. 


there  is  a  quadrant  slide  which  permits  of  the  insertion  between 
Tj  and  T,  of  variable  resistances  of  eight  ohms  and  under.  T^ 
and  Tj  are  connected  to  the  two  extremities  of  the  signal  bobbin 
S.  Attached  to  T ,  is  another  quadrant  slide,  by  means  of  which 
variable  resistances  of  500  ohms  and  upward  can  be  inserted  be- 
tween Tj  and  T^  in  such  a  manner  as  to  form  a  shunt  to  the 
bobbin  S.  When  the  permutator  fixed  to  T,  is  not  in  contact 
with  any  of  these  shunts,  the  only  communication  between  T, 
and  Tj  is  that  furnished  by  the  bobbin  itself,  which  consequently 
is  not  shunted.     T,  is  connected  to  the  cable  or  to  the  con- 
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densers,  if  any  are  used.  At  the  sending  station  the  current 
from  the  key  enters  the  recorder  simultaneously  by  T^  and 
Tj.  The  greatest  part  of  the  current  reaches  T,  by  way 
of  T,  in  consequence  of  the  feeble  resistance  of  this  part  of  the 
circuit  A  very  feeble  portion  reaches  Tg  from  T, ,  traversing 
at  the  same  time  the  bobbin  and  the  shunt,  if  there  is  one.  The 
combined  resistance  of  the  bobbin  and  of  the  shunt  inserted 
between  T^  and  T^  is  much  greater  than  the  resistAnce  existing 
between  T^  and  T^,,  consequently  only  a  very  small  portion  of 
the  current  goes  to  T^  by  way  of  T^.  Hence  only  a  very  feeble 
part  of  the  current  passes  through  the  coil.  1'he  commu- 
tator is  formed  of  a  metallic  lever,  moving  upon  a  horizontal 
axis.  Its  central  part  communicates  with  T^.  In  order  to 
transmit  they  pull  down  the  commutator,  so  as  to  connect  K  to 
S,  which  communicates  with  T,;  consequently  the  key  com- 
municates with  Tj  and  with  T,,  as  we  have  said  before.  In 
order  to  receive,  they  raise  the  lever,  and  thus  put  T^  to  the 
earth,  at  the  same  time  that  ihey  isolate  S  and  the  resistances 
which  there  terminate  in  Tj,.  The  current  from  the  correspond- 
ing station  which  enters  in  the  recorder  at  Tj  finds  no  passage 
by  T3,  and  is  compelled  to  pass  from  T^  to  T^  by  the  bobbin 
and  the  shunt.  The  contact-piece  D  of  the  key  permits  of  the 
discharge  of  the  cable  to  the  earth  when  they  raise  the  lever  in 
order  to  pass  from  the  transmission  to  the  reception.  The  lever 
ought  to  touch  this  contact  D  before  having  entirely  abandoned 
the  contact  S,  so  that  the  cable  may  be  for  a  moment  put  to 
earth  to  traverse  only  the  very  feeble  resistance  between  T^ 
and  T3.  We  should  remark  that  the  batteries  are  reversed 
at  the  two  stations,  or,  which  is  the  same  thing,  that  the  position 
.  of  the  line  is  different  upon  the  two  keys.  This  disposition  is 
necessary  in  order  that  the  transmitted  and  received  signals  shall 
be  registered  in  the  same  direction  upon  the  apparatus  when  the 
mounting  which  we  have  described  is  employed. 

Fig.  698  shows  an  arrangement  in  which  the  portion  of  cur- 
rent which  registers  the  signals  transmitted  by  the  sending  sta- 
tion goes  to  the  eartL  When  sending  they  establish  the  contacts. 


Digitized  by  CjOOQ IC 


1164 


THE  SIPHON-BECORDBB. 


2  and  3  and  isolate  1.  The  current  coming  from  the  key  enters 
simultaneously  in  the  recorder  by  Tj  and  T,,  and  are  conse- 
quently at  the  same  potential.  Between  T,  and  the  earth  they 
introduce  a  very  great  resistance,  about  6000  ohms,  varying  ac- 
cording to  requirements.  The  small  resistances  between  T,  and 
T,  being  an  excessively  small  fraction  of  the  great  resistance 
placed  between  T,  and  the  eanh,  the  potential  of  T,  will  be 
very  little  inferior  to  that  of  T3.     But  T,  is  very  little  below 


RECORDER 


EARTH 


Fig.  693. 


that  of  Tj,  and  there  will  therefore  be  a  very  feeble  current 
from  Tj  to  T2  to  traverse  the  signal  bobbins. 

In  order  to  receive,  they  establish  the  contact  No.  1,  and  they 
interrupt  those  of  2  and  3.  They  put,  therefore,  T,  in  direct 
communication  with  the  earth,  and  the  received  current  enters 
by  Tj,  traverses  the  bobbin  and  goes  to  the  earth  by  T^.  In 
this  arrangement  the  currents  transmitted  and  received  of  the 
same  name  traverse  the  bobbin  in  the  same  direction;  it  is 
not  necessary  then  to  reverse  the  direction  of  the  currents  at 
the  corresponding  stations,  as  in  the  other  disposition.     The 
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commutator  must  be  constructed  in  such  a  manner  that  in  turn- 
ing on  the  transmission  we  establish  at  once  the  contact  No.  2, 
rupturing  en  suite  No.  1,  in  order  to  establish  finally  No.  8. 
When  we  pass  to  the  reception^  No.  8  must  be  ruptured  first,  then 
No.  1  established,  and  finally  No.  2  suppressed.  This  order  pre- 
vents the  signal  bobbin  from  receiving  any  violent  shock  by  the 
discharge  from  the  cable. 

The  transmitted  signals  which  are  registered  by  means  of  this 
second  disposition  are  much  better  defined  and  more  legible  than 
those  which  are  obtained  by  the  other  meana  It  is  above  all 
the  case  when  condensers  are  employed,  or  when  the  signals  are 
transmitted  by  means  of  the  automatic  transmitter  of  Sir  William 
Thomson  and  Professor  Fleeming  Jenkin,  which  we  shall  de- 
scribe later  on. 

BATTERIES. 

The  battei'ies  employed  to  carry  the  electric  mill  and  to  charge 
the  electro-magnets  are  of  large  surface  and  have  only  a  very 
feeble  interior  resistance.  They  are  a  modification  of  the  Daniell 
battery,  and  Sir  William  Thomson  has  designated  them  under 
the  name  of  Trays,  They  consist  of  large  flat  wooden  trays  0°, 
41  squared  at  the  base  and  widening  at  the  summit ;  they  are 
lined  interiorly  with  lead  in  order  to  render  them  water-tight 
The  positive  pole  is  formed  by  a  thin  sheet  of  copper  placed  at 
the  bottom  of  the  trough.  Upon  the  four  angles  a  block  of 
varnished  stoneware  supports  a  grating  of  zinc,  forming  the 
negative  metal  which  is  enveloped  in  a  sheet  of  parchment  paper 
{figs.  694  and  695).  This  envelope  is  designed  to  preveAt  the 
<X)pper  from  depositing  upon  the  zinc;  it  acts  also  as  a  dia- 
phragm, and  as  the  paper  is  besides  solidly  fixed  to  the  grating 
by  a  large  string  and  by  sealing  wax,  it  retains  homogeneously 
the  whole  of  the  zinc  grate  which  time  deteriorates.  The  trays 
Are  connected  to  one  another  by  being  piled  one  on  the  top  of 
Another  upon  a  wooden  frame  provided  with  four  porcelain 
insulators,  in  such  a  manner  that  the  copper  of  one  is  connected 
to  the  zinc  of  the  preceding  by  contact  of  the  lead  sheathing 
of  the  upper  one  with  the  four  corners  of  the  rinc  plate  below 
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on  which  it  rests.  Each  of  the  lead  trays  must  be  carefully  pro- 
tected in  the  interior,  upon  the  edges,  sides  and  bottom,  by  a 
varnish  of  gum -lac,  except  upon  the  part  which  connects  the 
copper  to  the  zinc  Care  must  be  taken  not  to  varnish  over 
the  strip  of  copper  which  is  soldered  to  the  bottom  of  each 
tray.     They  also  varnish  the  lower  part  of  the  copper  plate,. 


r^^^ 

~  -— '-^-'        -  ^i—  ^^^-^^—^T^  _  __  / 

(1     ,; 

iil^ 

■'',''■'' 

._r^— f— l^J- 

Pig.  694. 

except  at  the  corners  where  it  must  maKe  contact  with  the  care- 
fully scraped  lead  sheathing.  When  the  varnish  is  dry,  they 
place  the  plate  of  copper  upon  the  bottom  of  the  tray  with  the^ 
varnished  side  down,  and  assure  its  contact  at  the  centre  by 
causing  the  strip  of  copper  which  is  soldered  thei*e  to  act  as  a 
spring.  Sometimes  they  make  an  opening  at  the  centre  of  the 
copper  plate  and  pass  the  strip  of  copper  through  this  opening,  in 
order  to  lay  it  upon  the  denuded  surface  of  the  copper ;  but  it  be- 
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<x)mes  then  difficult  to  clean  the  battery,  when  the  deposits  of 
<jopper  have  consolidated  the  parts  together,  and  it  is  preferable 
to  establish  the  contact  below. 

Each  lead  tray  should  have  a  stout  copper  wire  soldered  to  it, 
projecting  about  three  inches  from  one  corner.  Each  zinc  must 
be  protected  by  a  square  of  parchment  paper  bent  round  below 
it,  and  folded  neatly  at  the  corners.  The  paper  must  be  pressed 
against  the  zinc  between  finger  and  thumb  on  each  side  of  the 
comer,  and  the  bight  or  bend  of  the  paper  drawn  diagonally 
away  from  the  corner ;  then  the  bight  must  be  folded  round  the 
vertical  comer  of  the  zinc,  and  pressed  against  the  flat  zinc  sur- 
face on  one  side  or  the  other  of  the  comer.  Then  secure  the 
bight  with  sealing  wax,  where  one  side  of  it  is  pressed  against 
the  paper  on  the  vertical  zinc  surface.  Care  must  be  taken  that 
the  edge  of  the  paper  be  an  inch  above  the  upper  level  of  the 
bars  of  the  zinc  grating.  It  must  be  bound  firmly  to  the  zinc 
by  twine  passing  under  the  parchment  paper  and  tied  over  the 
zinc  above ;  also  by  a  long  piece  of  twine  several  times  round 
the  square. 

To  support  a  pile  of  trays  take  four  blocks  of  wood  or  stone, 
each  four  or  five  inches  square  in  horizontal  dimensions  and  of 
any  convenient  height,  and  place  them  on  the  floor  in  positions 
to  bear  the  four  corners  of  a  tray.  The  pile  must  be  so  placed 
as  to  give  ready  access  to  each  of  its  sides.  Put  a  piece  of  thick 
sheet  gutta-percha,  six  inches  square,  on  the  top  of  each  of  the 
wooden  squares,  and  then  lay  down  the  first  tray  upon  them, 
seeing  that  it  is  properly  levelled.  This  is  most  easily  done  by 
pouring  a  small  quantity  of  water  into  tlie  cell,  and  seeing 
whether  it  lies  evenly  over  the  bottom.  Put  four  stoneware 
blocks,  each  about  1^  inch  cube,  in  the  corners  of  the  tray  on 
the  top  of  the  copper  sheet,  and  put  one  of  the  zinc  gratings 
resting  with  its  four  corners  on  these  props.  Put  a  solution  of 
sulphate  of  zinc  of  the  specific  gravity  of  about  1.1  into  the  tray 
(this  solution  may  be  prepared  by  mixing  one  part  by  weight  of 
the  salt  to  five  parts  of  water,  or  two  pounds  of  the  salt  to  one 
gallon  of  water),  pouring  in  first  between  the  edge  of  the  tray 
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and  the  parchment  paper,  and  afterwards  filling  up  to  the  level 
of  the  top  of  the  zinc  grating  by  pouring  some  of  the  solution 
directly  on  the  zinc  over  the  paper.  See  that  the  top  comers  of 
the  zinc,  and  the  bottom  comers  of  the  tray  rest  upon  it,  and  are 
all  properly  tinned,  scraped  clean  and  dry.  Place  a  lead  tray 
resting  with  its  four  corners  on  the  upper  projecting  comers  of  the 
zina  Place  four  stoneware  props  in  the  comers  of  this  second 
tray,  put  a  second  zinc  upon  them,  and  fill  with  the  solution  as 
before.  Proceed  thus  until  a  pile  of  from  six  to  ten  trays,  one 
over  the  other,  is  made  and  filled  with  liquid.  Solder  a  stout 
copper  wire  to  one  of  the  corners  of  the  top  zinc  to  serve  as  an 
electrode.  In  the  same  way  make  as  many  piles  as  are  required 
Leave  a  space  at  least  one  foot  broad  between  each  pile  and  its 
neighbor,  connect  the  piles  in  series,  the  top  zinc  of  one  pile  to 
the  lowest  lead  tray  of  the  next  one.  They  form  thus  a  battery 
which  can  be  increased  to  ten  elements,  but  three  or  four  suffices 
to  work  the  mill  and  eight  to  charge  the  bobbins  upon  the  lines 
of  medium  length,  say  800  or  900  nautical  mile&  On  the  At-^ 
Ian  tic  cables  they  employ  twenty  or  more. 

The  crystals  of  sulphate  of  copper  must  be  crushed  in  grains 
of  the  size  of  a  pea,  and  weighed  out  in  small  quantities.  To 
charge  the  battery  drop  four  ounces  in  each  cell;  one  ounce 
separately  upon  each  of  the  four  sides,  equally  distributing  it 
between  the  two  blocks  of  stoneware  props  successively.  It  is 
necessary  to  avoid  pouring  it  upon  the  parchment  or  the  zina 
When  the  sulphate  of  copper  is  poured  in  it  is  necessary  to 
put  the  battery  in  circuit,  in  order  to  avoid  the  interior  local 
action  as  much  as  possibla  It  is  not  necessary  to  employ  the 
same  battery  to  charge  the  electro-magnets  and  to  work  the  mill, 
and  separate  sets  of  cells  should  be  used  for  each ;  but  if  circum- 
stances demand  this  double  employment,  it  is  convenient  then 
to  form  the  two  circuits  by  dividing  the  electrodes  into  the  same 
number  of  elements.  In  effect,  in  this  case,  the  bobbins  of  the 
magnets  must  be  considered  as  a  shunt  relatively  to  those  of  the 
electro-magnetic  machines  or  reciprocally,  and  then  the  battery 
must  be  the  same  for  the  two  circuita     The  practice  of  using 
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part  of  the  battery  employed  to  work  the  magnets  to  work  the 
mill  is  also  very  objectionabla  The  wire  from  the  zinc  pole 
of  the  battery  intended  for  the  magnets  comes  to  the  terminal 
U3 ;  that  coming  from  the  copper  pole  attaches  itself  to  U,  ; 
an  intermediary  wire  from  an  intermediate  tray  in  the  series 
comes  to  U,,  and  the  commutator  V  thus  permits  of  the 
application  of  the  whole  or  a  part  of  the  battery  as  desired  (see 
fig.  684). 

MAINTENANCE  OP  THE  BATTERIEa 

The  keeping  in  repair  of  the  tray  batteries  demands  con- 
stant attention,  if  it  is  desired  to  maintain  them  in  good  work- 
ing order.  By  the  reaction  the  lower  liquid  is  despoiled, 
whilst  the  upper  layer  is  enriched.  In  order  to  reestablish 
the  equilibrium  of  the  densities,  it  is  necessary  to  add  some 
grains  of  sulphate  of  copper,  always  in  quantities  of  four  ounces 
divided  in  four  parts,  and  to  remove  a  part  of  the  lower  solu- 
tion of  sulphate  of  zinc  which  has  become  too  dense,  replacing 
it  by  pure  water.  A  funnel  of  special  form  permits  of  the  dis- 
tribution of  this  water  uniformly  upon  the  surface  of  the  grating. 
A  siphon,  of  which  the  shorter  branch  plunges  about  midway 
of  the  liquids,  removes  the  surcharged  solution  of  sulphate  of 
zinc.  In  the  batteries  in  constant  use  it  is  necessary  to  remove 
each  day  some  sulphate  of  zinc,  and  a  little  graduated  hydrome- 
ter permits  of  the  maintenance  of  the  density  of  the  solution 
below  1.3.  The  battery  must  be  supplied  each  day  with 
sulphate  of  copper.  The  blue  color  of  the  lower  solution  in 
the  tray  disappears  completely  as  soon  as  the  crystals  fail, 
and  this  sign  is  always  followed  by  an  enfeeblement  of  the  effect 
due  to  the  battery.  It  is  absolutely  indispensable  not  to  leave 
the  battery  in  repose  while  this  blue  color  exists.  If  it  must  rest 
without  use  for  any  length  of  time,  it  is  necessary  to  put  it  on 
short  circuit  until  all  the  sulphate  of  copper  has  been  consumed. 
The  accumulation  of  sulphate  of  zinc  in  the  upper  solution 
produces  deposits  of  salt  upon  the  borders  of  the  tray,  and 
if  they  are  not  removed  and  the  battery  shall  be  badly  kept, 
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these  deposits  may  form  a  contact  between  the  zinc  element 
and  the  borders  of  the  tray  forming  the  copper  element,  which 
may  put  the  battery  on  short  circuit 


TESTS  OF  THE  BATTERT. 


It  is  expedient  to  make  frequent  tests  of  the  battery.  In  order 
to  measure  the  intensity  and  the  resistance  of  one  of  the  elements 
or  of  a  series  of  them,  it  is  necessary  to  employ  a  galvanometer 
with  very  long  bobbins  and  to  add  a  sufficient  resistance,  so 


Fig.  696. 

that  the  total  resistance  may  considerablj'  exceed  that  of  the 
greatest  interior  resistance  to  measure.  A  tangential  galvan- 
ometer of  a  new  form,  and  constructed  especially  for  this  object 
by  Sir  William  Thomson  (fig.  696),  has  its  arc  divided  follow- 
ing the  tangents,  in  such  a  manner  that  the  degrees  of  each  are 
simply  proportional  to  the  current  The  resistance  of  these  bob- 
bins in  series  is  about  4000  ohms,  and  by  varying  the  distances 
between  the  bobbins  and  the  needle  it  can  beapplied,  without 
varying  at  all  its  adjustment,  to  batteries  of  from  one  to  fifty 
elements.  A  mirror  galvanometer  with  strong  controlling  mag- 
nets, giving  a  rapid  movement  of  oscillation  to  the  needle  and  a 
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quick  action,  is  likewise  a  very  convenient  measuring  apparatua 
The  delicacy  of  the  mirror  galvanometer  will  require,  without 
doubt,  in  this  case,  the  addition  of  from  100  to  400,000  ohms 
of  resistance  to  its  own  circuit  It  is  necessary,  also,  to  ob- 
tain a  suitable  degree  of  sensibility  by  the  employment  of  mag- 
net controllers,  or  by  the  addition  of  suitable  resistances,  but  in 
any  case  by  means  of  derivations. 

The  galvanometer  which  serves  to  measure  the  battery  must  be 
kept  in  place,  and  with  some  wire  conductors  put  in  connection 
with  the  electrodes  of  the  elements  or  of  the  battery  which  they 
desire  to  test  The  suspension  fibre,  as  well  in  the  tangential 
galvanometer  as  in  the  mirror,  must  be  sufficiently  fine,  in  order 
that  its  torsion  may  not  sensibly  alter  the  zero.  In  order  to 
make  an  observation,  take  a  bobbin  of  convenient  resistance 
and  connect  the  extremities  directly  to  the  two  poles  of  the 
battery  to  be  tested.  The  resistance  of  this  bobbin  can  be 
varied  to  half  or  double  or  treble  that  of  the  battery  tested, 
its  length  should  never  be  less  than  two  metres  for  a  single  ele- 
ment, or  double  in  metres  the  number  of  elements  in  series 
forming  the  battery.  If  its  resistance  must  be  less  than  an  ohm, 
this  bobbin  can  be  formed  of  two  or  several  fine  copper  or  platina 
wires,  twisted  together.  In  all  cases  the  turns  of  the  bobbin 
must  be  well  insulated  from  one  another.  If  too  short  a  wire 
is  used,  the  thermal  action  of  the  battery  will  be  too  strong — 
consequently,  the  length  of  two  metres  is  a  minimum  which  it 
is  best  to  exceed.  When  the  length  is  only  two  metres  per  ele- 
ment, the  current  must  not  be  maintained  in  the  bobbin  for 
more  than  two  or  three  seconds  at  a  time,  or  otherwise  it  will  be 
too  quickly  heated. 

We  know,  in  fact,  that  if  a  current  is  maintained  to  traverse 
a  copper  wire  with  an  electro-motive  force  equal  to  that  of 
a  good  Daniell  element,  the  temperature  of  the  wire  rises,  by 

n  metres,  from  —  degrees  centigi^ade  per  second,  supposing  that 

it  loses  none  of  the  heat  thus  communicated. 

In  order  to  make  an  observation,  they  read  first  the  deviation 
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D,  produced  by  the  battery  to  traverse  the  simple  circuit 
of  the  galvanometer  and  of  the  resistance  added,  if  there  is  any. 
Then  they  apply  the  bobbin  directly  to  the  poles  of  the  battery 
to  make  sure  of  the  contacts,  and  observe  the  new  deviation  D'. 
Let  S  be  the  resistance  of  the  bobbin  of  derivation  and  B  be 
the  resistance  of  the  battery ;  we  shall  have : 


or  more  rigorously  still. 


B 

=  8 

D- 
D' 

L?l 

11, 

B  = 

=  S 

D- 

-D' 

D' 

—  D 

where  G  denotes  the  resistance  of  the  circuit  of  the  galvan- 
ometer, that  is  to  say  the  resistance  of  the  bobbins  of  the 
galvanometer,  plus  the  resistance  added  exteriorly,  if  there  is 
any.    When  G  is  very  large,  in  comparison  with  S,  the  quantity 

g-— g  is  nearly  equal  to  the  unit,  so  that  the  numerator  becomes 

s 
D  —  D',  or  nearly,  which  suffices  in  practice;   moreover  ^ 

being  a  very  small  fraction,  the  denominator  becomes  D',  or 
nearly,  whence  results  the  formula  approximately  indicated 
above. 

If  D  —  D'  is  a  number  of  divisions  too  small  to  give  a  good 
result,  it  is  necessary  to  employ  a  derivation  having,  less  resist* 
ance.  *  If,  however,  D'  is  too  small,  a  derivation  having  more 
resistance  must  be  employed. 

When  a  battery  composed  of  n  elements  in  series  is  thus 

B 

tested,  —  is  the  medium  interior  resistance  per  element     When 

they  test  only  a  single  element,  B  represents  the  resistance  of 
that  element 

The  intensity  of  the  battery  is  deduced  from  the  simple  devia* 
tion  D,  by  observing  which  should  give  a  single  element  of  good 
quality,  if  they  should  test  it  in  the  same  manner. 

For  example,  if  V  indicates  the  deviation  that  should  produce 
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an  electro-motive  force  of  a  volt,  a  good  Daniell  element  should 
give  a  deviation  equal  to  1.07  x  V.  In  applying,  once  for  all, 
this  Daniell  element,  and  in  dividing  the  observed  deviation  by 
LOT,  we  shall  have  an  approximation  sufficiently  valuable  for  V 
for  the  particular  ad j  ustment  of  the  galvanometer  em  ployed.  It  is 
necessary,  be  it  understood,  to  find  again  the  value  of  V,  if  the  ad- 
justment is  changed.  Supposing  then  that  V  shall  be  known  for 
the  adjustment  employed  in  each  occasion,  we  shall  have  * 

D 

or  E  indicates  the  intensity  or  the  electro-motive  force  in  volts 
of  the  element  or  battery  tested  by  the  process  described  above. 

If  —  is  found  much  less  than  1.07,  the  battery  is  defective  in 

intensity.  Let  E  be  the  electro-motive  force  of  the  battery  in 
volts,  B  its  interior  resistance  and  R  the  resistance  of  the 
electro-magnets,  to  traverse  which  the  circuit  is  complete  when 
the  apparatus  works ;  all  these  values  being,  moreover,  deter- 
mined in  ohms,  the  quantity  of  electricity,  circulating  per  second^ 

will  be : 

B 

R-hB' 

determined  in  terms  of  a  unit  equal  to  the  quantity  necessary  to 
charge  a  condenser  of  one  farad  to  the  potential  of  a  volt 
The  quantity  of  zinc  dissolved  in  each  element  rises,  conse- 

R  R 

quently,  to  yj^ir  X  ^r^  grammes  per  second,  or  1.2  x  ^-^^^ 
grammes  per  hour,  and  the  quantity  of  sulphate  of  copper 

R  R 

employed  is  475  x  j-;j7g  grammes  per  hour,  or  114  x  g-^ 

grammes  per  day. 

For  example,  suppose  twenty  tray  elements  of  the  re- 
corder in  good  condition:  their  electro-motive  force  will  be 
about  twenty-one  volts,  and  the  total  interior  resistance  about 
three  ohms.  The  bobbins  of  the  electro-magnets,  if  they  are  in 
series,  give  a  resistance  of  about  fourteen  ohms. 

Putting  then  E  =  21,  B  =  8  and  R  =  14,  we  have : 

4.75  X  21 


17 
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that  is  to  say  5.87  gn>.mtnes  of  ooosamption  of  sulphate  of 
copper  in  each  element  per  hour,  or  141  grammes  in  twenty- 
four  hours,  will  be  more  than  one  kilogramme  in  eight  days. 

The  disposition  of  the  bobbins  of  the  electro-magnet  in  series 
or  in  multiple  arc,  influences  considerably  the  consumption  of 
the  sulphate  of  copper.  If  the  arms  of  the  lever,  which  make 
contact  with  the  studs  with  which  the  electro-magnets  are  fur- 
nished, are  placed  as  in  the  design  (fig.  684),  the  bobbins  are  in 
series ;  but  if  the  three  arms  are  in  contact  with  their  respective 
Btuds,  the  bobbins  are  in  multiple  arc,  and  only  give  a  resistance 
of  about  four  ohms.  By  simply  transferring  the  arms  to  the  left 
side  of  the  apparatus  from  the  stud  behind  to  that  in  fronts  the 
right  bobbin  is  only  put  in  circuit,  and  in  putting  the  two  arms 
of  the  left  lever  upon  their  respective  studs,  raising  at  the  same 
time  the  contact  of  the  right  arm,  the  left  bobbin  is  only  put  in 
circuit.  Thus,  each  bobbin  can  be  used  separately  with  a  resist- 
ance of  seven  ohms.  Following  the  conditions  of  the  battery, 
one  of  the  combinations  described  above  gives  the  best  signals; 
but  it  must  not  be  lost  to  view  that  the  more  the  resistance  in 
circuit  is  lessened,  the  faster  the  battery  is  consumed.  Thus, 
when  the  bobbins  are  employed  in  multiple  arc,  it  consumes 
about  four  times  as  much  copper  as  when  employed  in  series. 

The  efficiency  of  the  entire  battery  or  of  each  of  its  separate 
elements,  furnishing  a  current  to  traverse  the  bobbins  of  the 
electro-magnet,  is  measured  in  the  following  manner,  without 
interrupting  or  troubling  in  any  manner  the  employment  of  the 
apparatus  in  transmission.  They  should  attach  first  the  elec- 
trodes of  the  battery  to  the  galvanometer  and  to  the  two  ex- 
tremities of  the  electro-magnet  and  observe  the  deviation  D; 
then  they  should  join  them  successively  to  the  pole  of  each  ele- 
ment, in  order  to  observe  the  deviations  D,,  D„  eta,  in  each 
case.  They  should  find  that  their  sum  is  equal  to  D.  "Whenever 
the  apparatus  shall  not  be  employed  in  transmission,  they  can 
determine  the  intensity  and  the  resistance  of  each  element  with- 
out employing  a  special  derivation  by  the  following  process, 
which  they  will  find  easy  to  use  in  practice.     Now,  as  each  of 
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the  electrodes  of  the  entire  battery  has  its  place  upon  the  ex- 
tremities of  the  bobbin  of  the  electro-magnet,  we  will  designate 
D  as  preceding  j  then  D^ ;  then,  without  lifting  the  electrodes  of 
the  galvanometer  from  the  poles  of  the  first  element,  we  will  cut 
the  circuit  of  the  electro-magnet  by  means  of  the  commutator 
V  ;  let  D'l  be  the  deviation  then  observed.  We  will  proceed 
in  the  same  manner  for  each  of  the  other  elements ;  let  D,,  D',, 
D3,  D'3  be  the  derivations  observed.  If  B',,  B,  indicate  the 
respective  resistances  of  each  element,  and  E^  E,,  eta,  their  in* 
tensities,  we  shall  have  : 

Ej  =  1.07  X  D\  E,  =  1  07  X  D', 

,  .  etc., 

•     0  C 

Bj  =  R ,  B,  =  R ,  etc, 

D  D 

where  E  indicates  the  resistance  of  the  bobbin  of  the  electro- 
magnet 

In  the  actual  instruments,  E  has  about  14  ohms  when  the  two 
bobbins  are  in  series,  and  about  8.5  ohms  when  they  are  joined 
in  double  arc.  Let  C  be  the  deviation  given  by  a  good  Daniell 
element,  measured  directly  through  the  galvanometer.  The  effi- 
ciency of  the  entire  battery  upon  the  electro-magnet  will  be,  in 

volts: 

1.07  X  D^ 
C 
and  that  of  each  separate  element,  in  terms  of  the  same  unit,  will 
be  * 

1.07  X  D^  1.07  X  D, 

— ,  — ,  etc 

0  0 

In  observing  the  deviation  for  each  element,  it  is  necessary  to 
take  care  to  note  its  direction.  It  should  be  able  to  produce  a 
notable  deviation  of  any  element  of  the  battery  in  series,  as  well 
as  its  direction,  that  might  be  opposed  to  that  which  corresponds 
to  its  efficiency. 

This  case  was  produced,  for  example,  in  a  battery  of  n  ele- 
ments in  a  good  state  of  intensity,  where  the  resistance  of 

one  of  these  elements  exceeded  —  of  the  sum  of  all  the  re- 
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sistances,  interior  and  exterior  in  cirouit  When  this  ease  pre- 
sents itself  in  an  element,  it  is  necessary  that  it  shall  be  imme- 
diately excluded  from  the  circuit,  by  means  of  a  wire  joining 
the  electrodes  of  the  elements  above  and  below,  and  to  add 
some  crystals  of  sulphate  of  copper  in  order  to  restore  its  con- 
dition. 

The  elements  in  use  ought  to  be  tested  often  to  assure  their 
efficiency.  An  element  which  has  not  worked  fifteen  consecu- 
tive days,  nor  shown,  in  general,  any  sign  of  weakness,  may  still 
be  deficient  in  sulphate  of  copper. 

Let  us  suppose  that  the  weight  of  water  in  each  tray  may 
be  14,000  grammes ;  a  dissolution  of  840  grammes  of  zinc  will 
raise  the  density  from  1.1  to  1.3.  This  would  result  in  the  con- 
sumption of  8400  grammes  of  sulphate  of  copper.  It  is  desirable 
to  take  an  exact  account  of  the  quantities  of  sulphate  of  copper 
placed  in  each  tray,  from  time  to  time;  and  it  is  necessary^ 
also,  before  adding  new  sulphate  of  copper,  to  test  the  density 
of  the  liquid  by  means  of  a  hydrometer.  As  soon  as  the  density 
of  the  liquid,  which  is  found  at  the  level  of  the  zinc  grate,  ap- 
proaches 1.85,  it  is  necessary  to  remove  a  part  of  this  liquid, 
and  to  replace  it  with  fi'esh  water. 

The  siphon-recorder  of  Sir  William  Thomson,  such/w  we  have 
described  it,  is  remarkable  for  the  reason  that  all  of  its  varied  func- 
tions are  performed  without  mechanism  and  by  the  force  solely 
of  the  electric  currents  which  it  receives.  And  although  the 
mouse-mill  may  be  only  an  improvement  of  the  electric  machine 
of  Varley,  who  had  been  himself  preceded  in  this  invention  by 
Belli  (the  apparatus  of  this  inventor  was  shown  at  the  museum 
of  the  electrical  exposition  in  Paris  in  1881),  and  the  hang- 
ing bobbin,  in  an  intense  magnetic  field,  may  have  been  patented 
by  Alexander  Bain,  a  long  time  ago,  the  perfect  combination  of 
the  various  organs  of  the  recorder  constitute  of  themselves  a  com- 
plete invention.  The  apparatus  has  also  been  greatly  improved 
by  Mr.  Jaraieson,  formerly  electrician  of  the  Eastern  Tele- 
graph Company,  and  now  Principal  of  the  College  of  Arts  and 
Science  of  Glasgow,  who  has  applied  himself  especially  to  the 
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improvement  of  the  mouse-milL  He  has  placed  it  upon  a  circnr 
lar  plate,  upon  which  he  has  been  able  to  so  adapt  a  bell  cover, 
that  it  neither  admits  dust  nor  humidity  from  the  outside,  which 
considerably  facilitates  the  production  of  the  necessary  electric- 
ity for  the  electrization  of  the  ink.  This  circular  form  of  the 
cover  of  the  mouse-mill  facilitates  also  the  access  to  all  its  parts 
(figs.  697  and  698),  and,  in  order  to  dry  the  mill  more  perfectly, 
Mr.  Jamieson  has  contrived  to  make  a  current  of  hot  air  pass 
around  it,  provided  by  a  Bunsen  gas-burner,  confined  in  a  cop- 
per cover  of  the  form  indicated  by  fig.  699. 

The  interrupter  of  which  we  have  spoken  has  been  completely 
modified,  and  the  new  form  which  Mr.  Jamieson  has  given  to  it 
renders  it  very  durable.  Figs.  700  and  701  show  it  in  plan  and 
in  elevation.  The  old  cam  C  "W  of  steel,  with  ten  side  cuts,  has 
been  retained  ;  it  is  fixed  to  the  axis  S  of  the  drum,  and  in  its 
revolution  the  angles  press  each  in  their  turn  the  extremity  of 
a  very  light  aluminium  lever,  A  L,  pivoting  upon  the  fixed  point 
C.  This  lever  is  terminated  at  the  left  by  a  fork  in  which  a 
small  ebonite  roller,  E  W,  is  free  to  roll  This  roller  presses 
against  the  cam,  under  the  eflEort  of  a  steel  or  copper  spring,  B  P. 
At  the  right  extremity  of  the  lever  is  screwed  a  large  platina 
wire,  P  "W^  terminated  by  a  spherical  head  of  ebonite,  K  The 
lower  extremity  of  this  wire  establishes  and  interrupts  the  con- 
tact with  a  circular  tablet  of  platina,  P  P,  having  about  the 
dimensions  of  a  half-dollar  piece.  It  is  there  that  the  circuit  of 
the  battery  of  the  mouse-mill  is  automatically  opened  and  closed 
from  1000  to  1250  times  a  minute,  causing  the  revolutions  of 
the  mill  to  vary  from  100  to  125  in  the  same  tima 

The  platina  plate  rests  upon  a  strong  cylindrical  copper  base, 
B,  which  in  its  turn  is  placed  upon  an  ebonite  plate,  E  B,  which 
supports  and  insulates  the  whole  of  the  metallic  pieces  of  the 
interrupter  from  the  basa  By  means  of  the  lever  L,  which  is 
terminated  by  a  very  fine  channel,  the  platina  plate  can  be  un- 
screwed and  turned  so  as  to  present  a  new  point  of  contact ;  it  can 
also  at  pleasure  be  removed  from  or  brought  near  to  the  platina 
wire  P  W  with  the  piece  B,  which  supports  it     Thus,  as  soon  as 
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Fig.  697. 
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Fig.  698. 
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the  point  of  contact  of  the  platina  becomes  dirty  or  consumed  by 
the  continued  action  of  the  electric  sparks,  a  new  surface  of  the 
plate  can  be  put  in  action:  the  plate  is  fastened  in  it  matters  not 
what  position  by  a  quarter  of  a  turn  of  the  lever  L,  at  the  right 
When,  after  a  year  or  eighteen  months  of  usage  the  plate  is  con- 
sumed, or  its  whole  surface  is  full  of  holes,  it  is  sufficient  to 
turn  it  around  in  such  a  manner  as  to  substitute  the  lower 
for  the  upper  face.  This  new  arrangement  offers  the  advan- 
tage of  assuring  the  operation  of  the  interrupter  and  of  econo- 
mizing the  time  lost  in  adjustments.     It  is  adapted  without 


Fig.  700. 


Fig.  699. 


Fig.  TOl. 


doubt  to  Other  applications  than  those  which  we  have  indicated 
and  constitutes  of  itself  a  useful  invention. 

Mr.  Jamieson  has  also  improved  the  mill  by  rendering  the 
induction  plate  movable.  This  piece,  formerly  fixed,  can  be  ad- 
justed or  raised  entirely  from  the  armatures  without  stopping 
the  mill  The  induction  plate  communicates  its  charge  to  a 
knee,  F,  which  can  at  pleasure  be  brought  near  to  or  removed 
from  the  plate  D,  by  which  the  electricity  passes  in  the  ink  and 
the  siphon  (figs.  697  and  698). 

The  best  means  which  have  been  found  to  make  the  elec- 
tricity flow  from  F  to  D  is  the  interposition  between  these  two 


Digitized  by  CjOOQ IC 


jamieson's  improved  mouse-mill.  1171 

points  of  a  bit  of  string  or  of  card,  forming  the  block  of  the 
despatches.  In  the  old  forms  of  mill  the  light  gilded  contact 
springs,  which  establish  and  interrupt  the  current  with  the 
armatures  during  the  process  of  induction,  were  fixed  in  an 
inconvenient  manner,  and  consumed  the  armatures  quite 
fast  by  friction.  These  armatures  are  now  provided  with  a 
cyclindrical  envelope,  which  can  be  changed  or  renewed  at  pleas- 
ure. The  small  springs  are,  moreover,  terminated  by  a  c)^lin- 
drical  enlargement  which  admits  of  its  using  less  speed,  and 
the  four  fixed  contact  pieces  are  besides  supported  by  round 
ebonite  balls  easily  adjustable.  All  the  armatures,  as  well  as 
the  insulated  parts  of  the  mill,  are  covered  with  a  varnish  of 
gum-lac  of  the  purest  quality.  This  is  a  great  improvement 
upon  the  paraflBne  wax,  with  which  they  were  formerly  served, 
and  the  mill  as  thus  arranged  furnishes  always  a  good  quantity 
of  electricity,  even  in  humid  weather,  or  in  tropical  climates, 
where  the  atmosphere  is  constantly  charged  with  humidity. 
All  the  parts  of  the  mill  are  arranged  so  as  to  reduce  as  much 
as  possible  the  discharge  by  the  surrounding  air. 

The  whole  instrument  (fig.  702)  was  formerly  entered  by  an 
opening  carefully  arranged  in  the  semi-circular  armature,  which 
receives  the  two  electro- magnetic  bobbin  holders  M  M'  (fig.  697). 
Mr.  Jamieson  has  happily  modified  this  dangerous  arrangement 
by  cutting  the  armature  so  as  to  give  admittance  to  all  of 
fig.  702,  without  raising  the  heavy  bobbins  from  their  bed, 
merely  by  closing  the  opening,  after  this  introduction,  by  means 
of  a  little  iron  door  which  restores  all  its  force  to  the  electro- 
magnet. We  comprehend  in.  fact  that  the  bobbins  M  M'  having 
their  exterior  poles  united  by  the  soft  iron  armature  which 
serves  them  as  a  bed,  virtually  form  a  horse-shoe  magnet,  of 
which  the  interior  poles  are  brought  very  close  together.  It  is 
expedient,  therefore,  that  the  soft  iron  envelope  shall  be  con- 
tinuous and  that  the  small  iron  door  shall  be  kept  closed,  in 
order  that  the  electro-magnets  may  preserve  all  their  force. 
These  bobbins  work  now  only  in  series. 

The  apparatus  contains  moreover  other  improvements.     The 
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inductors  of  the  mill  can  be  adjusted  by  means  of  screws  and  the 
■upper  inductor  can  be  removed  at  pleasure  without  disturbing 
any  other  part  of  the  apparatus  The  ink  is  arranged  in  such  a 
way  that  it  can  be  removed  without  risk  of  breaking  the  siphon 
and  without  touching  its  support  This  support,  is  moreover, 
very  much  improved  and  contains  the  adjustments  of  torsion 
and  tension  necessary  to  the  site  of  the  siphon  (fig.  702).  An 
adjusting  screw  permits  moreover  of  giving  to  the  fibre  the  de- 
sired tension  between  the  siphon  and  the  signal  bobbin.  All  of 
these  screws  have  ebonite  heads  so  that  the  fingers  receive  no 
electric  charge  during  the  adjustments.  The  guides  of  the 
moving  wheels  are  also  happily  modified,  as  well  as  other  pieces 
of  detail  which,  in  the  new  apparatus,  can  be  easily  reached  by 
the  front,  the  back  and  the  sides.  But  it  is  above  all  the  mill 
which  has  received  the  greatest  attention  from  Mr.  Jameison,  and 
which  was  itself  happily  inspired  by  the  advice  and  criticisms  of 
his  old  colleagues.  This  part  of  the  siphon-recorder  is  in  fact 
the  delicate  point  of  the  apparatus  and  all  that  tends  to  improve 
its  insulation  and  to  increase  its  electric  power  is  of  considerable 
practical  advantage.  We  can  all  easily  comprehend  the  time 
lost  occasionally  in  the  starting  of  a  machine  which  frequently 
finds  an  obstacle  to  the  work  in  the  surrounding  air.  The 
siphon-recorder  would  be  very  much  simplified  then  if  they 
could  suppress  the  mouse-mill,  and  indeed,  for  all  the  cables 
under  500  nautical  miles,  it  serves  only  a  few  for  moving  the 
paper,  and  the  electrization  of  the  ink  becomes  unnecessary, 
since  the  signals  can  be  formed  without  the  friction  of  the 
siphon  upon  the  paper,  much  diminishing  their  amplitude.  The 
line  from  Marseilles  to  Bdne  is  worked  under  these  conditions, 
whilst  at  present  that  from  Fredericia  (Jutland)  to  Arendal, 
as  well  as  the  section  from  Fredericia  to  Newcastle,  of  the  cables 
of  the  Great  Northern  Telegraph  Company,  are  working  by 
means  of  a  simplified  recorder  invented  by  the  engineer  of  the 
company,  Herr  Lauritzen.  In  this  apparatus  the  two  electro- 
magnets are  replaced  by  four  very  small  bobbins  of  which  the 
poles  are  arranged  in  the  form  of  a  cross.     The  signal  bobbin  is 
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replaced  by  two  needles  placed  back  to  back,  and  so  shaped 
as  to  furnish  four  points,  each  extremity  of  which  is  under 
the  influence  of  the  four  poles  of  the  electro-magnets.  This 
needle  system  is  connected  to  a  very  fine  silver  siphon  which 
plunges  into  the  ink  and  draws  it  up  by  capillary  suction. 
The  point  of  the  siphon  touches  the  paper  and  the  line  of  ink 
is  uninterrupted.  With  a  battery  of  20  Leclanche  cells,  this 
apparatus  works  admirably  and  does  not  require  continued  at- 
tention, since  it  is  only  rarely  deranged.  The  general  tendency 
of  the  service  favors  the  suppression  of  the  mill,  and  the  ap- 
proaching expiration  of  the  patent  of  Sir  William  Thomson,  will 
cause,  without  doubt,  some  radical  modifications  in  the  siphon- 
recorder.  We  shall  be  excused  then  for  believing  it  desirable 
to  preserve  a  description  of  the  numerous  changes  brought  to  the 
apparatus  by  the  inventor  himself.  These  changes  have  not 
ended  and  the  application  of  the  apparatus  to  cables  of  variable 
lengths,  have  brought  the  inventor  back  to  the  primitive  form 
in  which  the  signal  bobbin  acts  under  the  influence  of  fixed 
magnets. 

Fig.  708  indicates  the  last  form  given  to  his  apparatus  by 
Sir  William  Thomson  for  lines  of  medium  length.  The  mouse- 
mill  has  completely  disappeared,  the  electrification  of  the  ink 
being  entirely  useless ;  the  bobbins  of  the  electro-magnets  are 
replaced  by  fixed  magnets  formed  of  straight  steel  bars  united 
in  the  base  and  above  by  breeches  of  soft  iron.  The  wheel 
of  the  paper  band  is  fixed  underneath  the  borological  appa- 
ratus which  carries  the  paper,  between  the  two  parts  of  the 
fixed  magnet  forming  the  horse-shoe.  The  arrangement  of  the 
signal  bobbin  is  nearly  the  same  as  that  which  has  been  described 
before ;  this  bobbin  acts  in  the  intense  magnetic  centre  formed 
by  the  two  poles  of  the  magnet,  and  surrounds  a  piece  of 
soft  iron,  which  augments  the  action  of  this  centre.  The  ink 
is  supported  by  a  flexible  rod,  fixed  to  the  piece  of  soft  iron^ 
and  the  siphon  is  attached  directly  to  the  signal  bobbin,  of 
which  it  follows  all  the  movements.  The  extremity  of  the 
siphon  arriving  at  the  paper  is  adjusted  to  the  centre  of  the 
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band  by  ni&ins  of  the  lever  rf,  which  carries  the  signal  bobbin 
to  the  right  or  to  the  left  as  required.  The  platform  upon  livhich 
the  hand  passes  is  acl justed  by  means  of  a  screw,  /  and  in  such 
a  manner  that  the  ink  may  Ikj  drawn  from  the  siphon  with  the 
least  i>ossible  friction  upon  the  paper  If,  in  the  movement 
of  the  siphon,  the  marks   fail   iipon   one  of   the  sides^  it   is 


Fig.  70:1. 

an  indication  that  the  platform  is  not  iibsnliUely  level.  It  is 
necessary  then  to  level  by  relaxing  the  serew  whiuOi  fas^tens  x\m 
horologicnl  apparatus  to  the  table,  and  by  the  inserliou  of  weilgea 
if  that  13  necessiary.  ^J'he  suspension  of  the  br:kbl>in  does  not 
differ  from  that  which  exist:?  in  the  preceding  apj^araluis  de- 
scribed, and  the  figures  Rufliciently  indicate  its  arrangemenL 
The  part  of  the  apparatus*  above  A  B  rests  upon  a  tiible  ;  the 
part  below  re^ts  upon  the  ground.     The  horologieal  movement 
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is  impelled  by  a  weight  which  can  be  replaced  by  a  spring,  all 
the  effort  made  consisting  in  moving  the  paper.  The  French 
Administration  has  adopted  this  last  apparatus  for  its  Algiers 
cables.  The  service  of  the  submarine  lines  has  certainly  gained 
in  speed  since  the  employment  of  the  recorder,  and,  as  the 
French  Administration  thinks  of  making  use  of  the  duplex  and 
of  an  automatic  transmission,  we  shall  look  forward  with  inter- 
est to  the  results  which  they  shall  be  able  to  obtain  with  this 
apparatus,  which  is,  besides,  applicable  to  the  subterranean  lines 
in  course  of  construction. 
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CHAPTER  LI 

THE  AUTOMATIC  CURB-SENDER. 

The  commercial  value  of  long  submarine  lines  depend  evi- 
dently upon  the  speed  with  which  the  signals  can  be  trans- 
mitted through  them ;  it  is  natural,  therefore,  that  electricians 
should  have  sought  to  increase  this  speed  considerably  by 
inventing  some  automatic  apparatus  much  exceeding  the  speed 
of  transmission  by  hand.  From  the  beginning  of  cable  work- 
ing the  advantage  of  employing  alternate  positive  and  negative 
currents  has  been  recognized,  and  the  history  of  submarine 
telegraphy  presents  a  great  number  of  double  current  transmit- 
ting keys,  which  have  greatly  facilitated  the  operations  of  sub- 
marine lines.  The  "  zinc-sender "  of  Varley  is  without  doubt 
the  oldest  form  of  the  double-current  Morse  keys,  and  his  sector 
key,  in  the  same  manner  as  all  the  more  modern  forms  which 
have  appeared  since,  have  all  had  in  view  the  transmission  of 
reversed  currents  after  each  emission,  to  discharge  the  line  for 
the  following  emission. 

We  have  seen,  however,  that  upon  the  long  Atlantic  cables 
and  upon  those  of  the  Indian  Ocean,  the  signals  are  no  longer 
formed  as  by  the  ordinary  Morse  key,  although  the  elements  of 
the  Morse  code  may  have  been  preserved.  The  keys  employed 
with  the  mirror  and  the  recorder  no  longer  send  the  dashes  and 
dots  of  the  same  polarity,  but  properly  speaking  dots  of  equal 
length  and  of  opposite  polarity,  according  as  they  desire  to  indi- 
cate the  dashes  or  the  dots  of  the  Morse  code.  The  foundation 
of  these  alternately  positive  and  negative  currents  entirely 
change  then  the  anterior  conditions  of  transmissions;  it  is, 
moreover,  favorable  to  the  conditions  exacted  by  the  submarine 
cables,  and  witn  the  aid  of  the  condensers  which  intervene  at  the 
two  extremities  of  the  line,  and  thanks  to  the  movable  zero  of 
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the  apparatus  used,  the  speed  and  the  produce  obtained,  above 
all  by  duplexing  the  line,  the  "  curbing  system  "  has  become 
practically  uselesa  In  fact  the  signals  are  formed  not  by  the 
currents  sent  directly  into  the  cable,  but  by  inductive  impul- 
sions which  can  be  regulated  at  pleasure,  and  they  thus  obtain 
without  effort  the  maximum  speed  which  they  can  expect  from 
the  cable  by  means  of  the  ordinary  transmitting  key^  worked 
by  hand  ;  nevertheless  this  transmission  has  its  defects  and  it  is 
very  frequently  irregular.  It  varies,  moreover,  with  the  em- 
ploy&j  whose  temperaments  differ,  and  they  have  found  it 
necessary  to  search  for  an  automatic  transmitter,  preserving 
strictly  the  exact  proportions  of  the  signals  both  in  their  length 
and  spacing;  this  is  the  end  which  has  been  attained  by  the 
apparatus  invented  by  Messrs.  Thomson  and  Jenkin.  It 
incre^ases,  moreover,  the  ordinary  speed  of  transmission  by  trans- 
mitting an  inverse  current  after  each  «ignal^  but  experience 
shows  that  upon  cables  of  great  length  the  effective  working 
speed  cannot  be  sensibly  increased  beyond  that  which  can  be 
attained  with  the  ordinary  hand  keys. 

The  "curb-sender,**  or  automatic  transmitter,  tried  upon  the 
long  cables  of  the  Eastern  Telegraph  Company  has  been  aban- 
doned for  the  reasons  given  above.  It  could,  without  doubt, 
however,  be  employed  with  advantage  upon  the  Algerian  cables, 
where  the  French  Government  is  thinking  of  adopting  the 
siphon  recorder  of  Sir  William  Thomson.  The  French  Ad- 
ministration thinks  of  using  the  Wheatstone  perforators  and 
transmitters  for  forming  the  automatic  signals  upon  its  cables ; 
the  relatively  short  length  of  these  submarine  lines  offer,  more- 
over, an  advantage  which  the  very  long  cables  of  the  commercial 
companies  do  not  possess.  The  study  of  this  question  tends^ 
therefore,  to  assume  a  somewhat  important  attitude,  and  it  will 
certainlj'  be  interesting  to  know  what  results  may  be  obtained 
upon  cables  of  which  the  length  and  dimensions  appear  to  be 
very  favorable  to  automatic  transmission. 
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The  object  of  the  automatic  curb-sender  is  to  diminish  the 
retardation  of  signals  in  long  cables  caused  by  inductive  embar- 
rassment This  is  effected  by  making  each  signal  to  be  pro- 
duced, not  simply  by  one  current,  as  in  ordinary  sending,  but 
by  two  currents,  the  second  of  which  is  opposite  in  name  to  and 
of  somewhat  shorter  duration  than  the  first  The  number  of 
currents  is  not  necessarily  limited  to  two,  but  for  the  present 
purpose  it  will  suflSce  to  consider  the  case  of  a  signal  produced 
by  two  currents  only. 

In  the  Proceedings  of  the  Eoyal  Society  for  1855,  Sir  William 
Thomson  showed  how  the  effect  at  the  distant  end  of  a  cable, 
caused  by  the  application  of  a  battery  at  one  end,  could  be 
calculated  and  represented  graphically  in  what  is  called  the 
curve  of  arrival.  After  contact  is  first  made  at  the  sending 
end  between  the  cable  and  one  pole  of  the  battery  (the  other 
pole  being  to  earth),  a  certain  interval  of  time  elapses  before 
any  effect  is  felt  at  the  distant  end.  This  interval  of  time  is 
denoted  by  the  letter  a*    After  the  interval  of  time  a  has 


*  Sir  William  Thomson  showi  that  the  value  of  a  in  seconds 


'■?'"'§ 


where  k  and  e  are  the  values  in  electric  static  units  of  the  resistance  and  ca- 
pacity per  unit  of  length,  and  I  is  the  leng^  A  consideration  of  the  dimen- 
sions of  the  two  systems  of  uoits  shows  that  the  formula  remains  unchanged 
when  k  and  c  are  expressed  in  electro-magnetic  units.  Since  1  ohm  =10'  electro- 
magnetic  units  of  resistance,  and  1  microfarad  =  10-  ^^  electro-magnetic  units 
of  capacitT,  we  have 

a=^^log    /^) 

where  B  is  the  resistance  per  knot  in  ohms,  0  the  capacity  per  knot  in  micro- 
farads, and  I  the  length  in  knots.  Thus  a  in  seconds  =  .000000029  RC/*.  If  R' 
and  C  be  the  total  resistance  and  capacity  respectively,  a  =  .000000029  R'  R*. 
For  the  Direct  Uoited  States  Cable  of  1875  (2420  kuots),  whose  total  resistancti 
is  6980  ohms,  and  capacity  991  microfarads,  a  would  be  .202  seconds;  for  the 
artificial  cable  in  the  Physical  Laboratory  of  Glasgow  University,  a=.144  secondp ; 
for  the  French  Atlantic  Gable,  a  =  .245  seconds ;  for  the  Suez- Aden  Gable,  a= 
.233  seconds.  Sir  William  TQom90o*s  theoretical  results  were  experimentally 
verified  by  Professor  Fleeming  Jenkiu  (Phil  Tr'tns.  1862).  For  fuller  informa- 
tioQ  on  the  speed  of  signiUinpr.  see  Jeukin^s  Electricity  and  Magnetism^  pp.  327 
^333.  and  Phil.  Mag.^  June.  1866. 
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passed,  a  current  b^ns  to  issue  from  the  cable  at  the  receiving 
end,  and  increases  in  strength  very  rapidly.  After  a  further 
interval  of  4a  or  after  a  period  of  5a  from  the  first  application 
from  the  battery,  it  attains  about  half  its  maximum  strength, 
and  there  is  very  little  sensible  increase  in  strength  after  a  time 
equal  to  10a  has  elapsed.  The  curve  of  arrival  is  drawn  by 
taking  distances  along  O  X  (iig.  704)  to  represent  intervals  of 
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Fig,  704. 

time,  and  distances  along  O  Y  to  represent  strengths  of  current 
Curve  No.  L  shows  the  gradual  increase  in  strength  of  the 
received  currents  at  one  end  of  a  cable  where  the  battery  is 
applied  to  and  kept  in  contact  with  the  other  end.  For  a  dis- 
tance corresponding  to  the  interval  of  time  a,  the  curve  does  not 
sensibly  deviate  from  the  straight  line  OX ;  in  other  words,  no 
effect  is  observable  at  the  receiving  end  during  this  time. 

If  now,  instead  of  being  continuously  applied  to  the  battery  at 
the  sending  end,  the  cable  had  been  applied  to  it  during  a 
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short  interval  of  time  and  then  disconnected  from  the  battery 
and  connected  to  earth,  the  curve  of  arrival  would  be  of  the 
form  shown  by  curve  No.  XL*  Curve  Na  IL  shows  the  effect  of 
applying  the  battery  during  a  length  of  time  equal  to  4a,  and 
then  putting  the  cable  to  earth.  It  will  be  seen  that  a  current 
gradually  diminishing  in  strength  continues  to  flow  out  of  the 
cable  at  the  distant  end  for  a  considerable  time  after  the  battery 
has  been  disconnected.  This  continued  discharge  is  what  gives 
rise  to  the  difficulty  experienced  in  reading  the  signals  sent 
through  long  cables. 

The  principle  of  curb-sending  is  to  check  this  discharge  by 
sending  into  the  cable  a  second  current,  which  will  neutralize 
the  bad  effects  of  the  first  Thus  let  the  cable,  instead  of  being 
put  to  earth  after  having  been  in  contact  with  one  pole  of  the 
battery  during  the  time  4a,  be  put  in  contact  with  the  opposite 
pole  of  the  same  battery  for  an  interval  of  time  equal  to  8a, 
and  then  be  put  to  earth.  The  second  contact  would,  if  it  had 
taken  place  alone,  have  produced  a  current  at  the  distant  end 
represented  by  curve  No.  IIL  The  joint  effect  of  the  two 
opposite  currents — the  first  for  an  interval  of  time  4a,  and  the 
second  immediately  following  it,  and  lasting  for  an  interval  of 
time,  8a — will  be  to  produce  a  received  current  represented  by 
curve  No.  IV.,  whose  ordinates  are  the  algebraic  sums  of  the 
ordinates  of  IL  and  IIL  Curve  No.  IV.  thus  represents  the 
curve  of  arrival  given  by  a  signal  current  of  duration,  4a,  fol- 
lowed by  an  opposite  or  curb  current  of  duration,  8a. 

The  curve  of  arrival  for  any  current  or  combination  of  cur- 
rents is  actually  traced  on  paper  by  the  siphon-recorder.  Since 
the  deflection  of  the  siphon  is  sensibly  proportional  to  the 
strength  of  the  current  at  any  instant,  its  deflection  will  cor- 
respond to  the  distances  measured  in  the  direction  of  O  Y  ;  and 

^  The  falling  curve  ia  of  exactly  the  same  form  as  Uie  curve  of  arrival  and  the 
actual  curve,  showing  the  arrival  of  an  impulse,  is  obtained  by  superposing  the 
one  upon  the  other.  Thus  the  distances  between  curves  I.  and  II.  are  equal  to 
the  ordinates  of  curve  I.,  if  the  former  are  taken  as  far  from  the  point  A  as  the 
latter  are  taken  from  the  point  at  which  curve  I.  leaves  the  line  0  X. 
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since  the  paper  moves  at  a  uniform  speed,  and  in  a  direction  at 
right  angles  to  the  direction  in  which  the  siphon  is  deflected, 
the  distances  it  runs  will  measure  intervals  of  time,  and  will 
correspond  to  distances  measured  along  O  X.  Flence  the  curve 
traced  by  the  point  of  the  siphon  will  represent  the  curve  of 
arrival,  and  all  theoretical  considerations  respecting  the  curve  of 
arrival  will  apply  equally  to  the  practical  form  of  the  curve 
drawn  on  the  paper  slip. 

The  curve  of  arrival,  traced  according  to  the  considerations 
on  page  1179,  is  the  curve  of  arrival  in  the  case  where  the  line  is 
worked  directly,  without  condensers  at  either  end.     The  effect 


Fig.  705. 

of  introducing  condensers  is  to  convert  what  was  formerly  a  con- 
tinuous current  into  an  impulsa  The  curve  produced  at  the 
receiving  end  by  the  application  and  continued  contact  of  a 
battery  at  the  sending  end  would  no  longer  be  of  the  form  of 
curve  I.,  fig.  704,  but  would  soon  reach  a  maximum,  after  which 
it  would  fall  back  towards  the  zero  line.  It  will  be  readily  seen 
that  this  would  of  itself  cause  something  of  a  curbing  effect  on 
signals,  since  the  curve  due  to  a  short  application  of  the  battery 
would  now  come  faster  back  to  the  zero  line  than  formerly. 
This  effect  of  condensers  is  partly  the  reason  why  signals  are  so 
much  sharper  and  more  legible  when  condensers  are  used  than 
when  a  line  is  worked  direct  Of  course,  the  application  of  a 
reversed  current  to  curb  the  signals  is  advantageous  when 
condensers  are  used  as  well  as  when  they  are  not 
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The  advantage  of  curb-sending,  in  giving  a  sharp  outline  to 
the  signals,  and  in  bringing  the  siphon  of  the  recorder  or  the 
spot  of  light  from  the  mirror  back  (wholly  or  partly)  to  zero 
between  successive  signals,  will  be  seen  by  a  comparison  of  figs. 
705  and  706. 

Fig.  705  shows  the  theoretical  form  of  the  letter  H  (four 
deflections  above  the  zero  line)  when  each  deflection  is  produced 
by  a  signal  current  of  a  duration  equal  to  4a,  followed  by  a 
curb  {i  e.,  a  reversed)  current  of  a  duration  equal  to  8a.  This 
proportion  of  curb  is  unnecessarily  large  for  so  low  a  speed,  as 
is  shown  by  the  fact  that  the  curve  is  brought  back  past  the 
zero  line  between  the  signals. 


Pig.  706. 


Fig.  706  shows  the  form  of  the  same  letter,  sent  at  the  same 
speed  and  under  the  same  conditions,  except  that  the  signals  are 
uncurbed.  In  this  case  each  of  the  applications  of  the  battery 
lasts  for  a  time  equal  to  4a,  and  the  cable  is  put  to  earth  at  the 
sending  end  between  the  signals  for  a  time  equal  to  3a,  instead 
of  having  a  reversed  current  sent  into  it  during  that  time.  Thus 
in  both  cases  the  total  intervals  of  time  used  in  making  each 
signal  is  7a. 

Such  a  speed  as  this  (one  signal  per  7a)  would  be  very  slow 
in  the  case  of  a  long  cable.  The  actual  rate  of  transatlantic 
signalling  is  about  one  signal  per  1.5a.  At  this  speed  the 
uncurbed  curve  shown  in  fig.  706  becomes  indistinct,  and  the  suc- 
cessive impulses  are  barely  distinguishable.    The  curbed  signals. 
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on  the  other  hand,  give  a  curb  somewhat  resembling  that  in 
fig.  706,  where  the  return  towards  the  centre  or  zero  line  between 
the  signals  is  only  partial  and  not  complete,  as  in  fig.  703,  but  i& 
immensely  greater  than  what  is  observed  when  uncurbed  signals 
are  sent  at  the  same  speed.  This  greater  degree  of  lability 
produced  by  curbing  enables  the  speed  to  be  increased.  Ex- 
periments with  the  artificial  cable  in  the  physical  laboratory  at 
Glasgow  appear  to  show  that  by  using  curbed  signals,  and  trans- 
mitting them  automatically,  as  high  a  speed  as  one  signal  per  a 
can  easily  be  attained  on  a  long  lina  In  other  words,  the  gain 
in  speed  due  to  the  use  of  the  automatic  curb-sender  appears  ta 
be  at  least  fifty  per  cent 

In  order  that  curb-sending  should  be  successful,  it  is  indis- 
pensable that  the  contacts  which  give  rise  to  signal  and  curb 
currents  should  be  made  and  broken  at  perfectly  definite 
instants;  in  other  words,  perfect  correct  spacing  is  required.  It 
has  hitherto  been  found  to  be  impossible  to  obtain  this  by  the 
use  of  hand  keys,  but  it  is  possible  to  have  perfectly  correct 
spacing  by  the  aid  of  automatic  machinery. 

The  principle  on  which  the  automatic  curb-sender  works  is 
as  follows : 

The  message  to  be  transmitted  is  punched  on  a  slip  of  paper 
in  right  and  left  holes  corresponding  to  the  dash  and  dot  of  the 
telegraphic  alphabet  A  line  of  central  holes  is  also  punched  to 
facilitate  the  drawing  along  of  the  paper.  The  punched  slip  is 
put  into  the  sender,  and  carried  along  at  a  uniform  rate  by 
clock-work.  When  either  a  right  or  a  left  hole  passes  unier  one 
of  two  prickers,  the  corresponding  pricker  descends  into  the 
hole,  and  by  doing  so  lifts  the  end  of  a  spring  into  the  rim  of  a 
wheel,  which  revolves  once  during  the  time  occupied  in  the 
passage  of  one  space  in  the  punched  paper.  The  spring  so 
caught  remains  in  the  rim  of  the  wheel  during  a  complete  revo- 
lution, and  while  it  remains  there  makes  an  electrical  connection 
between  the  battery  and  another  set  of  springs.  The  latter  set 
are  acted  on  by  a  double  cam,  which  revolves  in  the  same  time 
with  the  above-mentioned  wheel,  and  by  the  contacts  made 
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during  its  revolation  sends  first  the  current  from  one  pole  of  the 
battery,  and  then  that  from  the  other  pole,  during  a  somewhat 
shorter  time,  into  the  cable.  If  the  spring  acted  on  by  the 
pricker  on  the  left  hand  is  raised,  the  first  current  is  that  from 
the  copper  pole,  and  the  second  current  that  from  the  zinc  pole ; 
if  it  is  the  pricker  on  the  right  that  has  entered  a  hole  in  the 


Pig.  707. 

paper,  the  sequence  of  currents  is  opposite  to  that  just  given. 
Thus  an  operation  of  reversal  of  currents  takes  place  during 
the  passage  of  every  space  in  the  paper,  but  whether  the  signal 
current  is  to  be  "  copper  "  and  the  curb  current  "  zinc,"  or  vice 
versa,  is  determined  by  whether  the  pricker  has  fallen  into  a 
hole  on  the  left  side  of  the  paper  or  on  the  right. 
Figs.  707,  708  and  709,  which  are  engraved  from  photographs^ 
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give  three  general  views  of  the  instrument  In  Figs.  708  and 
709  the  glass  case  and  the  standards  which  carry  it  have  been 
removed,  in  order  to  allow  the  works  to  be  better  seen. 

The  Driving  Power. — The  motion  is  kept  up  by  the  de- 
scent of  a  weight,  which  has  occasionally  to  be  wound  up  by 
hand.  In  order  that  the  driving  power  may  continue  during 
the  time  taken  to  wind  up  the  weight,  the  power  is  comrauni- 


Fig.  708. 

cated  to  the  machinery  not  directly  from  the  drum  on  which 
the  cord  of  the  weight  is  wound,  but  indirectly  through  a  spring 
which  is  kept  in  a  partially  wound-up  state  during  the  descent 
of  the  weight,  and  which  gives  out  the  energy  so  stored  up  in  it 
during  the  time  that  the  weight  is  being  wound  up.  This 
secures  an  approximately  uniform  driving  power  even  during 
the  winding  up  of  the  weight. 

The  arrangement  will  be  understood  by  reference  to  fig.  710. 

The  axle  A  A'  which  carries  the  spring  box  S  and  the  drum 
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D,  on  which  the  cord  attached  to  the  weight  is  wound,  is  divided 
at  j9  into  two  parts  capable  of  revolving  independently  of  one 
another.  A  ratchet  wheel  R'  is  so  arranged  that  when  the  drum 
D  is  turned  by  means  of  the  handle  so  as  to  wind  up  the  weight, 


Fig.  709. 

the  part  A! p  moves  independently  of  A  jp,  and  during  that  time 
the  machinery  is  driven  by  the  spring  in  S.  When  the  weight 
descends,  however,  causing  A'  p  to  revolve  in  the  opposite 
direction  to  that  of  the  winding  up,  the  ratchet  wheel  R'  no 
longer  allows  the  motion  of  A'  jo  to  take  place  alone,  but  makes 
A  p  he  carried  round  with  A'  p.     This  winds  up  the  spring 
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until  the  force  exerted  by  the  tension  of  the  spring  exceeds  the 
resistance  of  the  machinery  to  motion.  When  this  happens  the 
spring  box  S  also  revolves,  driving  the  machinery.  Thus  before 
the  weight  can  begin  to  produce  motion  of  the  machinery,  it 
must  first  wind  up  the  spring  in  S  to  a  certain  extent,  and  the 
store  of  energy  thus  accumulated  suffices  to  drive  the  machine 
at  an  approximately  uniform  rate  while  the  weight  is  being 
wound  up.  A  second  ratchet  wheel,  B,  prevents  the  spring 
from  running  down  without  driving  the  machinery  while  the 
weight  is  being  wound  up. 

The  OovernoT. — The  speed  of  the  machinery,  and  consequently 
the  speed  of  transmission  of  signals,  is  regulated  by  means  of 


Figr.  710. 

a  friction  governor  (figs.  707  and  708).  In  the  form  of  gov- 
ernor shown  there  is  a  vertical  revolving  spindle,  to  which 
motion  is  communicated  by  means  of  a  pair  of  bevel  wheels. 
To  the  spindle  is  fixed  a  cross-bar,  t  (fig.  708),  from  each  end  of 
which  a  weight,  «;,  hangs  by  flexible  springs.  As  the  spindle 
revolves  these  weights  are  carried  round  with  it,  and  their  cen- 
trifugal tendency  causes  them  to  press  against  the  inside  surface 
of  a  ring  or  cylindrical  box,  V.  This  pressure  causes  friction,^ 
and  checks  the  motion  of  the  machine.  The  centrifugal  tend- 
ency of  the  weights  is  resisted  by  a  couple  of  springs,  which 
pull  them  inwards  towards  the  axis.  So  long  as  the  centrifugal 
force  of  the  revolving  weights  is  insufficient  to  overcome  the 
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tension  of  the  springs  and  to  force  the  weights  against  the  ring, 
the  governor  does  not  oppose  the  motion  of  the  machinery, 
-which  therefore  becomes  accelerated,  until  the  centrifugal  force 
of  the  weights  become  sufficient  to  bend  or  extend  the  springs 
to  such  an  extent  that  the  weights  rub  against  the  ring.  The 
friction  so  produced  prevents  any  further  increase  of  speed  from 
taking  placa  If  now  the  tension  on  the  springs  be  by  any 
means  increased,  the  amount  of  centrifugal  force  required  to 
produce  the  distension  necessary  to  allow  the  weights  to  press 
against  the  ring  is  increased  alsa  Hence  the  speed  will  be 
increased.  Similarly,  by  lessening  the  tension  on  the  springs, 
the  amount  of  centrifugal  force  required  to  distend  them  is 
-diminished,  and  the  speed  is  consequently  reduced.  This  affords 
a  means  of  altering  the  speed,  which  is  effected  in  the  following 
manner :  The  ends  of  the  springs  which  tend  to  pull  in  the 
weights  are  fixed  to  a  collar,  u^  which  slides  up  and  down  on 
the  spindle.  This  collar  is  connected  by  means  of  levers  to  the 
handle  T,  the  movement  of  which  causes  the  collar  to  slide  up 
and  down.  When  the  collar  u  is  raised,  the  tension  on  the 
springs  is  increased,  and  therefore  the  speed  is  increased  also. 
When  the  collar  is  lowered,  the  tension  on  the  springs,  and 
therefore  the  speed,  is  lessened. 

In  another  form  of  friction  governor,  the  motion  of  the 
machinery  is  communicated  to  the  vertical  spindle  by  means  of 
the  rolling  contact  of  two  discs  at  right  angles  to  one  another, 
and  the  whole  frame- work  of  the  governor  is  supported  by  means 
of  a  contrivance  called  a  geometrical  slide,*  which  enables  it  to 
move  freely  vertically  up  and  down,  but  in  no  other  direction. 

*  Th«  geometrical  slide  has  five  beariof^  points,  each  of  which  is  free  to  move 
iipoD  the  surface  oq  whica  it  rests.  The  sixth  point,  which  keeps  the  frame- 
work  of  the  goremor  in  equilibrium,  is  the  point  in  which  the  vertical  disc  ia 
touched  bj  the  horizontal  disc.  This  mode  of  support  gives  rise  to  a  couple  tend- 
ing  to  cause  the  whole  frame-work  of  the  governor  to  revolve  about  a  horizontal 
axis,  ai)d  this  couple  is  balanced  bj  the  moment  of  the  pressure  between  the  two 
discs  about  the  same  axis.  Thus  the  pressure  between  the  discs  is  kept  at  a 
<»n8tant  amount  for  all  different  posiuons  into  which  the  frame- work  of  the 
governor  may  be  brought  for  different  adjustments. 
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The  revolving  spindle  carries  the  weights,  as  in  the  former  case. 
When  the  frame- work  is  moved  up,  the  horizontal  disc  attached 
to  the  revolving  spindle  of  the  governor  approaches  the  centre 
of  the  vertical  disc  attached  to  the  machinery.  Consequently 
the  latter  rotates  faster  relatively  to  the  former,  and  the  ma- 
chinery will  revolve  very  fast  before  the  spindle  revolves  fast 
enough  to  cause  the  weights  to  press  outward  against  the  ring. 
In  this  form  of  governor  the  tension  of  the  springs  which  hold 
in  the  weights  is  kept  unchanged,  so  that  the  rate  of  revolution 
of  the  spindle  of  the  governor  remains  constant ;  but  the  rate  of 
revolution  of  the  machinery  relatively  to  that  of  the  spindle  is 
changed  by  altering  the  height  of  the  whole  frame- work  of  the 
governor.  This  is  effected  by  means  of  a  suitable  handle  on 
the  right-hand  side  of  the  instrument  ^  In  this  form  of  governor 
a  further  provision  is  made  for  increasing  the  range  of  possible 
speed,  by  altering  the  tension  on  the  spiral  springs  which  hold 
in  the  weights.  This  is  done  by  means  of  screws  inside  the 
governor,  and  attached  to  these  spiral  springs. 

The  Starting  and  Slopping  is  effected  by  means  of  the 
screw  Y,  fig.  708,  on  the  left-hand  side  of  the  instrument,  which, 
when  turned  in  the  direction  of  the  hands  of  a  watch,  advances 
so  that  its  end  presses  against  the  back  of  the  vertical  bevel 
wheel,  which  communicates  motion  to  the  governor.  This  jams 
the  wheel,  and  prevents  the  machinery  from  moving.  When 
the  screw  is  turned  through  about  half  a  turn  in  the  other  direc- 
tion, the  wheel  is  freed,  and  the  machinery  is  free  to  run. 

The  revolution  of  the  machinery  effects  two  objects.  It 
carries  on  the  paper  by  means  of  a  toothed  roller  or  spur  wheel, 
working  into  a  central  row  of  holes  in  the  punched  paper,  and 
it  causes  a  spindle  to  rotate  on  which  cams  are  fi.xed,  which 
make  certain  electrical  contacts.  The  toothed  roller  which 
carries  on  the  paper  ribbon  has  sixty  teeth,  and  it  revolves  once 
for  every  sixty  revolutions  of  the  axles  which  carries  the  cams. 
Hence  the  cams  make  one  complete  revolution  for  every  space 
in  the  paper.  The  paper  has  the  message  punched  on  it  in  the 
form  of  side  holes  corresponding  to  the  dot  and  dash  of  the 
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alphabet,  with  a  continuous  row  of  central  holes  or  indentations 
which  answer  the  purpose  of  holes.  The  central  holes  or  inden- 
tations are  required  to  carry  the  paper  on ;  the  electrifical  effects 
are  produced  by  the  side  holes  only.  Fig.  711  shows  the 
appearance  of  a  piece  of  the  punched  paper  ribbon.  A  space 
between  two  letters  is  formed  by  one  central  hole,  and  a  space 


f  ooo  o  o  ooo  o  o  oo  o  oc  o  o\ 
j  oooooo  ooooooooooocoooooocooooooooooo) 
I  Q Q    O  ooo O       OQ    ; 

Fig.  711. 

between  two  words  by  two  central  holes.    (The  spaces  may  also 
be  made  in  another  way,  see  page  1196.) 

The  Paper  Wheelj  or  toothed  roller  which  carries  along  the 
paper,  has  two  grooves  on  its  circumference,  one  on  each  side 
of  the  central  row  of  spurs,  and  over  these  the  side  holes  in  the 
paper  pass.      Fig.  712   shows  a  front  elevation  of  the  paper 


wheel.  Above  the  groove  stand  two  prickera,  one  on  each  side, 
which  descend  through  the  side  holes  as  they  pass  under  them, 
but  which  cannot  descend  except  when  side  holes  are  passing. 
One  end  of  a  lever  is  attached  to  each  pricker,  the  other  end  of 
which  lifts  up  a  small  steel  spring  when  the  pricker  descends. 

In  fig.  713,  B  is  the  toothed  roller  which  carries  along  the 
paper.    P  is  one  of  the  prickers,  which  is  set  so  as  to  stand  over 
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one  of  the  two  rows  of  side  end  hoIe&  Bigidly  attaohed  to  P, 
and  pivoted  at  A,  is  the  forked  lever  F,  upon  the  lower  end  of 
which,  i^  the  end  of  the  above-mentioned  spring  rests  (this 
spring  is  not  shown  in  fig.  718 ;  it  is  marked  a  in  fig.  714 
below) ;  the  other  end,  ky  presses  up  against  the  rim  of  the  cam 
G.  The  spring  j  tends  to  force  P  down ;  but  the  rim  of  Q-  pre- 
vents k  from  rising,  and  therefore  P  from  descending.     The 


Fig.  713. 

cam  wheel  O,  of  which  G  is  a  parf^  makes  one  complete  revo- 
lution in  the  time  taken  by  the  paper  lo  move  on  through  one 
spaca  When  a  side  hole  in  the  paper  passes  under  P,  P  would 
descend  into  it  if  A  were  able  to  rise.  As  the  cam  wheel 
revolves,  a  recess,  m  n,  in  the  rim  of  G  passes  over  k  At  this 
point  k  is  free  to  rise.  Simultaneously  an  opening,  i,  in  the  rim 
of  O  passes  over  the  end  of  the  spring  which  rests  on  i,  Then, 
if  a  hole  in  the  paper  is  passing  under  P,  P  descends,  i  rises,  and 
lifts  the  end  of  the  spring  through  the  opening  I  into  the  pro- 
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jecting  rim  of  the  wheel  0.  When  n  passes  over  i,  k  is 
depressed,  and  P  rises  out  of  the  hole  in  the  paper.  The 
spring  a  (fig.  714)  remains  caught  in  the  rim  of  O  until  a  revolu- 
tion is  completed,  when  the  opening  /  comes  round  again,  and 
allows  the  spring  to  fall  out.  By  this  time  the  series  of  opera- 
tions which  makes  up  the  signal  is  completed.  The  cam  wheel 
has  two  sides  precisely  alike,  0  and  O',  the  one  corresponding 
to  the  pricker  which  stands  over  the  dot  holes,  the  other  to  the 
pricker  which  stands  over  the  dash  holes.  The  electrical  effects 
produced  by  the  raising  of  the  springs  by  means  of  the  descent 
•of  the  prickers  will  be  described  further  on, 

In  order  that  either  pricker  should  descend  and  raise  its  cor* 


Fig.  7U, 


responding  spring  into  the  rim  of  the  cam  wheel  O,  three  cx)ndi- 
tions  must  be  fulfilled.  1st  The  opening  I  in  the  rim  of  0  must 
l)e  over  the  end  of  the  spring  wliich  rests  on  i.  2*1  The  reces^a 
mn  in  the  earn  G  must  be  over  the  end  of  the  lever  h  3d.  A 
hole  in  the  paper  must  be  passing  under  the  pricker  in  question. 
By  the  construction  of  the  machine  the  fust  two  of  these  condi- 
tions necessarily  happen  together,  for  the  cams  0  and  G  are 
rigidly  fixed  relatively  to  one  another^  and  the  opening  in  the 
•one  and  the  recess  in  the  other  pass  the  lowest  point  at  the  same 
time  in  the  revolution.  The  third  condition  must  be  made  to 
happen  at  the  same  time  ^s'itb  the  other  two  by  adjusting  tlie 
<5am  wheel  O  relatively  to  the  paper  wheel  B,  which  is  done  l>y 
turning  the  former  round  upon  its  axle  and  clamping  it  in  any 
-desired  position.     When  the  instrument  is  properly  adjusted, 
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the  recess  mn  will  pass  over  k  just  when  the  centre  of  one  of 
the  side  holes  in  the  paper  is  passing  under  P.  Then  the 
descent  of  the  pricker,  which  begins  when  m  passes,  and  its 
ascent,  which  is  completed  when  n  passes,  will  both  take  place 
during  the  passage  of  a  hole  under  P,  and  the  pricker  will  not 
touch  the  edges  of  the  hole,  either  in  falling  or  in  rising.  This 
prevents  the  holes  in  the  paper  from  becoming  torn  or  dragged 
at  the  edges,  and  admits  of  the  same  slip  of  paper  being  used 
many  times  over. 

The  axle  which  carries  the  cam  wheel  O  is  shown  in  front 
elevation  in  fig.  714.  This  axle,  as  we  have  seen,  makes  one 
complete  revolution  for  every  space  in  the  paper.  0  and  O'  are 
the  two  sides  of  the  cam  wheel.  This  cam  wheel,  O  O',  is  called 
the  determining  cam.  The  two  sides  of  it  are  insulated  from 
the  axle  and  from  one  another  by  vulcanite,  a  and  a'  are  the 
two  springs  which  are  lifted  by  the  lower  ends  of  the  forked 
levers  ii'  into  the  rim  of  O  0'  through  the  openings  W  when 
the  corresponding  prickers  descend  into  the  holes  in  the  paper. 
The  springs  a  and  a'  carry  small  pointers  projecting  above  and 
below,  and  tipped  with  platinum.  When  a  dash,  or  right-hand 
side  hole,  passes,  the  spring  a  is  raised  into  the  rim  of  O,  and 
remains  there  during  a  complete  revolution.  In  the  figure  it  is 
represented  as  being  held  up  in  this  position.  When  held  up 
in  the  rim  of  0  a  is  kept  in  contact  with  the  upper  contact 
spring  rf,  while  the  spring  a'  remains  in  contact  with  the  lower 
contact  spring  c'.  Similarly,  if  a  dot  hole  had  passed,  a  would 
have  remained  down  and  in  contact  with  c;  while  a'  would 
have  been  caught  up  and  held  up  in  contact  with  d\  So  long 
as  no  hole  in  the  paper  passes,  both  the  springs  a  and  a'  remain 
down  in  contact  with  the  lower  contact  springs  c  and  c/. 

The  zinc  pole  of  the  battery  is  permanently  connected  to  the 
lower  contacts  c  and  c' ;  the  copper  pole  to  the  upper  contacts  d 
and  d' ;  when,  therefore,  a  dash  hole  passes,  copper  is  connected 
to  a  and  zinc  to  a';  and  when  a  dot  hole  passes,  copper  is  con- 
nected to  a'  and  zinc  to  a. 

On   the   same  axis   with   the  determining  cam   wheel,  and 


Digitized  by  CjOOQ IC 


THE  SIGNAL  AND  CURB  CAMS.  1196 

revolving  along  with  it,  are  two  other  cams — I'  and  I— called 
respectively  the  signal  and  curb  cams.  They  are  insulated  from 
one  another  by  a  disc  of  vulcanite,  and  are  insulated  from  the 
axle  and  from  the  determining  cam  by  the  vulcanite  tube  J. 
They  are  fixed  relatively  to  one  another  by  a  small  vulcanite 
screw.  Fig.  715  gives  a  side  view  of  the  signal  and  curb  cams. 
The  signal  cam  I'  has  a  projecting  edge  extending  for  rather 
more  than  half  the  circumference ;  the  curb  cam  I  has  a  pro- 
jecting edge  which  begins  where  the  projection  on  I'  leaves  off, 
and  which  leaves  off  wherie  that  on  I'  begina  Underneath 
these  cams  are  the  springs  e  and  e'  (fig.  714).  During  rather 
more  than  half  the  revolution  the  projecting  edge  of  I'  depresses 


Fig.  715. 

the  spring  e',  and  causes  it  to  make  contact  with  the  lower  con- 
tact spring/,  while  the  spring  e  remains  up  and  in  contact  with 
the  upper  stud  g.  When  the  projecting  edge  of  I'  has  passed, 
e  rises,  and  makes  contact  with  g\  while  simultaneously  the  pro- 
jecting edge  of  I  depresses  e,  and  holds  it  in  contact  with  / 
during  the  remainder  of  the  revolution.  Thus  during  rather 
more  than  half  the  revolution,  t'  is  in  contact  with/,  and  e  with 
(/,  and  during  rather  less  than  half  the  revolution  e  is  in  contact 
with  /  and  e'  with  g\  These  actions  depend  simply  upon  the 
revolution  of  the  axle,  and  are  not  affected  by  the  punched 
paper  or  by  the  positions  of  the  springs  a  and  a',  but  the  elec- 
trical effects  which  these  actions  produce  do  depend  upon  the 
position  of  a  and  a'  and  are  therefore  determined  by  the  holes 
in  the  paper. 
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Eldotrical  Action, — The  spring  a  is  permanently  in  connection 
i^ith  the  lower  contact  springs  /and^.  The  spring  a  is  perma- 
nently in  connection  with  the  upper  contact  studs  g  and  g'.  llie 
spring  tf  is  permanently  connected  to  earth,  and  the  spring  e  to 
the  line.  The  electrical  changes  which  take  place  during  a 
revolution  of  the  axle  will  be  understood  by  a  reference  to  the 
diagram,  fig.  716,  in  which  the  letters  refer  to  the  same  parts  as 
in  fig.  714.  In  the  diagram  the  spring  a  is  represented  as  having 
been  raised  into  the  rim  of  the  determining  cam  by  the  descent 
of  the  right-hand  pricker  into  a  hole  in  the  paper.  At  the 
instant  that  a  rises  the  projecting  rim  of  the  signal  cam  I'  comes 
round  and  depresses  tf.  Thus  the  copper  pole  of  the  battery  is 
connected  by  way  of  J,  a,  f  and  t'  to  earth,  while  the  zinc  pole 


Fig.  716. 

is  connected  by  way  of  c',  a'^g  and  e  to  line,  and  a  negative  cur- 
rent enters  the  cable  to  produce  the  "  dash  "  signal.  This  state 
of  things  lasts  for  rather  more  than  half  the  revolution  until  the 
projecting  rim  of  the  signal  cam  V  has  passed  and  that  of  the 
curb  cam  I  has  come  round.  Then  e'  rises  and  e  is  depressed,  no 
change,  however,  taking  place  in  the  position  of  a  and  a'.  The 
zinc  pole  is  now  connected  by  way  of  c',  a',  g  and  e'  to  earth, 
while  the  copper  pole  is  connected  by  way  of  d^  a, /and  e  to 
line.  This  sends  a  positive  current  into  the  cable  to  produce 
the  curb  to  the  "  dash  "  signal,  which  lasts  as  long  as  the  spring 
e  is  depressed  by  the  curb  cam.  The  joint  eflfect  of  the  two 
currents  is,  as  we  have  already  seen  on  page  1181,  to  produce 
a  clearly  defined  "  dash  "  signal.  When  the  revolution  is  com- 
pleted, a  falls  out  of  the  determining  cam  through  the  open- 
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ing  2,  and,  unless  another  signal  immediately  follows  that  which 
we  have  been  considering,  the  copper  pole  of  the  battery  is  dis- 
connected both  from  line  and  from  earth. 

If,  instead  of  a  dash  hole,  a  dot  hole  in  the  paper  had  passed,' 
the  pricker  on  the  left  side  woald  have  descended,  and  the 
spring  a!  would  have  been  raised  into  the  rim  of  O^,  while  a 
remained  down.  The  reversal  of  the  springs  t  and  t'  operated 
on  by  the  signal  and  curb  cams  would  have  gone  on  as  before. 
Thus  during  the  passage  of  I'  the  zinc  pole  of  the  battery  would 
have  been  connected  by  way  of  c,  a,  f  and  c'  to  earth,  while 
copper  would  have  been  connected  by  way  of  cf ,  a',  g  and  t  to 
line.  Similarly,  during  the  'passage  of  I,  copper  would  have 
been  connected  by  way  of  d\  a',  g'  and  e!  to  earth,  while  zinc 
would  have  been  connected  by  way  of  c,  a,  /  and  e  to  line. 
There  would  thus  have  been  a  positive  signal  current  followed 
by  a  negative  curb  current  of  shorter  duration,  the  joint  effect 
of  which  would  have  been  to  produce  a  "  dot "  signal. 

The  relative  lengths  of  the  signal  and  curb  currents  depend 
upon  the  relative  lengths  of  the  projecting  rims  of  the  cams  Y 
and  I.*  Whether  the  longer  current  shall  be  positive  and  the 
shorter  negative,  or  vice  versa,  is  determined  by  the  position  of 
the  springs  a  or  a'  in  the  rim  of  the  wheel  O  O',  which  is  there- 
fore called  the  determining  cam  wheel.  If  a  succession  of  holes 
passes  under  either  of  the  prickers,  the  corresponding  spring  is 
held  up  continuously  in  the  rim  of  the  determining  cam  wheel 
until  all  have  passed,  because,  while  the  space  I  is  passing,  the 
descent  of  the  pricker  into  the  hole  causes  the  end  t  of  the 
forked  lever  to  rise,  and  so  prevents  the  spring  from  falling  out 
of  the  rim.  If  a  dot  and  a  dash  hole  pass  simultaneously  under 
the  prickers,  both  the  springs  a  and  a'  will  be  raised,  and  no 

*  With  regard  to  the  proportion  which  the  length  of  the  signal  cam  ought  ta 
bear  to  that  of  the  curb  cam,  it  should  be  understood  that  the  greater  the  speed 
of  sigoalling  is  relatirelj  to  the  retardation,  or  value  of  a  (page  1179),  for  anj 
cable,  the  more  nearlj  equal  should  the  signal  and  curb  cams  be.  If  the  speed 
of  signalling  on  dififerent  cablM  be  varied  so  as  to  be  the  same  relativelj  to  a 
for  each  cable»  the  same  pair  of  cams  will  be  saleable  for  alL 
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electrical  effects  will  be  produced,  for  the  zinc  pole  of  the 
battery  will  be  disconnected.  Hence  two  side  holes  opposite  to 
each  other  may  be  used  to  produce  a  space,  instead  of  no  side 
hole. 

The  Contact  Plate. — The  several  contact  springs,  with  their 
contact  pieces  and  connections,  are  all  fixed  on  a  slab  of  vulcan- 
ite called  the  contact  plate  W  (figs.  708  and  709).  The  contact 
plate  is  secured  in  position  by  means  of  the  screw  H,  which 
causes  three  projecting  points  in  the  frame- work  of  the  instrument 
to  press  against  a  hole,  a  V  groove  in  line  with  the  hole,  and 
a  plane,  in  a  piece  of  metal  connected  to  the  contact  plate 
(fig.  714).  This  mode  of  support  is  called  a  geometrical  clamp; 
it  has  this  advantage,  that  the  plate  cannot  take  up  any  other 
than  one  certain  position,  and  a  single  screw  is  sufficient  to  keep 
it  fixed. 

The  springs  c,  c',  d,  df,  /and  /'  are  provided  with  brass  guard 
bars  or  stops,  which  limit  their  range  of  motion  and  prevent 
them  from  vibrating  when  the  instrument  is  running  fast,  or 
from  sticking  to  and  following  the  moving  springs  a,  a',  e 
and  c'. 

The  two  halves  of  the  determining  cam  are  insulated  from 
one  another  and  from  the  axle  by  vulcanite.  Each  of  the 
forked  levers  connected  to  the  prickers  is  completely  insulated. 
The  signal  and  curb  cams  are  also  insulated  from  one  another 
and  from  the  axle — hence  no  electrical  contacts  take  place  except 
those  which  have  been  considered.  The  mode  in  which  the 
signal,  curb,  and  determining  cams  are  fixed  to  the  axle  will  be 
understood  by  reference  to  fig.  7 14.  J  is  a  vulcanite  tube  to  which 
the  determining  cam  O  O'  is  rigidly  fixed.  The  brass  screw  K  on 
the  right  of  the  determining  cam  clamps  it  and  the  tube  J  on  to 
the  axle  by  jamming  them  against  the  shoulder  M.  The  vulcanite 
screw  Q  on  the  left  of  the  signal  cam  clamps  it  and  the  curb  on 
to  this  tube,  and  therefore  to  the  axle  also. 

Single  and  Double  Curb. — In  the  foregoing  description  of  the 
electrical  action,  it  has  been  assumed  that  the  spring  e'  was 
depressed  by  the  signal  cam  at  the  same  instant  that  the  spring 
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a  or  a'  rose  into  the  rim  of  the  determining  cam.  This 
arrangement  would  give  the  whole  of  the  signal  current  first, 
I  followed  by  the  whole  of  the  curb  current,  and  the  revolution 
would  begin  with  the  beginning  of  the  former,  and  end  with  the 
end  of  the  latter.  A  signal  may,  however,  be  produced  by  the 
joint  action  of  more  than  two  currents,  and  may  represent  the 
resultant  effect  of  three  or  any  number  of  currents  following 
each  other  in  alternate  directions,  and  being  of  different  lengths. 

So  long,  however,  as  the  form  of  signal  and  curb  cams  described 
above  remains  unaltered,  there  are  only  two  other  combinations 
possible,  and  these  are  easily  obtained  by  changing  the  position 
of  the  signal  and  curb  cams  relatively  to  the  determining  cam. 

The  arrangement  which  has  hitherto  been  assumed  to  exist 
is  called  single  curb.  In  it  the  spring  e  is  depressed  at  the 
instant  that  a  or  a'  rises,  and  the  beginning  of  the  passage  of 
the  rim  of  the  signal  cam  coincides  with  the  beginning  of  the 
signal. 

If  the  signal  and  curb  cams  are  turned  round  on  the  axle  so 
as  to  be  slightly  in  advance  of  the  determining  cam,  it  is  evi- 
dent that  when  either  a  or  a'  rises,  the  spring  e'  will  already  have 
been  depressed  for  some  time,  and  the  first  current  sent  will  be 
shorter  than  formerly,  by  an  amount  represented  by  the  distance 
through  which  the  cams  I  V  have  been  turned  forward.  The 
second  or  curb  signal  will,  however,  be  as  long  as  before,  for 
the  spring  a  or  a'  will  continue  up  during  the  whole  time  of  the 
passage  of  the  rim  of  the  curb  cam.  But  since  the  signal  and 
curb  cams  are  in  advance  of  the  determining  cam,  the  rim  of 
the  curb  cam  will  all  have  passed  before  the  spring  a  or  a'  has 
fallen  out  of  the  rim  of  the  determining  cam.  Hence,  before 
the  signal  is  ended,  the  rim  of  the  signal  cam  again  depresses 
the  spring  c'  and  sends  a  current  into  the  cable  of  the  same 
name  as  that  first  sent  This  is,  however,  of  short  duration,  for 
as  soon  as  that  fraction  of  the  signal  cam's  rim  has  passed  which 
represents  the  distance  by  which  the  signal  and  curb  cams  are 
in  advance  of  the  determining  cam,  the  revolution  will  be  com- 
plete, the  spring  a  or  a'  will  drop  out  of  the  rim  of  the  latter, 
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and  DO  farther  contacts  will  occur  in  that  signal  There  wiU 
thus  have  been  three  currents  produced,  the  first  and  third  being^ 
of  the  same  name  and  the  second  of  the  opposite  name.  The 
second  curbs  the  first,  and  the  third  curbs  the  surplus  curbing 
effect  of  the  second  on  the  first  Of  course  the  sum  of  the  first 
and  third  bears  the  same  relation  to  the  second  as  the  length  of 
the  signal  cam  bears  to  the  length  of  the  curb  cam.  This 
arrangement  is  called  double  curb.  Fig.  717  shows  the  theo- 
retical form  of  the  letter  E  sent  with  double  curb,  the  first  cur- 
rent being  of  a  duration  equal  to  8a,  the  second  of  an  equal 
duration,  and  the  third  of  a  duration  equal  to  la,  the  total  time 


Pig.  717. 

being  7a,  as  in  the  examples  previously  given.  The  full  line  FV. 
is  the  resultant  signal,  of  which  the  dotted  lines  L,  IL  and  III. 
are  the  components. 

Preparatory  Ourb.^It  the  signal  and  curb  cams  are  turned 
back  so  as  to  be  slightly  behind  the  determining  cam,  then  when 
a  or  a'  rises  e  is  already  depressed,  and  continues  so  for  a  short 
time,  and  thus  a  short  curb  current  is  sent  first,  then  the  whole 
of  the  signal  current  follows,  and  lastly  the  remainder  of  the 
curb.  This  arrangement  is  called  preparatory  curb.  Fig.  718 
shows  the  theoretical  form  of  the  letter  E  given  by  it  The 
period  of  the  preliminary  curb  current  is  la,  that  of  the  signal 
current  4a,  and  that  of  the  signal  curb  2a,  the  total  period  being 
7a  as  before. 
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We  are  thus  able  with  a  given  pair  of  signal  and  curb  cams 
to  produce  three  different  arrangements  of  the  currents  which 
go  to  make  up  a  signal.  A  perfectly  curbed  signal — that  is  to 
say,  a  signal  in  which  the  curb  of  arrival  comes  rapidly  down  to 
the  zero  line,  and  never  crosses  or  leaves  it — could  only  be  pro- 
duced by  using  an  infinite  series  of  curbing  currents  alternate  in 
direction,  and  each  somewhat  shorter  than  its  predecessor.  Of 
course  such  an  arrangement  is  practically  impossible  When 
the  curbing  is  necessarily  imperfect,  as  it  always  is  in  practice, 
it  appears  that  the  arrangement  described  above  as  single  curb 


Fig.  718. 

is  the  best  of  the  three.  This  is  a  question  which  will  best  be 
decided  by  actual  trial  It  appears  likely,  however  (independ- 
ently of  any  consideration  of  the  form  of  the  curve  of  arrival), 
that  the  best  means  to  produce  a  sharply -defined  gignal  would 
be  to  make  use  of  the  single  curb  arrangement,  therebj'-  bring- 
ing, in  the  first  place,  the  maximum  influence  at  command  to 
bear  upon  the  indicator  (the  needle  or  coil,  as  the  case  may  be) 
to  deflect  it,  and  then,  in  the  second  place,  the  maximum  influ- 
ence at  command  to  cause  it  lo  return  to  its  normal  position — 
always  provided  that  within  the  limits  of  a  single  signal  the 
second  influence  is  insufficient  to  cause  a  return  much  past  the 
zero  position.     This  last  cx^ndition  can  always  be  made  to  hold 
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good  by  limiting  the  length  of  duration  of  the  curbing  current 
relatively  to  the  speed  of  the  signalling. 

Adjustment  ofilie  Contact  Plate, — To  put  in  Vie  Contact  Plate. — 
Lift  off  the  top  of  the  case  and  remove  the  front  glass  plate. 
Introduce  a  piece  of  the  paper  ribbon.  Start  the  machinery, 
and  stop  it  when  a  piece  of  the  paper  in  which  there  are  no  side 
holes  punched  is  passing  under  the  prickers.  This  will  cause 
the  ends  t  i'  of  the  forked  levers  to  lie  in  their  most  depressed 
position.  Then  slip  in  the  plate,  taking  care  that  the  springs  ec' 
are  not  bent  by  being  pressed  against  the  sides  of  the  signal  and 
curb  cams,  and  that  the  ends  of  the  spring  a  a'  take  up  their 
proper  positions  on  the  top  of  the  lower  ends  i  i'  of  the  forked 
levers.  When  one  of  the  three  small  feet  on  the  side  of  the 
frame-work  entei-s  the  hole,  the  other  the  groove,  and  the 
the  third  presses  on  the  plane  surface  on  the  piece  of  metal  on 
the  right-hand  side  of  the  contact  plate,  the  plate  will  be  in  its 
proper  position,  and  is  to  be  secured  there  by  tightening  up  the 
screw  H. 

In  removing  the  contact  plate  the  same  precautions  have  to 
be  observed.  The  ends  i  i*  of  the  forked  levers  should  be 
depressed  by  having  a  piece  of  unpunched  paper  under  the 
prickers. 

The  platinized  contacts  on  the  various  springs  should  be 
cleaned  frequently.  They  must  be  kept  free  from  all  traces  of 
oil,  and  should  be  frequently  dusted  with  a  camel's-hair  brush. 
If  the  contacts  made  are  defective  or  fail,  the  points  of  contact 
should  be  cleaned  with  a  very  fine  fila 

Care  must  be  taken  that  when  the  springs  a,  a',  e  or  c'  rise  or 
fall,  they  do  not  make  contact  with  both  their  upper  and  their 
lower  contact  springs  simultaneously.  If  they  did  so  the  battery 
would  be  short-circuited,  and  sparks  would  pass  which  would 
burn  the  contacts.  If  any  one  of  the  springs  a,  a',  e  or  e'  is 
observed,  when  rising  or  falling,  to  make  one  contact  before  it 
breaks  the  other,  the  guard  bai-s  which  limit  the  play  of  the  con- 
tact springs  must  be  gently  bent  until  this  no  longer  occurs. 
Two  contact  plates  are  provided  with  each  instrument     When 
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the  instrument  is  in  constant  use  the  contact  plates  should  be 
changed  every  second  day,  and  the  one  not  in  use  should  be 
carefully  cleaned  before  being  replaced. 

Adjustment  of  the  Determining  Cam, — Start  the  machine  with 
a  piece  of  punched  slip  in  it,  and  stop  it  at  the  instant  a  side 
hole  is  passing  under  one  or  other  of  the  two  prickera  Tlien^ 
taking  hold  firmly  of  the  vulcanite  tube  J  (fig.  714),  loosen  the 
brass  screw  K  on  the  right  Be  careful  not  to  apply  so  much 
force  as  to  bend  or  twist  the  axle.  The  cams  O  O'  and  vulcan- 
ite tube  J  (as  well  as  the  cams  1 1')  will  then  be  free  to  move 
round  on  the  axla  Turn  them  round  until  the  centre  of  the 
openings  II  in  the  rim  of  the  determining  cam  wheel  are  just 
over  the  springs  a  a'.  The  pricker  under  which  there  is  a  hole 
in  the  paper  will  then  be  able  to  descend  into  the  hole,  and  to 
raise  its  corresponding  spring  into  the  rim  of  the  determining 
cam.  The  centre  of  the  hole  in  the  paper  should  just  be  pass- 
ing under  the  pricker  at  the  instant  that  the  centre  of  the  open- 
ing I  is  passing  over  the  spring  a.  When  the  cams  are  turned 
round  into  such  a  position  that  this  happens,  secure  them  and 
the  tube  J  in  that  position  by  screwing  up  K. 

This  adjustment  is  of  the  utmost  importance.  When  mgnals 
fail  the  cause  is  almost  always  bad  adjustment  of  the  .leterniin- 
ing  cam.  It  is  difficult  to  judge  by  eye  whether  the  ])ncker  is 
exactly  over  the  centre  of  the  hole  in  the  paper.  When  the 
adjustment  has  been  made  turn  the  axle  slowly  round  by  hand 
backward  and  forward,  and  observe  whether  the  prickers  tear 
either  the  back  or  front  edges  of  the  holes.  If  the  aOjustment 
is  perfect,  they  will  fall  into  and  rise  out  of  each  hole  when  the 
axle  is  turned  either  backward  or  forward  without  touching 
the  paper  at  either  edge  of  the  hole. 

Adjustment  of  tlie  Signal  and  Curb  Cams. — (1.)  For  Single 
Curb. — Take  hold  of  the  vulcanite  tube  J  firmly  with  the 
right  hand,  and  loosen  the  screw  Q  with  the  left  The 
signal  and  curb  cams  I'  and  I  will  then  be  free  to  slip  round 
upon  the  tube  J.  Put  in  a  piece  of  punched  paper,  .start 
the  machine   and   stop   it  just   when   one  of  the  prickers  ia 
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descending  into  a  hole,  and  is  raising  its  corresponding  spring 
into  the  rim  of  the  determining  cam.  Turn  the  signal  and  curb 
cams  round  until  the  projecting  edge  of  the  signal  cam  V  is  just 
depressing  the  spring  e.  Then  secure  the  cams  in  this  position 
by  tightening  up  the  screw  Q.  This  adjustment  is  perfect  when 
the  depression  of  the  spring  e'  is  exactly  simultaneous  with  the 
rise  of  the  spring  a  or  a'.  The  axle  should  be  allowed  to 
revolve  very  slowly  by  checking  its  motion  with  the  hand,  so 
that  it  may  be  seen  whether  this  adjustment  is  right ;  and  if  not, 
the  cams  I  and  I'  must  be  shifted  round  until  a  state  of  perfect 
adjustment  is  reached. 

(2.)  For  Doable  Curb. — Adjust  as  above  for  single  curb,  and 
then,  loosening  the  screw  Q,  turn  the  cams  I  V  slightly  round 
on  the  axle,  moving  their  upper  sides  away  from  you  as  you 
stand  in  front  of  the  instrument  In  other  words,  turn  the  cams 
round  so  as  to  be  slightly  in  advance  of  their  previous  position, 
so  that  (say)  half  an  inch  of  the  projecting  rim  of  the  signal  cam 
I'  has  already  passed  over  the  spring  e'  before  the  spring  a  or  a' 
rises  up  into  the  opening  in  the  rim  of  the  determining  cam. 
Secure  the  cams  in  this  new  position  by  screwing  up  Q.  The 
depression  of  e',  which  has  now  occurred  before  a  or  a'  rises, 
will  produce  the  second  curb  of  the  previous  signal.  (Seepage 
1199). 

(3.)  For  Preparatory  Curb. — Adjust  as  above  for  single  curb, 
and,  then,  loosening  the  screw  Q,  turn  the  cams  1 1'  slightly 
round  upon  the  axle,  moving  their  upper  sides  toward  you  as 
you  face  the  instrument ;  that  is,  turn  the  cams  round  so  as  ta 
be  slightly  behind  their  position  when  adjusted  for  single  curb  ; 
then  tighten  up  Q.  The  spring  e'  is  now  not  depressed  until 
some  time  after  the  spring  a  or  a'  has  risen,  but  the  spring  e  is 
depressed  during  that  time,  and  thus  a  short  curb  current  ia 
applied  to  the  cable  at  the  beginning  of  the  signal.  (See  page  1200.) 
The  distance  by  which  the  cams  are  put  back  from  their  position 
for  single  curb  should  not  exceed  about  half  an  inch  measured 
along  the  rim. 

Speed  of  the  Machinery, — The  means  by  which  the  speed  is 
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altered  have  been  described  already  (page  1188).  In  the  first 
lonn  of  governor  there  mentionev.1,  which  is  the  one  shown  in  figs. 
707  and  708,  the  speed  is  altered  by  sliding  backward  or  for- 
ward the  handle  T  (fig.  708),  which  has  the  effect  of  raising  or 
lowering  the  collar  ti  on  the  spindle  of  the  governor.  This 
increases  or  diminishes  the  tension  on  the  springs,  which  pull 
in  the  weights  w  w.  When  the  tension  on  the  springs  ia 
increased,  a  greater  speed  is  required  to  give  centrifugal  (brce 
enough  to  the  weights  to  cause  them  to  divergcj  and  press 
against  the  ring  or  box  V.  It  is  not  until  they  press  against  the 
box  that  they  cause  any  check  to  the  motion  of  tbe  machine, 
but  as  soon  as  they  do  press  against  the  box  the  friction  so  pro* 
duced  prevents  any  further  increase  of  speed.  Hence  the  more 
tension  there  is  on  the  springs,  the  faster  will  the  machine  go. 

In  the  second  form,  the  tension  on  the  springs  which  prevent 
the  weights  from  diverging  is  not  altered  during  adjustment, 
and  consequently  the  maximum  rate  of  revolution  of  tlie 
governor  remains  constant ;  but  the  whole  frame* work  of  the 
governor  is  moved  up  or  down  so  that  the  relative  i-ates  of  revo- 
lution of  the  machine  and  of  the  governor  is  altered  (page  H89). 
In  this  form  the  speed  can  be  still  further  altered  by  varying 
the  tension  on  the  springs  which  hold  back  the  wei^^hu.  This 
can  only  be  done,  however,  when  the  machine  is  standing  stilL 
Care  must  be  taken  that  both  weights  are  hehl  back  with  equal 
force,  so  that  when  they  are  caused  to  diverge  by  the  rovivlution 
of  the  governor  they  may  both  touch  the  ring  at  the  same  time, 
and  press  against  it  equally. 

The  box  of  the  governor  most  be  kept  clear  of  dust  and  oil. 
The  weights  must  not  be  allowed  to  scrape  against  the  bottom 
of  the  box.  They  can  be  raised  by  loosening  the  screws  which 
clamp  the  two  pieces  of  straight  spring  by  which  eaeli  weigljt  is 
suspended.  These  screws  must  be  firmly  secured  before  the 
machine  is  started. 

No  attempt  should  be  made  to  vary  the  speed  of  the  machine 
by  altering  the  driving  weights.  A  weight  of  about  14  lbs.  will 
generally  be  found  to  do  well. 
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All  the  bearings  of  the  axles  must  be  kept  well  oiled.  If  the 
bearings  are  too  tight,  they  may  be  loosened  by  means  of  the 
bearing  screws  q  q'  (fig.  714).  After  loosening  the  nuts  pp'  the 
screws  can  be  turned  either  out  or  in,  and  when  the  desired 
adjustment  is  arrived  af  all  change  will  be  prevented  by  tighten- 
ing up  p  and  p'.  These  and  the  similar  screw  bearings  on  the 
other  axles  also  afford  the  means  of  moving  any  one  of  the 
axles  along  for  a  short  distance  in  the  direction  of  its  length. 

The  inner  cams  of  the  determining  cam  wheel  (G  and  G')  must 
be  kept  well  oiled,  for  otherwise  the  friction  on  them  of  the 
levers  k  and  k'  (fig.  713)  will  check  the  running. 

Ekctrical  Oonneciions, — The  battery  power  required  for  the 
automatic  sender  is  considerably  greater  than  that  required  in 
working  by  hand,  not  only  because  the  curbing  reduces  the  size 
of  the  signals,  but  also  because  the  speed  of  sending  with  the 
auto  is  much  greater  than  with  the  hand  key,  and  consequently 
the  maximum  deflection  of  the  coil  or  needle  at  the  receiving 
end  is  a  smaller  fraction  of  the  whole  possible  deflection. 

When  the  automatic  sender  is  used,  it  is,  of  course,  necessary 
to  provide  a  hand  key,  which  may  be  equally  thrown  into  cir- 
cuit, and  for  the  reasons  just  given  a  separate  battery  should  be 
used  on  the  hand  key  of  a  much  smaller  number  of  cells  than 
that  used  on  the  auto.  No  rule  can  be  laid  down  as  to  the 
amounts  of  battery  power.  For  long  cables  it  will  probably  be 
found  that  twice  as  many  cells  are  required  on  the  auto  as  on 
the  hand  key. 

In  order  to  join  up  the  automatic  sender  in  circuit  with  the 
recorder,  the  connections  shown  in  figs.  692  and  693  have  one  or 
other  of  them  to  be  set  up.  A  switch  of  the  form  shown  in  fig. 
719  has  next  to  be  provided.  By  means  of  the  lever  handle  of 
this  switch,  the  terminal  C  can  be  connected  at  will  either  to  A 
or  to  B.  The  wire  which  leads  from  the  sending  key  to  the 
recorder  switch  has  then  to  be  disattached  irom  the  sending  key, 
and  attached  instead  to  the  terminal  C  of  this  second  switch. 
Then  from  B  a  'wire  must  lead  to  the  hand  key,  which  is  to  be 
provided  with  a  suitable  sending  battery,  and  from  A  to  the 


Digitized  by  CjOOQ IC 


THE  RECORDER  CONNECmONS. 


1207 


terminal  marked  L  in  the  automatic  sender.  The  terminal  E  ot 
the  auto  is  connected  to  earth,  and  the  terminals  C  and  Z  of  the 
auto  are  connected  to  the  copper  and  zinc  poles  of  another  (and 
larger)  sending  battery.  Then  by  simply  turning  this  switch 
over  to  the  right  the  hand  key  will  be  thrown  into  circuit, 
while  by  turning  it  to  the  left  the  auto  will  be  jomed  up 
instead. 

The  arrangement  of  the  recorder  connections  shown  in  fig. 
693  is  the  most  suitable  for  use  with  the  automatic  sender.  The 
automatic  signals  recorded  at  the  sending  station  when  that 
arrangement  is  made  use  of  are  very  much  more  easily  read  than 
they  are  when  the  system  shown  in  fig.  692  is  adopted.  In  the 
latter  case  the  curb,  or  second  and  reversed  part  of  the  signal. 


Fig.  719. 

comes  out  nearly  or  quite  as  prominently  as  the  first  part  or  sig« 
nal  proper.  Thus  the  letter  e  will  appear  on  the  recorder  slip 
at  the  sending  station  as  two  deflections,  one  above  and  one 
below  the  line,  almost  exactly  equal  in  amplitude,  in  form  like 
the  letter  a  on  th^j  receiving  slip,  and  the  letter  a  on  the  sending 
slip  will  appear  like  an  on  the  receiving  slip.  This  makes  the 
sent  signals  difficult  to  read,  but  no  such  difficulty  is  felt  when 
the  part  of  the  current  which  records  the  signals  at  the  sending 
station  is  allowed  to  go  to  earth  there,  as  it  is  in  the  arrange- 
ment of  connections  shown  in  fig.  693  (page  1154). 

Failure  of  Signals, — If  complaints  are  made  that  signals  sent 
by  the  auto  occasionally  fail  to  be  recorded  at  the  receiving 
end,  that  dots  and  dashes  are  now  and  then  missed,  it  will  be 
necessary — 
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1st  To  look  at  your  recorder  slip,  and  see  whether  the  signals 
which  are  reported  to  have  failed  at  the  other  end  appear  there. 
If  they  do,  then  the  fault  must  be  at  the  other  end,  but  if  they 
do  not 

2d.  Read  your  perforated  slip,  and  see  whether  the  holes  cor- 
responding to  the  signals  which  have  failed  have  not  been 
missed  in  the  punching. 

8d.  If  the  failures  are  still  not  accounted  for,  they  must  be  due 
to  the  imperfect  adjustment  of  the  auto,  or  to  bad  spacing  in  the 
punched  paper. 

Stop  the  machine  when  a  hole  is  passing  under  one  of  the 
prickers,  and  just  when  the  opening  I  in  the  rim  of  the  deter- 
mining cam  is  passing  over  the  springs.  If  now  the  pricker  is 
fairly  over  the  centre  of  the  hole  (page  1203),  the  adjustment  is 
perfect  for  that  hole,  and,  if  the  spacing  of  the  holes  in  the 
punched  slip  is  regular,  the  adjustment  must  be  perfect  for  all 
holes.  In  some  of  the  forms  of  punchers  about  to  be  described 
the  spacing  in  the  paper  must  be  perfect,  but  in  another  of  the 
forms  it  is  possible  that  the  side  holes  may  sometimes  vary 
slightly  in  position  relatively  to  the  centre  holes.  Suppose  that 
one  of  the  side  holes  is  slightly  behind  its  proper  position. 
Then  at  the  instant  that  the  opening  I  is  passing  over  the  springs 
the  hole  in  the  paper  will  not  be  under  the  pricker  as  it  should 
be,  and  consequently  the  pricker  will  not  be  able  to  descend  and 
the  signal  will  be  missed.  It  will  generally  be  found  possible  in 
this  case  to  avoid  having  any  signals  missed  by  using  an  imper- 
fect adjustment  of  the  auto  as  follows :  Take  a  slip  of  the  badly 
spaced  paper,  on  which  some  words  which  you  know  are 
punched,  and  run  it  through  the  machine  very  slowly,  checking 
the  revolution  by  hand.  Watch  the  springs,  and  read  the  words 
by  their  movements,  and  notice  carefully  what  signals  fail  See 
whether  the  failures  are  caused  by  the  corresponding  holes 
being  behind  their  proper  positions,  or  in  advance  of  their 
proper  positions.  If  you  find  that  the  failures  are  due  to  the 
former  cause,  then  loosen  the  screw  K  (fig.  714)  and  turn  the 
cams  slightly  backward,  so  that  when  a  properly  spaced  hole  is 
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passing  the  pricker  may  descend,  not  into  the  centre  of  it,  but 
near  to  its  bad  edge.  Then  when  one  of  the  holes  pa&i^es  which 
has  been  punched  slightly  behind  its  proper  position,  it  is  tdmost 
<;ertain  that  some  part  of  it — probably  a  part  near  the  forward 
edge — will  be  passing  under  the  pricker  at  the  right  instant,  so 
that  the  pricker  will  descend  and  the  signal  be  transniiited-  OP 
<;ourse  if  the  fault}'  holes  had  l^eeu  in  advance  of  their  proper 
position,  it  would  have  been  necessary  to  turn  the  cainis  slightly 
forward. 

4th.  When  signals  are  reported  to  fail,  although  the  prickers 
«nter  the  corresponding  holes,  all  the  contact  springs,  etc.,  rnvist 
be  cleaned. 

A  good  plan  for  seeing  whether  the  prickers  are  entering  the 
holes  is  to  take  a  piece  of  the  punched  paper  and  smoke  it 
by  drawing  it  through  the  flame  of  a  lamp  or  candle ;  then  run 
it  through  the  machina  Every  time  the  recess  m  n  in  the  cam 
O  (fig.  718)  comes  round  the  prickers  will  descend,  and  if  a  solid 
part  of  the  paper  is  passing  under  them  they  will  leave  marks  on 
the  smoked  paper  at  the  points  where  they  touch  it  If  these 
marks  are  seen  close  to  the  edge  of  the  side  hole,  the  prickers 
have  evidently  not  entered  the  holes,  and  the  adjustment  must 
be  looked  to. 

General  Directions, — When  the  outer  case  of  the  ifistrument 
has  to  be  removed,  it  should  be  taken  off  bodily  by  tiiking  out 
the  screws  at  the  four  feet  zzzz  (tig.  709).  The  varioui?  brass 
pieces  of  the  case  should  not  be  separated  from  one  another,  aa 
a  difficulty  would  probably  be  experienced  in  putting  them 
together  again. 

If  it  is  desired  for  any  reason  to  remove  the  paper  trough  U 
(figs.  708  or  709)  or  the  prickers,  the  contact  plate  must  be  lirst 
removed;  then  the  axle  which  carries  the  cams  shnii Id  always 
be  taken  off.  This  is  done  by  taking  out  the  screw  r  (lig.  709), 
which  secures  a  standard  which  carries  the  bearings  fnr  the 
right-hand  end  of  the  axle.  When  the  screw  r  is  taki^i  rmt  this 
standard  comes  off,  and  the  axle  is  thus  easily  removed  without 
having  its  bearings  interfered  with.     The   paper  trough  and 
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pickers  can  then  be  removed  bodily  by  taking  out  the  screws 
xyxy  on  the  right-hand  side  plate  of  the  instrument,  which 
secure  the  angle  pieces  cariying  the  trough.  In  this  way  the 
trough  and  prickera  can.  be  taken  off  together  without  any  of 
the  small  screws  being  touched  which  fix  together  the  supports 
of  the  prickers. 

Care  must  be  taken  that  tl^e  successive  turns  of  the  string 
wound  upon  the  driving  drum  D  do  not  overlap  each  other,  for 
if  they  do  they  are  liable  to  come  in  the  way  of  the  projecting 
spurs  on  the  toothed  wheel  which  carries  the  paper  along. 

The  string  which  suspends  the  driving  weight  must  hang 
freely,  and  not  chafe  against  the  sides  of  the  hole  in  which  it 
passes  through  the  table. 

PUNCHES. 

The  machines  for  perforating  the  paper  ribbon  used  in  the 
automatic  sender  are  of  several  forms.  One  puncher  is  adapted 
for  punching  side  holes  only,  and  the  paper  used  for  it  may  be 
prepared  beforehand  by  having  a  properly  spaced  row  of  central 
holes  punched  in  it  This  puncher  has  three  finger  keys.  When 
any  one  of  the  three  keys  is  depressed,  the  paper  is  carried  along 
a  step.  When  the  central  key  is  depressed  nothing  further  hap- 
pens, but  when  either  of  the  side  keys  is  depressed  a  side  hole  is 
perforated  in  addition  to  the  paper  being  moved  forward.  It  is 
essential  that  the  paper  should  be  at  rest  when  the  punch  enters 
it,  and  should  continue  at  rest  so  long  as  the  punch  is  in 
it  The  machine  is  therefore  arranged  so  that  the  movement  of 
the  paper  happens  early  during  the  stroke  or  depression  of  the 
key,  and  the  punch  is  not  forced  through  the  paper  until  the 
end  of  the  stroke.  The  manner  in  which  this  is  effected  will 
be  readily  understood  by  an  inspection  of  the  machine.  The 
feed  motion,  by  which  the  paper  is  carried  along,  may  not, 
however,  be  so  readily  understood  without  explanation.  The 
paper  is  carried  along  by  ihe  revolution  of  a  toothed  roller,  the 
teeth  of  which  enter  the  previously  prepared  central  holes.  On 
the  same  axle  with  this  toothed  roller  is  a  ratchet  wheel,  having 
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the  same  number  of  teeth  as  there  are  in  the  roller,  so  that  the 
paper  advances  one  space  when  the  ratchet  wheel  is  pushed  for- 
ward one  tooth.  The  ratchet  wheel  is  caused  to  advance  by  the 
following  means:  The  depression  of  any  of  the  three  keys  is 
made,  by  means  of  a  spring,  to  communicate  horizontal  motion 
to  the  pivoted  end  of  a  long  horizontal  pawl,  the  other  end  of 
which  gears  into  the  upper  side  of  the  ratchet  wheel.  When 
the  key  is  depressed  this  pawl  is  pressed  along,  and  the  ratchet 
wheel  advancea  The  end  of  the  pawl  which  gears  into  it  is 
thus  carried  upward  as  well  as  along,  and  by  the  time  that  the 
ratchet  wheel  has  advanced  through  the  space  corresponding  to 
one  looth  the  end  of  the  pawl  has  risen  so  far  that  the  back  of 
the  pawl  presses  upward  against  a  firm  stop  fixed  above  it 
This  prevents  any  further  advance  of  the  ratchet  wheel  during 
the  remainder  of  the  stroke.  The  horizontal  pressure  on  the 
pivoted  end  of  the  pawl  continues,  however,  and  consequently 
the  ratchet  wheel  (and  therefore  the  toothed  roller  and  the 
paper)  is  held  firm  during  the  descent  of  the  punch.  When  the 
key  is  allowed  to  rise,  the  horizontal  pressure  on  the  pawl  ceases, 
it  is  pulled  backward  by  a  suitable  spring,  and  its  weight 
causes  the  unpivoted  end  to  fall  down  into  gear  with  the  next 
tooth  of  the  ratchet  wheel.  The  ratchet  wheel  is  prevented 
from  following  the  horizontal  pawl  backward  by  a  second  pawl 
or  click. 

In  using  this  instrument^  it  is  not  essential  to  have  paper  in 
which  a  central  row  of  holes  has  previously  been  punched.  If 
a  slip  of  plain  paper  be  used,  the  toothed  roller  will  make  a 
senes  of  central  embossed  marks  or  indentations,  which  will  be 
found  to  answer  the  purpose  of  central  holes  sufficiently  well, 
for  the  paper  so  prepared  will  run  through  the  automatic  sender, 
the  teeth  in  the  spur  wheel  of  which  will  enter  the  successive 
central  indentations  in  the  paper.  It  will  be  found  necessary, 
when  embossed  paper  is  used,  to  apply  a  strong  retarding  force 
to  the  paper  as  it  enters  the  auto,  so  as  to  prevent  it  from  riding 
on  the  top  of  the  spurs,  instead  of  being  pierced  by  them.  This 
retarding  force  is  easily  applied  in  exactly  the  same  way  as  it  is- 
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applied  in  the  siphon  recorder,  by  passing  the  paper  under  a 
spring  guide,  the  pressure  of  which  upon  the  paper  will  cause 
friction  and  hold  back  the  paper.     (See  a  fig.  685,  page  1141.) 

The  depression  of  the  keys  of  this  puncher  is  most  easily 
effected  by  the  help  of  light  woollen  mallets,  on  the  end  of 
which  india-rubber  is  fixed,  or,  better  still,  by  putting  finger- 
stalls tipped  with  india-rubber  over  two  fingers  of  each  hand. 
Care  must  be  taken  not  to  strike  a  sharp  or  violent  blow,  but 
rather  to  make  the  blow  as  much  like  a  shove  as  possible.  If 
the  blow  be  too  sharp,  the  paper  will  not  have  time  to  advance 
through  a  complete  space  before  the  punch  enters  it,  and  a  mis- 
placed or  torn  hole  will  be  produced.  Violent  blows  are  also  very 
apt  to  break  the  springs  by  which  the  feed  motion  is  worked.  To 
avoid  breakage,  multiple  springs  are  used  for  the  dot  and  dash 
keys.  If  the  single  spring  under  the  centre  key  should  break, 
it  is  not  necessary  tc  interrupt  the  work  to  put  on  a  new  spring, 
for  the  spaces  may  be  made  by  depressing  both  side  keys  simul- 
taneously. 

The  bridge  which  forms  a  back  stop  for  the  keys  should  be 
adjusted  so  as  just  lo  touch  the  backs  of  the  levers,  without 
pressing  on  them,  when  they  are  in  their  raised  position. 

T/ie  Power  Puncher, — In  this  form  of  puncher  the  heavy  work 
is  done  by  power  stored  up  in  the  form  of  a  wound-up  spring 
or  raised  weight,  and  the  operator,  by  depressing  the  finger  keys^ 
releases  a  detent,  and  so  allows  the  stored  up  power  to  take 
effect.  Hence  the  name,  in  which  the  prefix  **  power"  has  the 
same  significance  as  it  has  in  the  term  "  power  loom." 

In  the  power  puncher  there  are  three  finger  keys — for  the 
dot,  dash  and  space.  When  any  one  of  these  is  depressed,  a 
detent  allows  one  tooth  of  an  escapement  wheel  to  pass.  There 
are  twelve  teeth  on  the  wheel,  so  that  the  axle  which  carries  it 
revolves  through  one-twelfth  of  a  whole  revoluiion  for  every 
depression  of  a  key.  On  the  same  axle  is  fixed  a  cam  wheel 
called  the  paper  cam,  with  twelve  projections  oil  it,  which  act 
(as  they  pass)  upon  one  end  of  a  lever,  the  other  end  of  which 
carries  forward  a  ratchet  wheel  tooth  by  tooth.    On  the  same  axle 
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with  a  ratchet  wheel  is  a  toothed  roller  which  gears  into  the 
central  row  of  holes  in  the  paper.  The  paper  is  thus  moved 
forward  one  space  whenever  any  one  of  the  three  keys  is 
depressed.  The  projections  on  the  cam  are  so  designed  as  to 
make  the  paper  start  and  stop  slowly  at  each  movement,  so  as 
to  secure  uniform  spacing  at  different  speeds.  There  is  a  second 
ratchet  wheel  fixed  on  the  same  axle  with  the  one  just  men- 
tioned, into  which  a  pawl  is  made  to  gear  just  as  the  punch  is 
entering  the  paper.  In  this  way  the  paper  is  held  perfectly 
steady  during  the  descent  of  the  punches.  The  feed  motion  of 
the  power  puncher  is  identical  with  that  of  the  single  lever 
puncher,  which  is  described  at  greater  length  on  page  1214. 

There  are  three  punches  corresponding  to  the  centre  hole  and 
the  two  side  holes.  The  manner  in  which  they  are  forced  down 
into  the  paper  is  as  follows-  On  the  axle,  which  carries  the  escape- 
ment wheel  and  paper  cam,  there  is  a  second  cam  wheel  fixed, 
called  the  punching  cam,  on  whose  rim  there  are  twelve 
wedge-shaped  projections.  One  of  these  passes  over  the  central 
punch,  and  depresses  it  every  time  that  the  axle  revolves  par- 
tially owing  to  the  depression  of  any  one  of  the  three  keys.  If 
the  centre  key  is  depressed,  then  nothing  occurs  except  the 
release  of  the  detent  and  the  consequent  partial  revolution  of 
the  axle,  which  causes  the  paper  to  advance  one  space,  and 
causes  one  central  hole  to  be  punched.  Neither  of  the  side 
punches  is  afEected,  because  they  are  somewhat  shorter  than  the 
central  punch,  and  so  allow  the  revolving  wedges  of  the  punch- 
ing cam  to  pass  without  depressing  them.  But  if  one  of  the 
side  keys  is  depressed  a  packing  piece  slides  in  over  the  top  of 
the  corresponding  side  punch,  and,  the  detent  being  released  as 
before,  the  revolving  wedge  of  the  punching  cam  cannot  now 
pass  without  depressing'  both  the  centre  and  the  side  punch, 
which  has  been  (so  to  speak)  lengthened  by  the  introduction  of 
the  packing  piece.  If  both  side  keys  are  simultaneously 
depressed,  both  packing  pieces  are  slipped  in  over  the  punches, 
and  all  three  holec  are  punched. .  The  effect  of  this  would  be,  as 
we  have  seen  on  page  1196,  to  produce  a  space  in  the  sending. 
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The  spring  or  weight  has  to  be  wound  up  from  time  to 
time.  With  an  ordinary  Morse  spring  the  power  puncher  will 
punch  about  twenty  words  without  needing  to  be  wound  up 
afresh. 

Great  care  must  be  taken  to  keep  the  fingers  clear  of  the  keys 
which  are  intended  not  to  be  depressed,  otherwise  the  packing 
pieces  may  be  slipped  in  accidentally  and  false  signals  be  pro- 
duced. 

The  best  way  to  put  in  the  paper  is  to  double  it  over  the  end 
of  a  piece  of  steel  spring  about  six  inches  long,  and  push  the 
spring  and  paper  in  together,  care  being  taken  to  draw  back  the 
spring  before  beginning  to  punch. 

The  Single  Lever  Puncher. — In  this  puncher  the  principle  of 
packing  pieces  is  used,  and  the  feed  motion  is  the  same  as  that 
of  the  power  puncher,  but  the  work  is  entirely  done  by  hand. 
There  is  a  long  horizontal  lever,  on  the  end  of  which  nearest  to 
the  operator  there  are  three  finger  keys.  When  any  one  of 
these  keys  is  depressed,  the  near  end  of  the  lever  is  depressed 
with  it  Fixed  to  the  lever  is  a  projection,  A  (fig.  720),  with  a 
cam-shaped  surface,  and  as  the  lever  is  depressed  this  cam  slides 
along  the  surface  of  another  piece,  B,  in « contact  with  it,  and 
gives  a  reciprocating  motion  to  B.  The  piece  B  actuates  the  feea 
in  the  manner  described  below.  When  the  centre  key  is 
depressed  the  lever  descends,  works  the  feed,  and  a  centre  hole 
is  punched.  When  either  of  the  two  side  keys  is  depressed,  a 
packing  piece  slides  in  over  the  top  of  the  corresponding  side 
punch ;  then  the  lever  descends,  works  the  feed,  and  punches 
both  a  side  and  a  centre  hola  A  spiral  spring,  fixed  to  the  dis- 
tant end  of  the  lever,  pulls  it  back  when  the  pressure  of  the 
fingers  is  removed. 

The  feed  mechanism  is  shown  in  fig.  720.  The  paper  is  carried 
along  by  a  toothed  roller,  C,  whose  teeth  enter  the  centre  holes. 
This  roller  is  placed  immediately  behind  the  punches.  Fixed 
on  the  same  axle  as  the  roller  are  two  ratchet  wheels,  D  and  E, 
whose  teeth  face  opposite  ways.  D  is  the  one  by  means  of 
which  the  paj^er  is  drawn  along ;  the  other  one,  E,  is  required 
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in  order  that  the  paper  may  be  held  so  as  to  be  perfectly 
incapable  of  moving  during  the  time  that  the  punches  are  enter- 
ing and  leaving  it  During  the  early  part  of  the  descent  of  the 
lever  the  piece  B  descends,  and  carries  with  it  a  spring  pawl  F, 
fixed  on  the  side  of  it  nearest  to  the  centre  of  the  instrument, 
and  gearing  into  the  upper  side  of  the  ratchet  wheel  D.  This 
pawl  pulls  the  ratchet  wheel  round  one  tooth,  and  consequently 
causes  the  paper  to  advance  through  one  space.  When  the 
advance  is  complete,  a  click,  G,  working  oYi  the  lower  side  of 


the  same  ratchet  wheel,  falls  into  gear,  and  so  prevents  the 
wheel  from  turning  the  wrong  way  during  the  back-stroke.  Just 
before  the  punch  or  punches  enter  the  paper,  a  pawl,  H,  on  the 
outer  side  comes  into  gear  with  the  ratchet  wheel  E  on  its  lower 
side.  This  pawl  has  been  gradually  rising  during  the  descent 
of  the  lever,  but  it  only  comes  into  gear  when  the  paper  is  just 
about  to  be  punched.  It  remains  in  during  the  whole  time  that 
the  punch  or  punches  are  in  the  paper,  and  insures  that  the 
paper  does  not  move  during  that  time.  As  the  lever  is  allowed 
to  rise,  this  paul  falls  out  of  gear;  the  paul  F  rises  so  as  to 
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catch  hold  of  the  next  succeeding  tooth  of  D,  while  the  click  Gr 
prevents  the  roller  from  turning  backward.  The  paul  H  is 
actuated  by  a  pin,  I,  projecting  from  the  outer  side  of  B.  There 
is  a  spring,  K,  pressing  on  the  back  of  paul  H,  in  order  to  dis- 
engage it  from  the  ratchet  wheel  E  when  the  lever  risea  There 
is  also  a  spring,  L,  pressing  on  the  back  of  B,  to  make  it  rise 
when  the  lever  rises.  The  two  springs  K  and  L  are  fastened 
by  screws  under  the  sole-plate  of  the  instrument 

The  surface  of  the  cam  A  is  so  shaped  as  to  start  the  paper 
gradually,  and  also  so  as  not  to  bring  any  force  to  bear  upon  B, 
during  the  actual  punching  of  the  paper.  The  feed  motion  is 
completely  over  before  the  punch  enters  the  paper. 

The  springs  and  pawls  for  the  feed  motion  are  usually  pro- 
vided in  duplicate.  Before  attempting  to  take  the  machine  to 
pieces,  the  operator  ought  to  make  sure  that  he  understands 
what  the  conditions  of  perfect  working  are.  The  pawl  F  must 
begin  to  pull  round  the  ratchet  D  the  instant  that  the  lever 
begins  to  descend.  It  must  cease  to  pull  as  soon  as  the  paper 
has  advanced  one  space,  and  before  the  punch  begins  to  enter 
the  paper.  At  the  instant  that  it  ceases  to  pull  the  click  G  must 
fall  into  gear,  and  at  the  same  instant  the  pawl  H  must  come 
into  action.  During  the  remainder  of  the  descent  of  the  lever 
no  force  must  be  brought  to  bear  upon  B  by  the  cam  A» 
although  A  continues  moving. 
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CHAPTER  LIL 

Edison's  magnetic  bridge. 

Perhaps  no  electric  measuring  instrument  has  proved  more 
useful  in  practice,  especially  if  we  consider  the  various  forms 
which  it  has  assumed,  than  the  device  contrived  by  Christie  and 
commonly  known  as  Wheatstone's  bridge.  It  was  with  the  be- 
lief that  a  similar  instrument  could  be  constructed,  which  should 
perform  the  same  service  for  magnetic  measurements,  that  the 
experiments  were  made,  the  results  of  which  are  embodied  in 
this  apparatus. 

The  Wheatstone  bridge  is  based  upon  the  fact  that  if  two 
points  of  different  electric  potentials  are  united  by  two  conduct- 
ing paths,  the  fall  of  potential  along  these  paths  is  absolutely 
the  same,  provided  that  these  paths  are  absolutely  alike  electri- 
cally. Consequently,  if  two  points  equidistant  from  the  place 
of  higher  potential  be  connected  together,  no  current  will  flow 
through  the  connecting  wire.  So,  by  analogy,  if  two  points  be 
maintained  at  a  constant  difference  from  one  to  the  other  through 
two  or  more  paths,  the  magnetic  potential  will  be  absolutely 
uniform  in  all,  provided  these  paths  be  magnetically  identical. 
Hence,  at  any  two  points  equidistant  from  a  given  termmal,  the 
magnetic  potential  is  the  same,  and  these  points  would  be  with- 
out differential  action  upon  a  magnetic  pole. 

The  magnetic  bridge  may  be  constructed  in  the  form  of  a 
rhomb,  the  typical  form  of  the  Wheatstone  bridge.  For  this 
purpose  the  four  sides  are  made  of  the  purest  Norway  iron,  as 
soft  as  possible,  and  thoroughly  annealed.  To  the  acute  angles 
of  the  rhomb  are  connected  the  poles  of  a  long  U-shaped  electro- 
magnet, whose  function  is  to  develop  the  desired  magnetic  po- 
tential difference  at  these  points.  Connected  to  the  two  obtuse 
angles,  and  projecting  inward,  are  two  bars  of  Norway  iron  simi- 
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lar  in  section  to  those  forming  the  sides.  Their  inner  ends, 
which  are  hollowed  out,  approach  to  within  about  a  half  inch  of 
each  other.  (Fig.  721.)  Between  these  ends  a  stirrup,  B,  is 
suspended  by  means  of  a  silk  fibre,  A,  which  stirrup  carries  a 
short  needle  consisting  of  a  thin  tube  of  hardened  sieel,  C,  well 
magnetized.  To  the  stirrup  is  attached  either  a  pointer,  E, 
moving  over  a  graduated  arc,  or,  better,  a  mirror  by  means  of 
which  the  deflection  can  be  read  in  the  usual  way  with  a  lamp- 
stand  and  scale.     (Fig.  722.) 


Fig.  721. 

In  the  instrument  now  in  use  in  Mr.  Edison's  laboratory  the 
magnetic  bridge  is  in  the  form  of  a  rectangle,  the  ends  or  poles 
of  the  electro- magnet  being  connected  to  the  middle  of  the  short 
sides,  while  the  bars  which  pass  inward  to  the  needle  are  joined 
to  the  middle  of  the  longer  sides.  The  four  halves  of  these  lon- 
ger sides  constitute  the  sides  of  the  bridge.  The  two  at  one  end 
of  the  rectangle  are  fixed,  the  two  at  the  other  end  are  movable. 
The  two  bars  which  pass  inward  to  the  needle  are  carved  so  as 
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to  form  a  semicircle  standing  above  the  plane  of  the  rectangle. 
The  needle  itself  is  similar  in  construction  to  that  above  de- 
scribed, but  is  suspended  by  a  wire  attached  to  a  torsion  head. 

It  will  be  readily  seen  that  when  the  electro-magnet  is  charged 
a  constant  difference  of  magnetic  potential  is  maintained  at  the 
two  ends  of  the  rectangle,  so  that  if  the  four  bars  constituting  the 
sides  of  the  bridge  are  magnetically  identical,  there  will  be  no 
difference  of  magnetic  potential  between  the  ends  of  the  bars 
which  pass  to  the  needle,  and  hence  there  will  be  no  deflection  ; 
but  if  one  of  the  movable  bars  be  loosened,  the  needle  is  at  once 
deflected,  and  in  a  direction  depending  upon  the  side  the  bar 
occupies.  If  the  bar  be  entirely  removed,  the  deflection  is  a 
maximum,  of  course.  And  if  it  be  replaced  by  another  bar  dif- 
fering in  cross  section,  m  quality  of  iron,  or  in  any  other  way 
which  affects  the  magnetic  conductivity  through  the  bridge,  the 
deflection  shows  at  once  the  amount  of  difference  between  that 
bar  and  the  original  one  taken  as  a  standard.  The  instrument 
is  extraordinarily  delicate,  and  the  principal  difficulties  encoun- 
tered in  using  it  have  arisen  in  the  attempt  to  pi*eserve  this  deli- 
cacy while  at  the  same  time  the  range  of  the  apparatus  is  main- 
tained. 

The  magnetic  bridge  was  devised  for  the  purpose  of  testing 
readily  the  quality  of  the  iron  purchased  for  the  construction  of 
dynamo-electric  machines.  Very  great  variations  are  observed 
in  iron  supposed  commercially  to  be  of  the  same  quality ;  con- 
sequently, the  potential  difference  developed  by  a  dynamo  hav- 
ing field  cores  of  such  iron  can  never  be  exactly  calculated.  But 
by  comparing  the  iron  which  is  to  be  thus  used,  in  the  magnetic 
bridge,  its  exact  value  for  dynamo  purposes  may  be  determined, 
and  the  constants  of  the  generator  thus  accurately  calculated  in 
advance. 

But  this  bridge,  it  would  seem,  will  be  equally  useful  for  test- 
ing iron  and  steel  for  other  purposes.  By  its  means,  not  only 
may  the  character  and  quality  of  the  metal  be  ascertained  in 
terms  of  any  desired  standard,  but  flaws  in  the  interior  of  a  bar, 
such  as  a  car  axle,  may  be  discovered  at  once. 
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Constructed  with  suflScient  care  and  attention  to  details,  the 
magnetic  bridge  may,  without  doubt,  be  made  a  most  valuable 
instrument  of  precision  for  the  furtherance  of  scientific  research. 
The  theory  of  its  action  is  extremely  simple,  and  it  is  the  exact 
counterpart  of  an  ordinary  Wheatstone  bridge  constructed  for 
measuring  low  resistance  and  immersed  in  water,  since,  now, 
whatever  is  true  electrically  of  the  one  is  true  magnetically  of 
the  other.  Not  only  may  the  laws  of  magnetic  conductivity  be 
investigated  by  means  of  this  balance,  for  all  para  and  dia  mag- 
netic bodies,  but  the  variation  of  this  conductivity  under  the 
action  of  various  physical  agencies,  such  as  heat,  pressure,  strain, 
etc.,  may  be  determined. 
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WEieHT  PER  LDIEAL  FOOT  OF  fIBES  OF  DIFFERENT  METALS, 


BY   AMERICAN   GAUGE. 


No.  of 
Gauge. 

Size  of  each 
number. 

Wrought 
Iron. 

Steel. 

Copper. 

Brass. 

Inch. 

Lbi. 

Lbg. 

Lbs, 

Lbs. 

0000 

.46000 

.560740 

.566030 

.640513 

.605176 

000 

.40964 

.444683 

.448879 

.607946 

.479908 

00 

.36480 

.352669 

.356986 

.402830 

.380666 

0 

.32486 

.279665 

.282303 

.319451 

.301816 

1 

.28930 

.221789 

.223891 

.253342 

.239353 

2 

.26763 

.175888 

.177648 

.200911 

.189818 

3 

.22942 

.139480 

.140796 

.169323 

.160522 

4 

.20431 

.110616 

.111660 

.126353 

.119376 

6 

.18194 

.087720 

.088548 

.100200 

.094666 

6 

.16202 

.069565 

.070221 

.079462 

.075076 

7 

.14428 

.056165 

.055685 

.063013 

.059645 

8 

.12849 

.043751 

.044164 

.049976 

.047219 

9 

.11443 

.034699 

.035026 

.039636 

.037437 

10 

.10180 

.027512 

.027772 

.031426 

.029687 

11 

.090742 

.021820 

.022026 

.024924 

.023649 

12 

.080808 

.017304 

.017468 

.019766 

.018676 

13 

.071961 

.013722 

.013851 

.015674 

.014809 

14 

.064084 

.010886 

.010989 

.012435 

.011746 

16 

.067068 

.008631 

.008712 

.009860 

.009315 

16 

.050820 

.006845 

.006909 

.007819 

.007687 

17 

.045257 

.005427 

.006478 

.000190 

.005857 

18 

.040303 

.004304 

.004344 

.004916 

.004645 

19 

.035890 

.003413 

.003445 

.003899 

.003684 

20 

.031961 

.002708 

.002734 

.003094 

.002920 

21 

.028462 

.002147 

.002167 

.002452 

.002317 

22 

.025347 

.001703 

.001719 

.001945 

.001838 

23 

.022571 

.001350 

.001363 

.001642 

.001457 

24 

.020100 

.001071 

.001081 

.001223 

.001156 

25 

.017900 

.0008491 

.0008671 

.0009699 

.0009163 

26 

.01594 

.0006734 

.0006797 

.0007692 

.0007267 

27 

.014195 

.0006340 

.0005391 

.0006090 

.0005763 

28 

.012641 

.0004235 

.0004275 

.0004837 

.0004570 

29 

.011257 

.0003358 

.0003389 

.  .0003835 

.0003624 

30 

.010025 

.0002663 

.0002688 

.0003042 

.0002874 

31 

.008928 

.0002113 

.0002132 

.0002413 

.0002280 

32 

.007960 

.0001675 

.0001691 

.0001913 

.0001808 

33 

.007080 

.0001328 

.0001341 

.0001517 

.0001434 

34 

.006304 

.0001053 

.0001063 

.0001204 

.0001137 

35 

.005614 

.00008366 

.00008445 

.0000956 

.00009015 

36 

.006000 

.00006625 

.00006687 

.0000757 

.0000715 

37 

.004453 

.00006265 

.000C6304 

.00006003 

.00005671 

38 

.003965 

.00004166 

.00004205 

.00004768 

.00004496 

39 

.003531 

.00003305 

.00003330 

.00003775 

.00003566 

40 

.003144 

.00002620 

.00002644 

.00002992 

.00002827 

Specific 

J  graritiea, 

7.774 

7.847 

8.8S0 

8.386 

Weight 

£  of  a  cubic 

foot,  485.87 

490.45 

554.988 

524.16 
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COMPARISON  OF  AMERICAN  AND  BIRMINGHAM  WIRE  mm. 


AMERICAN. 


0000 

000 

00 

0 

1 

2 
3 
4 
5 
6 
7 
8 
9 

10 
11 
12 
13 
14 
15 
16 
17 
18 


ji 
% 

CO  G 


lis 
ill 


.460 

.40964 

.36480 

.32495 

.28930 

.25763 

.22942 

.20431 

.18194 

.16202 

.14428 

.12849' 

.11443 

.10189 

.09074 

.08081 

.07196 

.06408 

.05707 

.05082 

.04526 

.0403 


.05036 
.04484 
.03994 
.03556 
.03167 
.02821 
.02511 
.02237 
.01992 
.01774 
.01579 
.01406 
.01254 
.01105 
.00993 
.00885 
.00788 
.00702 
.00625 
.00556 
.00495 


BIRMING- 
HAM. 


Ill 


®  fl  - 

*l^ 


.454 
.425 
.380 
.340 
.300 
.284 
.259 
.238 
.220 
.203 
.180 
.165 
.148 
.134 

.120 

i 
1.109 

!  .095 

1.083 

.072 
!.065 

.058 
1.049 


Hi 


.029 
.045 


.040  H  22 


.040 
.016 
.025 
.021 
.018 
.017 
.023 
.015 
.017 
.014 
.014 
.011 
.014 
.012 
.011 
.007 
.007 


I 
I 


19 
20 
21 


23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 


AMERICAN. 


0*0  a 
CO  ►*  ■ 


.009'  40 


.03589 

.03196 

.02846 

.02535 

.02257 

.0201 

.0179 

.01594 

.01419 

.01264 

.01126 

.01002 

.00893 

.00795 

.00708 

.0063 

.00561 

.005 

.00445 

.00396 

.00353 

.00314 


II  i 

S^2 


.00441 
.00393 
.00350 
.00311 
.00278 
.00247 
.00220 
.00196 
.00174 
.00155 
.00138 
.00123 
.00110 
.00098 
.00087 
.00078 
.00069 
.00061 
.00055 
.00049 
.00043 
.00039 


BIRMINQ> 
HAM. 


II 


"l^i^i 


8  go 
2l| 


.042 
.035 
.032 
.028 
.025 
.022 
.020 
.018 
.016 
.014 
.013 
.012 
.010 
.009 
.008 
.007 
.005 
.004 


.007 
.007 
.003 
.004 
.003 
.003 
.002 
.002 
.002 
.002 
.001 
.001 
.002 
.001 
.001 
.001 
.002 
.001 
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TaUe  of  Relatire  Resistance  of  &ntta  Percba  at  Different  Teiperatnres. 


Temp. 

Degrees 

Ttiu. 

Beslatance. 

Temp. 
Degrees 
j       Fahr. 

Besietance. 

1      TeinP- 

Resistance. 

90 

0.394 

70 

1.364 

1       50 

4.712 

89 

0.420 

69 

1.451 

j      49 

5.013 

88 

0.447 

68 

1.543 

1      ^ 

5.334 

87 

0.475 

■      67 

1.642 

1      47 

5.675 

86 

0.506 

I      66 

1.747 

46 

6.038 

85 

0.538 

i      65 

1.859 

'      45 

1 

6.425 

84 

0.572 

64 

1.978 

I      44 

6.835 

83 

0.609 

63 

2.104 

i      ^ 

7.273 

82 

0.648 

62 

1 

2.239 

1      42 

7.738 

81 

0.689 

i      '' 

2.382 

1      41 

8.233 

80 

0.733 

60 

1 

2.535 

1      40 

8.760 

79 

0.780 

59 

2.697 

39 

9.132 

78 

0.830 

1      58 

2.869 

38 

9.917 

77 

0.883 

57 

1 

3.053 

37 

1 

10.55 

76 

0.940 

1 

56 

1 

3.248 

1       36 

11.22 

75 

1.000 

1      55 

3.456 

35 

11.94 

74 

1.064 

:       54 

3.680 

34 

12.71 

73 

1.132 

1       '' 

3.912 

33 

13.52 

72 

1.204 

52 

4.162 

32 

14.38 

71 

1.282 

51 

4.429 

; 
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COPPER    W^IRE 

SPECIFIC  GRAVITY,  8.9. 


I 

"1 

ni 

IT 

V        1        TI              Ml 

Tin 

.V    1      X 

" 

-    1 

n. 
w.o. 

DlAMBTBR. 

1  c 

Wbioht. 

Lkmoth. 

Rksictakck  ok  Pobk  ComcH  at  C0«  Pah. 

No. 

In  Mtl«. 

-.Ml 

In. 

i\ 

Orftin* 

(w.) 

Pounds 
per  1M« 

re«t 

Pound! 

P©«t 

p«r 

pound. 

Pe«t 

per  1000 
feet. 

Obnu 

Ohmo 

per 

Pound. 

5 

220 

5.60 

48400 

1024.9 

146.41 

778.045 

0.8, 

4681.1 

.2186 

1.1278 

.001459 

6 

206 

5.16 

41200 

872.6 

124.66 

657.205 

8.02;8985.7 

.2609 

1.3248 

.003012 

7 

180 

4.57 

82403 

686.1 

98.01 

517.498 

10.208134.8 

.3190 

1.6848 

.008254 

8 

165 

4.19 

27225 

578.5 

82.86 

484.861 

12.14'2e33.7 

.3797 

2.0O48 

.004610 

9 

148 

8.76 

21904 

438.8 

66.26 

348.858 

15.102119.9 

.4n9 

2.4916 

.007126 

10 

184 

8.40 

17966 

880.2 

54.29 

286.651 

18.441737.0 

.5757 

3.0897 

.010618 

11 

120 

8.05 

14400 

804.9 

48.66 

229.997 

22.951892.9 

.7179 

3.7906 

.016178 

12 

109 

2.77 

11881 

251.6 

85.94 

189.783 

27.82 

1149.4 

.8700 

4.5086 

.024806 

18 

95 

2.41 

9025 

191.1 

27.80 

144.144 

86.68 

878.1 

1.1454 

6.0477 

.041966 

14 

88 

2.11 

6880 

145.9 

23.84 

110.085 

47.98 

665.8 

1.6080 

7.9358 

.072114 

15 

72 

1.88 

6184 

109.77 

15.68 

82.7W 

68.77 

501.5 

1.9941 

10.5288 

.127157 

18 

€5 

l.€5 

4225 

89.460 

12.78 

67.478 

78.26 

408.7 

2.4466 

12.9180 

.191446 

17 

68 

1.47 

8864 

68.080 

9.719 

51.8168 

102.89 

310.8 

8.2176 

16.9689 

.381069 

18 

49 

1.24 

2401 

50.844 

7.263 

83.3486 

i87.68|  282.3 

4.8062 

22.7816 

.602740 

19 

42 

1.07 

1764 

87.854 

5.886 

28.1741 

187.40  17D.6 

6.8399 

30.9408 

1.0061 

20 

85 

.80 

1225 

25.941 

8.706 

19.6677 

269.83 

118.6 

8.4881 

44.5582 

2.2783 

21 

82 

.81 

1024 

21.684 

8.096 

16.8574 

822.79 

99.1 

10.094 

63.2968 

8.«570 

22 

28 

.n 

784 

16.602 

2.872 

12.5242 

421.53 

75.8 

13.185 

69.6168 

5.5385 

28 

25 

.64 

625 

18.285 

1.891 

9.0846 

588.82 

60.5   16.589 

87.8250 

8.7457 

24 

22 

.56 

484 

10.249 

1.464 

7.7299 

683.06 

46.8  21.367 

112.T660 

14.587 

25 

20 

.51 

400 

8.470 

1.210 

6.3888 

826.44 

38.7 

25.848 

186.461 

21.311 

26 

18 

.46 

824 

6.861 

.980 

5.1744 

1020.40 

31.3 

31.904 

168.468 

82.588 

37  \    16 

.41 

256 

6.421 

.7744 

4.0888 

1231.32 

24.8 

40.378 

218.196 

62.140 

28 

14 

.86 

196 

4.161 

.6080 

8.1210 

1666.84 

19.0 

60.782 

278.426 

88.9M 

29 

18 

.88 

169 

8.679 

.5113 

2.6997 

1966.79 

16.3 

61.1604 

822.927 

119.817 

83 

12 

.80 

144 

8.049 

.4856 

2.8000 

2295.68 

13.9 

n.7«50 

37e.708 

164.656 

81 

10 

.25 

100 

2.116 

.3026 

1.5977 

8304.69;      9.7 

108.849 

6<:6.663 

841.586 

82 

9 

.28 

81 

1.715       .2460 

1.2986 

4081.61'      7.8 

127.892 

674.214 

S21.189 

83 

8 

.20 

64 

1.855       .1986 

1.0222 

6166.29     6.2  J161.&45 

852.966 

884.427 

34 

7 

.18 

49 

1.008|      .1483 

.7830 

6748.09'    4.7  210.879 

1113.441 

1421.978 

85 

5 

.18 

25 

.529 

.0756 

.3998 

13827.5l|    2.4  ;413.784 

2184.780 

5478.882 

80 

4 

.10 

16 

J 

.889 

.0484 

.2656 

,90661.16,    1.55  646,706 

8400.822 

18841.014 
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rrik-Bi^jQ  V. 


FOR  CALCOUTIHa  APPROHMATELT  THE  BESISTAKCE  OF  COPPER 

AT  DIFFERENT  TEMPERATURES  FAHRENHEIT. 


To  Increase  from  lower  temperature  to 
hlKher,  roalUplr  the  reiistance  by  the  nom- 
ber  in  Colnmn  1. 

To  rednoe  from  higher  temperature  to 
lower,  malUply  the  resistance  by  the  nnm- 
ber  in  Colnmn  4. 

No.  of 
Degrees. 

Colnmn  S. 

No.  of 
Degrees. 

Colnmn  2. 

No.  of 
Degrees. 

Column  4. 

No  of 
Degrees. 

Column  4. 

0 

1. 

16 

1.0341 

0 

1. 

16 

0.9670 

1 

1.0021 

17 

1.0363 

1 

0.9979 

17 

0.9650 

2 

1.0042 

18 

1.0385 

2 

0.9958 

18 

0.9629 

3 

1.0063 

19 

1.0407 

3 

0.9937 

19 

0.9609 

4 

1.0084 

20 

1.0428 

4 

0.9916 

20 

0.9589 

5 

1.0106 

21 

1.0450 

6 

0.9896 

21 

0.9569 

6 

1.0127 

22 

1.0472 

6 

0.9876 

22 

0.9649 

7 

1.0148 

23 

1.0494 

7 

0.9864 

23 

0.9629 

8 

1.0169 

24 

1.0516 

8 

0.9834 

24 

0.9609 

9 

1.0191 

25 

1.0538 

9 

0.9813 

25 

0.9489 

10 

1.0212 

26 

1.0561 

10 

0.9792 

26 

0.9469 

11 

1.0283 

27 

1.0583 

11 

0.9772 

27 

0.9449 

12 

1.0265 

28 

1.0606 

12 

0.9761 

28 

0.9429 

13 

1.0276 

29 

1.0627 

13 

0.97S1 

29 

0.9409 

14 

1.0298 

30 

1.0650 

14 

0.9711 

30 

0.9390 

15 

1.0320 

> 

16 

J 

0.9690 

1 
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IRON    WIRE. 


I 

i  II 

III 

ir 

T 

VI 

VII 

Till 

IX 

X 

B.  W. 

Gauge. 

DiAME 

TTO. 

ill 

u  H  ^ 

Weight. 

8p.  Ob.  taken 

AT  7.74. 

Length. 

Rbsistahoe. 
Texp.  75.8*  Fahb. 

Batio 

of 
B'kg. 



Weight 

to 
Weight 

MHe. 

In  MUji. 

Milli- 
metres. 

Grains 

Poonds 

Feet 

Feet 

Ohms 

No. 

-  .001  in. 
(d.) 

m 

per  foot. 

(w.) 

& 

per 
Ponnd. 

Ohm. 

jKe. 

0000 

454 

11.53 

206116 

3816.8 

2877.8 

1.83 

3106 

1.70 

000 

425 

10.80  ,180625 

3326.4 

2608.0 

2.10 

2708 

1.96 

00 

380 

9.65  1144400 

2669.3 

2005.1 

2.60 

2172 

2.43 

0 

340 

8.64 

115600 

1691.0 

1275.0 

4.14 

1378 

3.83 

1 

300 

7.62 

90000 

1657.4 

1249.7 

4.22 

1350 

3.91 

2 

284 

7.21 

80656 

1486.4 

1120.0 

4.78 

121] 

4.36 

3 

259 

6.68 

G7081 

1236.4 

931.6 

6.70 

1008 

6.24 

4 

238 

6.05 

56644 

1043.2 

886.6 

6.00 

958 

6.61 

5 

220 

5.59 

48400 

891.3 

673.0 

7.85 

727 

7.26 

6 

203 

6.16 

41209 

758.9 

672.2 

9.20 

618 

8.64 

3.05 

7 

180 

4.57 

32400 

696.7 

449.9 

11.70 

678 

10.86 

3.40 

8 

165 

4.19 

27225 

601.4 

378.1 

14.00 

409 

12.92 

3.07 

9 

148 

3.76 

21904 

403.4 

304.2 

17.4 

328 

16.10 

3.38 

10 

134 

3.40      17956 

330.7 

249.4 

21.2 

269 

19.60 

3.37 

11 

120 

3.05 

14400 

266.2 

200.0 

26.4 

216 

24.42 

2.97 

12 

109 

2.77 

11881 

218.8 

165.0 

32.0 

179 

29.60 

3.43 

13 

95 

2.41 

9025 

166.2 

125.3 

42.2 

135 

39.00 

3.12 

U 

83 

2.11 

6889 

126.9 

95.7 

55.2 

104 

61.00 

3.00 

15 

72 

1.83 

5184 

95.5 

72.0 

73.3 

78 

67.83 

3.05 

16 

65 

1.65 

4225 

77.8 

58.7 

90.0 

63 

83.20 

17 

58 

1.47  ;     3364 

67.5 

50.9 

103.7 

65 

96.00 

18 

49 

1.23 

2401 

44.2 

33.3 

158.6 

36.9 

147.00 

19 

42 

1.07 

1764 

32.6 

24.5 

216.6 

26.0 

199.34 

20 

35 

.89 

1225 

22.6 

17.0 

310.6 

"1 

287.30  1 

The  above  table  is  calculated  upon  the  basis  of  tests  of  wire  such  as  is  now  fur- 
nished the  Western  Union  Telegraph  Co.  The  mean  of  a  g^reat  many  of  these  tests 
gives  4,884  lbs.  per  mile-ohm;  that  is,  the  amount  of  metal  hy  weight  in  a  mile 
length  of  wire,  having  one  ohm  resistance,  is  equal  to  4884  lbs.  Bj  dividing  this 
constant  hy  the  weight  per  mile  of  any  other  size  wire  of  the  same  materia],  we  ob- 
tain the  resistance  in  ohms  per  mile  of  such  wire.  The  breaking  weight  of  any  of 
the  above  size  wires  averages  about  three  times  its  own  weight  per  mile. 
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TA-^aXaE  VII. 

NATURAL  SINES  AND  TANGENTS. 


1 

1 

1 

1 

1 

1 

1 

1 

Tangent. 
Degree. 

1 

*i 

0.6 

.00678 

.00678 

28 

.80073 

.43447 

{46.5 

.71386 

1.01761 

,8 

.92718 

3.47509 

1 

.01746 

.01745  28.5 

.89676 

.48481 

46 

.71934 

1.08668 

68.5 

.93048 

2.53866 

1.6 

.08618 

.08618  1  84 

.40674 

.44582 

46.6 

.72587 

1.06878  {69 

.93868 

2.60600 

2 

.03490 

.08492  II  24.5  .41409 

.45672 

'47 

.73185 

1.07887,1  69.5 

.98667 

2.67468 

2.5 

.04863 

.04366  1  25 

.48868 

.46630 

,47.5 

.78728 

1.09181 

70 

.98969 

8.74748 

8 

.05884 

.05240  25.6 

.48051  .47697 

I48 

.74814 

1.11061 

70.5 

.94864 

8.88391 

8.5 

.06106 

.06110  26 

.48887  1  .48778 

48.5 

.74896 

1.18089 

71 

.94668 

8.90181 

4 

.06976 

.06992  \   26.6  .44680  I  .49858  '  40 

.75471 

1.16087 

71.5 

.91888 

8.96860 

4.6 

.07846 

.07870  1  87   .46899  1  .50068 

149.5 

.76041 

1.17065 

72 

.95106 

3.07V68 

5 

.08T16 

.067481  87.5  .46175  .52066 

> 

.76601 

1.19175 

72.5 

.96878 

8.17159 

5.5 

.09586 

.0962811 28   .46947  1.63170 

60.5 

.7n62 

1.81810 

73 

.95680 

8.87065 

G 

.10468 

.10510  li  28.6  .47716  .54295 
.11393';  29  1.48481  .56430 

,51 

.THIS 

1.88400 

78.6 

.95888 

8.87594 

6.5 

.11880 

51.6 

.78281 

ij&n7 

74 

.96126 

8.48741 

7 

.18187 

.12278  1  29.5  .49842  1  .56577 

58 

.78601 

1.27994 

74.5 

.96868 

3.C0668 

7.5 

.18068 

.18165  80   .60000  1  .57735  j  58.5 

.79885 

1.30683 

l76 

.96693 

8.78206 

8 

.18917 

.14051  !  30.5  .50754  1  .58904  |  53 

.79864 

l.WrOi   !  75.5 

.96815 

8.86671 

8.5 

.14781 

.14945 

81 

.516(V4|  .600661  63.5 

.80886 

1.85142  76 

.97080 

4.01078 

9 

.15648 

.15838 

,81.5 

.68250  '  .61280  |  64 

.80902 

1.87636  1  76.5 

.97887 

4.16580 

9.5 

.16606 

.16784  88 

.58992  1  .68486  M.5 

.81418 

1.40196  1  77 

.97487 

4.33148 

10 

17866 

.17638  88.5  ]  .58730 

.637071  56 

.81915 

1.48815 

'77.5 

.97680 

4.51071 

10.5 

.18284 

.18638  83 

.54464 

.&1940{  65.6 

.82413 

1.46601 

78 

.97815 

4.70463 

11 

.19061 

.194381  33.6 

.56194 

.66188  "66 

.82904 

1.48856 

78.6 

.97998 

4.91506 

11.5 

.19987 

JH)34&  34 

.66910  '  .07450  1  56.6 

.83389 

1.61064 

79 

.96163 

6.14455 

12 

.80791 

JW865  84.5  ,  .56641  .68728  '  67 

.88867 

1.58967 

79.5 

.96885 

5.89552 

12.5 

.81644 

Je2160  35  !  .67358  .70020 '  57.6 

.84339 

1.56669 

80 

.96481 

5.67188 

18 

.28196 

.88066  85.5  .58070  .71829  C8 

.84806 

1.60088  '  80.5 

.96689 

6.97676 

18.5 

.23346 

JM007  '  36  1  .58770  .72654  \   58.6 

.85864 

1.68166 

,81 

.96769 

6.81875 

14 

JM198 

.849321:36.5 

.59482  .78996 

> 

.86717 

1.66488 

181.5 

.98902 

0.60116 

14.6 

.86088 

.258611' 37 

.60182  .75855 

69.6 

.86163 

1.69766 

'88 

.99087 

7.11587 

15 

.85888 

JW794  '87.6 

.60676  1  .76782 

i60 

.86603 

1.73806 

88.5 

.99144 

7.60575 

15.5 

.867^ 

.87788  |88 

.61566 

.78128 

{60.5 

.87086 

1.76749 

88 

.99855 

8.14485 

16 

J87564 

.88674  ,88.5 

.68861 

.79643 

,01 

.87468 

1.80105 

88.6 

.99367 

8.77689 

16.6 

J28408 

.89681  89 

.(6983 

.87888 

1.84177 

84 

.99452 

9.51436 

17 

J»887 

.80678  |89.6 

.68606 

.82488  168 

.88896 

1.88078 

84.5 

.99540 

10.3861  • 

17.5 

.80071 

.81689,140 
.884921140.5 

.64879 

.88910  i  62.5 

.86701 

1.92093 

86 

.99619 

11.4301 

18 

.80903 

.64946 

.86406  1,  63 

.89101 

1.96261 

85.5 

.99692 

12.7062 

las 

.81780 

.88469  "41 

.65606 

.680281' 08.5 

.89493 

2.00569 

86 

.99756 

14.3007 

19 

.82557 

.84482'  41.5 

.66868 

.86472  IG4 

.89679 

2.06060 

i86.5 

.99813 

16.&199 

19.6 

.88881 

.854111  48 

.66918 

.90040  1 1  64.5 

.90859 

2.09654 

|87 

.99863 

19.0811 

20 

.84808 

.86897  |!  48.6 

.67660 

.91683  '66 

.90631 

2.14451 

87.5 

.99905 

22.9088 

80.6 

.85021 

.87388  ||  48 

.68800 

.98251  65.6 

.90096 

2.19480 

i'68 

.99939 

28.6363 

81 

.85887 

.88886 

48.5 

.68686 

.948061' 66 

.91865 

2.24604 

88.6 

.99066 

38.1885 

21.6 

.86660 

.88391 

44   .60466 

.96668  ,  06.5  {  .91706 

2.20981 ,  89 

.99965 

67JJ900 

88 

.87461 

.40408 

44.5  .70001 

.96269  67  i  .98060 

2.35685  89.5 

.99996 

114.589 

82.5  .88868 

.41481  46  1 .70711  1.00000  67.5  '  .98888 

li    1      1      ti    1 

2.41421  I  90 

II 

1.00000 
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rrjLj^Tjn  viii. 

Showing  the  relative  Conductivity  and   Resistance  of 
Metals  and  Alloys. 

AT  0*  CENTIGRADE  OR  32'   FAHRENHEIT. 


Metalfl  and  Alloyei. 


Kelative  Conductivity. 
SiJver  (hard  drawn)— 100. 


Relative  Resistance. 
Silver  (hard  drawn)— 1. 


Silver,  soft 

Copper,  "    

Silver,  hard 

Copper,  '* 

Silver,  standard 

Gold,  soft 

Gold,  hard 

Gold,  proof 

^^^^^i  7.4%  Gold 

Alominum 

Silver,  with  W  Platinum. . . . 

Zinc,  pressed 

Gun  Metal,  Austrian 

Cadmium 

Copper,  with  m.7%  Zinc 

Copper,  with  26%  Zinc 

Iron,  soft 

Silver,  with  9.8%  Platinum. . . 

Platinum,  soft 

Cobalt 

Iron,  hard 

Steel,  about 

Gold  Silver,  alloy 

Nickel,  annealed 

Tin,  pressed 

Copper,  with  9.7j6  Tin | 

n«iH  J  with  15  2%  Silver  and 

"***^'1«.W  Copper 

/^i^  j  with  16A%  SUver  and 

^'°' 1 15.4j<  Copper 

Copper,  with  10.8j{  Tin 

Thallium 

Silver,  with  25%  Palladium. . . 

Lead,  pressed 

German  Silver 

Silver,  with  dA.4%  Platinum. . . 

Arsenic 

Antimony 

Platinum,  with  23.4%  Iridium. 

Gold,  with  15^  Iron 

Gold,  with  4. 7;i  Iron 

Gold,  with  5^  Iron 

Gold,  with  10!^  Iron 

Mercury 

BUjmuth 


108.67 
Iftg.CO 
100.00 
09.95 
80.63 
79.30 
77.96 
72.55 

44.47 
83.76 
31.64 
29.02 
27.08 
28.78 
22  27 
22.06 
20.73 
18.04 
18.08 
17.28 
16.81 
16.00 
15.08 
18.11 
12.36 
12.19 

12.02 

10.60 
10.21 
9.16 
8.52 
8.32 
7.80 
6.70 
4.76 
4.62 
4.54 
2.78 
2.37 
2.10 
2.06 
1.63 
1.25 


.92 
.98 
1.00 
1.00 
1.24 
1.26 
1.28 
1.87 

2.25 

2.96 
3.16 
8.44 
8.68 
4.21 
4.49 
4.58 
4.82 
5.54 
5.55 
5.81 
5.95 
6.25 
6.65 
7.63 
8.08 
8.20 

8.82 

9.43 
9.79 
10.92 
11.74 
12.08 
12.82 
14.90 
21.01 
21.65 
22.08 
86.28 
^25 
47.61 
48.54 
61.85 
80.00 
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IRON    WIRE. 


WorcMter 

Wire 

Qauge. 

Diameter. 

Area  of 
SecUon. 

Weirfitof 
lOOTeet. 

Weight  of 
1  mUe. 

Pectin 
68  pounds. 

Peetin 
2000  pounds. 

Nofl. 

Inches. 

Sq.  Inch. 
.1213 

Pounds. 

Pounds. 

Feet 

Peet. 

0000 

.396 

40.94 

2162 

154 

4885 

000 

.862 

.1029 

84.78 

1884 

181 

5759 

00 

.881 

.066(VI 

29.04 

1538 

217 

6886 

0 

.828 

.06198 

27.66. 

1460 

828 

7280 

1 

.288 

.0629 

21.28 

1121 

296 

9425 

2 

.263 

.06482 

18.&4 

968 

848 

10,905 

3 

.214 

.046759 

15.78 

833 

899 

12,674 

4 

.225 

.08976 

13.39 

707 

470 

14,986 

5 

.207 

.088658 

11.85 

599 

555 

17,621 

6 

.192 

.028952 

9.78 

514 

647 

20,565 

7 

.177 

.024605 

8.30 

439 

759 

24.006 

8 

.162 

.020612 

6.96 

867 

905 

28,784 

9 

.148 

.017203 

5.80 

806 

1066 

84,483 

10 

.185 

.014813 

483 

255 

18M 

41,406 

11 

.120 

.011809 

8.82 

202 

1649 

52,866 

12 

.106 

.006659 

2.92 

154 

2158 

68,498 

FRENCH     MEASURES. 


MiUlmdtres. 

Inches. 

MUlimdtres. 

Inches. 

Killimdtres. 

Inches. 

1 

0.089 

45 

1.771 

125 

4.941 

2 

0.078 

50 

1.968 

130 

6.118 

8 

0.118 

55 

2.165 

185 

6.316 

4 

0.157 

60 

2.862 

140 

6.512 

5 

0.197 

65 

2.659 

145 

5.708 

6 

0.286 

70 

2.766 

'           150 

5.906 

7 

0.275 

75 

2.953 

155 

6.103 

8 

0.315 

80 

8.149 

160 

6.290 

9 

0.354 

1             85 

8.346 

165 

6.496 

10 

0.394 

1             90 

3.543 

,           170 

6.693 

16 

0.590 

95 

8.740 

1           175 

6  890 

20 

0.787   - 

t           100 

3.987 

180 

7.087 

25 

0.9S4 

105 

4.1&1 

185 

7.2*1 

80 

1.181 

1           110 

4.381 

190 

7.480 

85 

1.878 

115 

4.528 

195 

7.677 

40 

1.575 

1           120 

4.744 

1           200 

7.874 

I'^BXLiZ:     XI. 

FOR  CONVERTING  FRENCH  WEIGHTS  AND  MEASURES  INTO  ENGLISH. 

Multiply  by  the  figures  opposite  the  given  namea     The  names  of  the  equivalent 
values  in  English  units  are  given  in  the  3d  and  6th  columns. 


Kllomdtre 62137 

Mdtre 3.2814 

Metre 89.8708 

Miles.          ,    Kilogramme  . . . 

Feet.           ;     Gramme 

Inches.       1     Gnimine 

••                Centijp^mme . . 

"            li    Milligramme... 

2.2046 
.03215 
15.432 
.1543 
0.1543 

Poands  Avdps. 
Ounce  Troy. 
Grains     " 

Centlradtre 8937 

Minimdtre 08937 
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INDEX  TO  VOL.  II. 


ALARM,  electro-mechanical,  1088. 
Atnftipam    for    electHcal    machinee, 
lOOS. 
Automatic  type-printing  telegraph,  784. 


LAViBR'a  formula  for  locating  fanlt,  W6. 
Bridge,  Whcautone,  985;  Thompeon's 
modidcatlou,  966. 


B 


CALL  8tad  for  fire  alarms,  1083. 
Cable,  duplex  tranemisalon,  908. 
Capacity,  measurement  of,  976. 
Cauelli's  pautelegraph,  744. 
Cement,  electrical,  1006. 
Chatter tou*s  componnd,  1004. 
Chemical  paper,  solutions  for,  1006. 
Circui^  inductive,  conductive,  derived,  1007. 
Componnd  wire  for  telegraph  lines,  1008. 
Contraplex  telegraphs,  768, 888. 
Condenser,    construction  and   application, 

997. 
Condnctivity,  measurement  of,  961. 
Constant  of  galvanometer,  945. 
Continuity  preserving  key,  780. 
Copper,  resistance  of,  table  v. 
Copying  press  for  received  messages,  1119. 
Cro«»s  between  wires,  how  to  locate,  967. 
Current  strength,  measurement  of,  966. 
Current,  induction.  896. 

DiTTBBENTXAL  galvanometer,    tests  by, 
961. 
Diplex  telegraphs,  848. 
Dictionary  of  technical  terms,  1007. 
Differential  relay  for  duplex  transmission, 

769 
Duplex  telegraphs,  768,  82S,  908. 

II^BONiTB,  composition  of,  1006. 
Li    Electro-motograph,  1067. 
Electro-magnetic  motor.  661. 
Electrometer,  Thomson^  994. 
Electro-motive  force,  9S7,  988, 1008. 
Electrical  measurement,  919. 
Electrical  work,  988. 
Electro-magnets,  construction  of,  1011 
Electric  caU  bells,  1088. 

FABAD,  definition  of,  987. 
Faults,  location  of,  in  land  lines,  941, 
964 ;  in  underground  line^,  969 ;    in 
cables,  978. 

GLASS,  shellac  varnish  for,  1004. 
Gold  quotation  indicator.  678. 
Gutta  percha,  resistance  of,  table  iii. 


H 


ELM B0LTZ*s  analysis  of  sound,  1087. 


TMSULATiKO  varnish  for  paper,  1005. 
Insulation  resistance  of  line,  900. 
Insulation  temt  of  submarine  cables,  978. 
Insulator,  Lewie\  1078. 
Intensity,  definition  of,  1009. 


K 


BY,  continuity  preserving,  780. 


LAND  lines,  testmg  of,  941. 
Loop  test  for  locating  faults,  967, 978. 
Lumsden^s  test,  984. 

MABiNB  glue,  formula  for,  1006. 
Measurement,  electrical,  919. 
Measurement  of  land  lines,  941. 
Measurement  of  cables,  978. 
Mileage  resistance,  how  to  find,  968. 
MUe  ohm.  968. 
Mnirhead^s  cement,  1006. 
Musical  sounds,  electric  transmission  of, 

1086. 
Measurement  and  testing  of  land  Ihies,  941. 


O 


HM,  determination  of  by  electrical  con- 
gresi>,  940. 


Park's  mechanical  transmitter,  788. 
Pneumatic  transmission,  1111. 
Polarized  ink-writer,  788. 
Potential,  measurement  by,  998. 

/^UADRtTFLBX  transmission,  848. 

KBOiFBs  for  electrical  use,  1004. 
Reduced  length,  definition  of,  1010. 
Relss'  telephone.  1088. 
Resistance  of  telegraph  wire,  999. 
Resistance  coils  or  rheostats.  947. 
Resistances,  measurement  of,  9M. 
Retardation.  1010. 
Rheostats  and  resistance  coils,  947. 

SIEMENS*  galvanometer.  951. 
Siemens'  method  of  locating  faults,  960. 
Signals,  electric,  10:^1 
Solder  for  Hue  wires,  composition  of,  1005. 
Smith'rt  method  of  cable  les^ting,  974. 
Stt^el  wire,  how  to  find  re!*i8tance  of,  1004. 
Submarine  cables,  measurements  of,  978. 
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INDEX 


Simultaneoiu  tmumisslon  in  opposite  direc- 
tions, or  contraplex  telegraphy.  768 ; 
methods  of,  Gintl'a,  760  ;  friachen's. 
771  ;  Siemens'  end  Halske's,  774  : 
8tark'8,  776  :  Edlnnd»8, 777  ;  Nystrom's, 
780  ;  Preece's,  781 ;  Zur  Nedden's,  783  ; 


Sauty'8,  903  :    Ailhaud's,  908  ;   A^uir. 
head^s,  911. 

Simultaneous  transmission  in  the  same  direc- 
tion, or  dipiex  telegraphy.  825 ;  meth- 
ods of,  Stark's,  825  ;  Siemens's,  828  ; 
Kramer's,  830  ;  Bernstein's,  832  :  Boss- 
oha's,  839  :  Schreder's,  841  ;  Meyer's, 
898 ;  Gray's,  1096  ;  l>elany's,  1102. 

Simultoneous transmission  in  bothdirections, 
or  quadmplex  telegraphy,  843  ;  bridge 
method,  846 ;  dllTerentiai  method,  848  ; 
combined  dionerential  and  bridge  meth- 
od, 855  ;  differential  method  with  polar- 
ized armature,  867  ;  double  acting  re- 
lay, 863  :  directions  for  setting  up  the 
quadrupiex,  870 ;  double  current  trans- 
mitter, 871 ;  single  current  transmitter, 
872 ;  compound  polarized  relay,  873 : 
single  polarized  relay,  874  ;  adjustment 
of  tne  apparatus  for  working,  876  \  com- 
bined quadrupiex  and  duplex,  879  : 
contraplex  transmission,  881;  combinea 
dipiex  and  contraplex,  883  ;  combina- 
tion of  quadrupiex  and  dipiex,  887 ; 
quadrupiex  repeater,  891. 
Siphon -recorder,  1121 ;  Sir  William  Thom- 
son's first  apparatus,  1123  ;  construc- 
tion of  the  bobbin,  1126 ;  suspension  of 
the  siphon,  1126  Varley's  modified  in- 
duction machine,  1126  ;  inductor  and 
recharger,  1127  ;  signals  indicating  the 
international  Moree  alphabet,  1130  ; 
mouse-mill,  1131 ;  the  interrupter,  1133; 
operation  of  the  decagon  cam.  1135 ; 
regulation  of  the  speed  of  the  mill,  1136; 
operation  of  the  mouse-mill,  1137  ;  bob- 
bin and  siphon,  1139  ;  perfection  of  the 
signals,  1141 ;  complete  view  of  the  si- 
phon-recorder. 1143  •  multiplier,  1144  ; 
nbrication  ot  the  glass  sijMions,  1146  ; 
movement  of  the  paper,  1147  ;  adjust- 
ment of  the  paper,  1148  ;  arrest  of  the 
apparatus.  1149  ;  electrical  connections, 
1160 ;  batteries,  1156  ;  maintenance  of 
the  batteries,  1169  ;  tests  of  the  battery, 
1160  ;  measuring  the  efficiencT  of  the 
battery,  1165  ;  Jamieson's  improTe- 
ment,  1166  ;  Lauritzen's  simplified  re- 
corder, 1173  ;  Sir  William  Thomson's 
last  form  of  his  recorder  for  lines  of 
medium  length.  1174. 

Specifications  for  telegraph  wire,  1001. 

SUndard  time  for  New  York,  1026. 

Stearns's  duplex  telegraph,  807. 

Siemcns's  duplex  telegraph,  782  ;  automatic 
telegrapn,  695. 

Stark's  duplex  telegraph,  825. 

Schreder's  duplex  telegraph,  84a 


Sir  WUliam  Thomson's  bridge,  987  ;  elec- 
trometer, 994. 

Sound,  phenomenon  of,  1086. 

Single  polarized  relay,  874. 

Stock  printer,  Edison,  676  ;  Phelps's,  678  ,• 
Callahan»s,  67a 

TAHORNT  galvanometer,  testing  by,  942. 
Tests  of  conductivity,  961. 

Thomson's  quadrant  electrometer,  Wi. 

Telegraph,  type  printing,  603  ;  Vail,  603  ; 
Wbeatstone,  604  :  House,  605  ;  Hughes, 
609  ;  Phelps,  comhination,  642 ;  Phelps, 
electro-motor,  047  ;  private  lines,  672  ; 
Laws's  gold  quotation  indicator,  672  ; 
Edison,  universal  stock,  678 ;  Phelps, 
stock,  678;  Gray,  682;  Phelps,  private 
line,  685:  automatic,  688  :  Morse.  689 : 
Bain,  691 ;  Siemens-Halske.  006 :  Gar- 
niers,  700 ;  Humaston,  701 ;  Wheatstone, 
702  ;  Siemens,  712 ;  Little,  724 ;  Edison. 
725  ;  Park,  728  ;  Siemens,  729.  733.  734  ; 
Phelps,  736  :  Jaite,  737  ;  autograpnic  or 
copying,  741 ;  Bakewell.  741 ;  Cros, 
744  ;  Caselli,  745  ;  Meyer,  768  :  Sawyer, 
762;  Bonelli,  763:  harmonic,  1086: 
Gray,  1095;  Bell,  1101;  La  Conrs, 
1101 ;  synchronous  multiplex.  I>elany, 
1102;  pneumatic.  1111:  Thomson's 
siphon-recorder.  1121 ;  aniomatic  curb- 
sender,  1177 ;  Thomson  and  Jenkins's 
automatic  curb-sender  for  long  sub- 
marine lines,  1177 ;  diminishinjg  the 
retardation  of  signals.  1179 ;  the  curve 
of  arrival.  1180;  principle  of  curb- 
sending,  1181 ;  operation  of  reversal  of 
currents,  1185 ;  driving  power  of  the 
curb-sender,  1186 ;  the  governor,  1188  ; 
front  elevation  of  the  paper  wheel, 
1191 ;  operation  of  the  toothed  roller, 
1193  :  signal  and  curb-cams,  1196  ;  elec- 
trical action,  1196  ;  the  contact  plate, 
1198  ;  single  and  double  curb,  1199 ; 
adjustment  of  the  contact  plate,  1202  : 
a(^ustment  of  the  cams,  1203 ;  electrical 
connections,  1206 ;  punches,  1210 ;  the 
feed  mechanism,  1216. 

NITS  of  measurement.  910. 


U 


VAR LET'S   bridge,  989 ;   modified  induc- 
tion machine,  1126  ;  zinc  sender.  1177. 
Various  forms  of  electro-magnets,  1019. 
Vaes's  differential  duplex,  811. 
Vails's  printing  telegraph,  608. 
Vibration  of  a  steel  fork,  1101 

Wheatstoke's  bridge,  remarks  on,  985  ; 
Edison's  modification  for  measuring 
magnetism,  1217. 
Winter's  duplex.  812;  Wilmot's  double  slnice 
valves,  1115. 

f7UE  XsDDCN's  duplex  telegraph,  78a 
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